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PREFACE 


The  present  volume  is  an  outgrowth  of  a  course  in  food  microbiology 

at  the  University  of  Illinois.     This  course  has  been  developed  for  those 

who  wish  to  fit  themselves  for  food  control,  food  chemists  and  for  those 

>    students  in  household  science  who  possess  a  sufficient  fundamental 

.    training  in  chemistry.     A  thorough  training  in  chemistry  is  essential 

for  intelligent  work  in  microbiology. 

The  aim  of  the  volume  is  to  present  the  methods  of  analysis  along 
with  sufficient  discussion  based  on  the  literature  of  the  subject,  to 
show  the  history  and  "  make-up  "  of  these  methods.  An  intelligent 
use  of  them  would  be  difficult  without  this.  The  field  of  food  micro- 
biology is  a  broad  one  and  the  author  has  drawn  freely  from  the  reported 
^  investigations  of  others.      Many  of  these  several   investigators  are 

r  experts  in  their  fields,  having  devoted  a  lifetime  to  the  study  of  cer- 
tain subjects.  Some  of  the  methods  of  analysis  are  given  in  the  language 
of  their  originators,  since,  by  doing  this,  the  personal  touch  of  the 
^  author  may  be  retained.  No  apology  is  made  for  the  rather  liberal 
ji  quotations  from  the  different  "  Standard  Methods  "  of  the  American 
.  Public  Health  Association.  These  have  been  worked  out  by  com- 
^  mittees  composed  of  men  who  are  experts  and  their  opinions  may 
V    be  given  considerable  weight. 

Q  Numerous  references  are  given  at  the  end  of  each  chapter.  Much 
of  the  data  presented  in  the  chapter  has  been  taken  from  them;  in  most 
instances  direct  reference  is  made  to  them.  It  is  believed  that  such 
a  feature  will  render  the  book  more  useful  to  both  the  practitioner 
and  the  student.  No  serious  attempt  has  been  made  to  list  all  of  the 
literature  on  the  different  subjects  which  have  been  treated  in  this 
book  for  this  must  obviously  come  from  the  abstract  literature.  As 
the  data  in  this  field  are  accumulating  very  rapidly,  a  working  reference 
library  is  essential. 

The  author  will  appreciate  helpful  suggestions  and  criticisms  from 
those  who  use  this  book.  Only  by  the  help  of  them  may  the  errors  and 
crudities  in  the  first  edition  of  any  book  be  corrected  for  later  editions. 
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CHAPTER  I 

BACTERIOLOGICAL  APPARATUS 

The  apparatus  which  is  required  in  a  bacteriological  laboratory  is 
similar  in  many  respects  to  that  used  in  a  chemical  laboratory.  Since 
chemical  methods  are  often  used  for  studying  bacteria,  it  is  evident 
that  much  the  same"  apparatus  may  be  used.  There  are  several  types, 
however,  which  may  receive  special  consideration,  since  a  proper  con- 
struction and  type  is  essential  for  the  best  results  in  bacteriology. 

Fermentation  Tubes.  There  are  several  types  of  fermentation 
tubes  any  of  which  may  be  used  provided  they  hold  a  sufficient  excess 
of  the  medium  over  the  sample  under  examination.  Standard  Methods 
for  the  Examination  of  Water  and  Sewage,  1917,  recommends  that  the 
fermentation  tubes  used  in  water  analysis  should  hold  four  times  as 
much  medium  as  sample.  All  fermentation  tubes  are  constructed  with 
a  closed  arm  which  retains  the  gases  that  are  given  off  in  bacterial 
metabolism.  There  are  three  general  types  now  in  use  by  bacteriolo- 
gists, Brown's,  Smith's  (1890),  and  Durham's  (1898). 

The  Brown  fermentation  tube  was  devised  for  use  in  connection 
with  water  analysis  and  is  quite  similar  to  Smith's.  The  Smith  tube 
is  made  both  with  and  without  glass  feet.  Those  without  the  glass  feet 
require  a  special  rack  but  have  the  advantage  over  those  with  feet  that 
they  do  not  fall  over  so  easily.  A  convenient  rack  for  holding  Smith 
tubes  has  been  devised  by  Bain  (111.  State  Water  Survey  Bull.  6,  31, 
1908).  The  Durham  tubes  are  the  most  satisfactory  of  all  since  they 
are  made  from  ordinary  test  tubes.  The  inner  tube,  according  to  Lee, 
should  be  cut  off  at  an  angle  to  allow  the  ingress  more  readily  of  motil 
bacteria.  Hall  (1914)  also  found  this  to  be  true.  The  efficiency  of  the 
Smith  and  Durham  tubes  was  compared  by  Browne  (1913)  and  Lee  and 
Fegely  (1914).    These  investigators  found  that  in  low  dilutions  the 
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Durham  tube  was  more  efficient  but  with  the  higher  dilutions  the  Smith 
tube  gave  more  consistent  results.  Browne  and  Ackman  (1917)  and 
Browne  (1917)  have  stated  that  the  following  factors  cause  variations 
in  the  amounts  of  gas  produced  in  lactose  peptone  bile  and  lactose 
broth:  (1)  Temperature;  (2)  Time  of  incubation;  (3)  Initial  reaction 
of  tho  culture  medium;  (4)  Length  of  inverted  vial;  (5)  Source  of  bile; 
(6)  Absorption  of  formed  gas. 

Graves  (1917)  inverts  the  small  inner  tulxi  over  a  wooden  rod  which 
lifts  the  tube  a  distance  from  the  bottom  of  the  outer  tube.  It  is  claimed 
that  certain  advantages  obtain  in  this  procedure. 


Fig.  1.— Types  of  Fermentation  Tubes. 

.\|,,.|,!,.v.ii.,i,  ..I  iLt  burliam  fermentation  Tube. 


Petri  Dishes.  These  should  be  about  10  cm.  in  diameter,  thus 
having  an  area  of  about  65  Bq.  cm.  Either  glass  or  porous  tops  may  be 
used.  The  porous  tops  devised  by  Hill  prevent  the  spreading  colonies 
which  appear  so  often  on  Petri  dishes  in  humid  weather.  Very  often 
it  is  difficult  to  secure  Petri  dishes  with  flat  bottoms.  This  is  essential 
to  an  even  distribution  of  bacteria  over  the  plate  and  a  uniform  thick- 
ness of  medium. 

Dilution  Bottles.  These  may  be  of  various  types  and  shapes  but 
should  contain  the  amount  of  dilution  water  when  about  half  full.  This 
allows  ample  room  for  thorough  shaking  of  the  diluted  sample.     Bottles 


DILUTION   BOTTLES 


ilh  pla.es  stoppers  arc  greatly  superior  to  tbOM  requiring  cotton  .stoppers 
ut  these  may  be  used  if  the  cotton  is  rolled  tightly  or  contains  a  cork 
opper  inside  of.  it.      Square  bottles  of   the  "  Blake  "  type  holding 


kbout  200  c.c.  are  useful  and  pack  together  well.  If  bottles  are  used  for 
dilutions  great  care  must  1m  exercised  in  sterilization  to  prevent  cracking. 
On  account  of  this  some  laboratories  use  Florence  flasks  for  holding  the 
dilution  water.  The  dilution  bottles  should  lie  filled  with  decimal 
quantities  of  water.     Where  it  is  desired  to  obtain  exact  quantities 


Pm.  3.— Types -of  Containers  and  Holders  for  Sterilizing  Petri  Dishes,  Pipette 
Other  Apparatus. 


SAMPLE  BOTTLES 


of  dilution  water,  it  may  be  sterilized  in  larger  quantities  and  delivered 
under  aseptic  conditions  in  any  required  amount  to  the  sterile  dilution 
flask.  Frost  has  shown  that  during  sterilization  the  volume  in  dilution 
bottles  may  be  changed  and  this  might  cause  considerable  error  where 
accuracy  is  desired. 

Sample  Bottles,  A  glass-stoppered  bottle  of  any  type  may  be  used. 
The  necks  should  be  wrapped  with, tin  foil  before  sterilization.  Great 
care  should  be  taken  to  secure  bottles  which  possess  tight  stoppers. 
In  general  a  bottle  with  a  narrow  neck  is  preferable  since  the  possibility 
of  contamination  during  analysis  is  greatly  decreased. 
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D 
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Pig.  4. — Types  of  Flasks  for  Bacteriological  Work. 

~A,  Koch's  Culture  Flask:  £,  Fern  bach's  Antitoxin  Flask;  C,  Freudenreich'e;  D.  Lister  Culture 
Flask;  B,  Miquel  Flask;  P,  Kolle  Culture  for  Growing  Bacteria  in  Large  Numbers;  O,  Rous 
Flask;    H,  Piorowski's  Flask. 


Flasks.  Many  of  the  flasks  which  are  used  for  bacterial  work  are  no 
different  from  those  used  in  chemistry.  Other  flasks  have  been  in- 
vented for  special  purposes  and  usually  bear  the  name  of  the  originator. 
A  few  are  given  in  Fig.  4. 

Slides  and  Cover  Glasses.  Slides  should  be  made  of  clear  white 
glass  and  should  be  free  from  defects.  Different  sizes  are  available  but 
those  which  are  2.5X7.7  mm.  have  widest  use. 

Cover  glasses  are  classified  as  No.  1,  No.  2,  and  No.  3.  The  follow- 
ing thicknesses  are  characteristic  of  each  number.    No.  1,  -^^  to  Tiff  in. 
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Or  0.13  to  0.17  mm.  thick.     No.  2,  jia  to  Tfov  in.  or  0.17  to  0.25  mm. 
thick.     No.  3,  TJD  to  jV*n-  or 0.25  to  0.50  mm.  thick. 

No.  2  cover  glasses  are  the  liest  for  general  use  since  they  satisfy 
the  demand*  of  most  objectives.  No.  1,  may  be  used  with  oil  immersion 
objectives.  The  objectives  of  the  different  makers  are  standardized 
for  the  following  thicknesses  of  cover  glasses: 

Zeiss 15-20  mm. 

Leitz 17-20  mm. 

Bauseh  &  Lomb 18-20  mm. 

Spencer  Lens  Co 18-20  mm. 

Cleaning  of  Apparatus.  Clean  apparatus  is  the  first  essential  for 
successful  laboratory  work  in  bacteriology.  All  apparatus  whether 
new  or  old  should  be  carefully  washed  and  rinsed  before  using.  This 
removes  any  free  acid  or  alkali,  both  of  which  are  very  detrimental  to 
the  growth  of  bacteria.  Glassware  should  be  washed  aa  clean  as  pos- 
sible in  tap  water  with  laboratory  brushes.  These  are  now  constructed 
in  many  shapes  and  sizes  which  enables  one  to  reach  the  interior  of  most 
flasks.  After  this  is  done  and  if  any  dirt,  etc.,  remains  in  the  apparatus, 
it  should  be  taken  out  by  the  cleaning  solution.  This  is  accomplished 
by  soaking  the  apparatus,  if  glassware,  in  the  cleaning  solution  which 
is  contained  in  a  lead  bath.  After  it  has  stood  for  a  time,  it  may  be 
taken  out,  the  cleaning  solution  allowed  to  run  back  into  the  original 
container.  The  clean. ng  solution  may  be  used  again  and  should  not  be 
thrown  away. 

The  cleaning  of  slides  and  cover  glasses  deserves  some  special  atten- 
tion. They  should  be  boiled  in  dilute  alkali  to  saponify  any  oil  or 
grease  which  may  be  on  them.  After  they  have  been  washed  in  water 
they  should  be  boiled  in  cleaning  solution  for  twenty  minutes.  Then 
each  one  should  l>e  carefully  rinsed  in  distilled  water  and  stored  in  ether 
or  dry,  as  preferred. 

Cleaning  Solution.     This  has  the  following  composition: 

Sodium  or  potassium  chromate  {KaCrjO?) fi  gms. 

Concentrated  sulphuric  acid  (H2SO4) 6  c.c. 

Water 100  c.c. 

KaCr207+4H2S04=K2SO*+Cr2(S04)3+4H20-|-30. 

This  is  a  strong  oxidizing  reagent.  Its  action  may  be  accelerated 
by  heat.     Care  should  be  used  in  handling  it  since  it  is  very  destructive 
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to  clothing,  etc.  The  oxygen  which  is  formed  is  available  for  the  oxida- 
tion of  any  reduced  substance. 

Platinum  Wares.  Platinum  wires  have  extended  use  in  bacteriology. 
Different  sizes  may  be  used  but  gauge  No.  26  yields  the  best  results. 
A  heavier  wire  requires  a  longer  time  for  cooling  after  it  has  been  ster- 
ilized in  the  flame.    A  lighter  wire  may  be  too  flexible. 

In  many  cases  standardized  loops  are  required  which  deliver  the 
same  amount  of  liquid.  Instances  are  the  standardization  of  disin- 
fectants and  determination  of  bacteria  in  feces  according  to  the  Eberle- 
Klien  method.  St.  John  (1914)  devised  a  "  loop  "  which  gave  drops 
of  from  0.019  to  0.021  gm.  according  to  the  angle  at  which  it  was  taken 
from  the  fluid.     Under  more  unfavorable  circumstances  the  variation 


a 
Fig.  5. — Types  of  Holders  for  Inoculating  Needles  and  Loops. 
A%  Special  Aluminum  and  Wooden  Handle;  B,  Aluminum  Rod;  €,  Glass  Rod  with  Fused  Wire. 

was  from  0.017  to  0.023  gm.     The  size  of  the  drop  cariied  by  this  loop 
is  about  0.020  c.c. 

Baskets.  These  should  be  made  of  wire  with  a  mesh  small  enough 
to  retain  most  of  the  test  tubes  used  in  a  laboratory.  Any  special 
shape  or  size  may  be  made  at  the  average  tin  shop. 
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Isolation  of  Microorganisms.  This  necessitates  the  plating  of 
bacteria  in  decimal  dilutions  on  solid  media.  Agar  or  gelatin  may 
be  used  but  the  latter  gives  more  data.  If  the  organism  which  is  sought 
in  pure  culture  is  known  to  be  mixed  with  other  forms,  greater  care 
must  be  exercised.  The  plating  of  decimal  dilutions  is  advisable. 
especially  where  little  is  known  with  regard  to  the  number  of  cells  which 
are  present.    All  apparatus  must  be  sterile.     Where  careful  work  is 


Fig.  6.— VariouB  Typea  of 
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being  done,  the  sample  of  food  should  1«  thoroughly  agitated  on  a 
«h«l<ing  machine  with  glass  beads  or  broken  glass. 


Pig.  8.— Tj-pes  of  Counting  Devices. 
A.  Pe*i  D"b  *itl  the  Bottom  Divided  inlo  Squ«r»;   H,  L&far'*  Counting  Piste;    C  tut  D, 
■"■  Flwk;   E,  JeBsi'.  Countim  PUw. 

g  of  Plates.    A  series  of  these  should  be  poured  with  different 

s  of  the  sample.     These  may  be  obtained  by  thoroughly 

%  a  portion  of  the  sample  in  sterile  water  and  transferring  a  loop 
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F  this  suspension  to  a  second  lube  of  sterile  water.  This  procedure 
is  repeated  until  several  concentrations  of  the  sample  are  secured. 
Portions  of  these  are  placed  in  sterile  Petri  dishes  or  under  these  condi- 
tions put  into  tubes  of  melted  medium.  These  are  then  put  into  the 
Petri  dishes. 

Isolation  of  Pure  Cultures.  A  pure  culture  may  be  defined  in 
different  ways  but  in  this  relation  it  may  be  regarded  as  the  descend- 
ants of  a  single  cell.  Each  single  cell  on  the  Petri  dishes  poured  in  the 
above  paragraph  will  have  developed  into  a  colony.  In  most  cases  this 
colony  will  contain  a  pure  culture  if  the  plate  does  not  contain  too  many 
colonies.  When  there  are  but  a  few  colonies  on  the  plates,  each  one 
that  is  isolated  from  the  others  will  be  pure.  If  it  is  found  to  be  a 
mixed  culture  the  plating  operation  must  be  repeated.  In  fact  in 
careful  work  it  is  essenlia!  to  rep  late  two  or  three  times.  This  makes 
the  probability  of  a  pure  culture  more  certain  and  also  serves  to  "  tune- 
up  "  or  strengthen  the  organism. 


■.  of  an  ordinary  gin 


— Botlnlior's  Counting  Chamber. 


The  isolated  colonies  are  picked  by  means  of  a  sterile  platinum 
wire.  A  small  portion  of  the  colony  is  removed  to  either  an  agar  slant. 
or  broth  tube.  Before  any  extensive  investigations  arc  carried  out 
with  the  organism,  it  should  be  studied  in  hanging  drop  and  stained 
smear  lo  demonstrate  its  purity. 

Transferring  of  Cultures.  This  procedure  should  be  carefully 
carried  out  in  a  room  with  little  dust.  Sterile  platinum  wires  should 
be  used  which  should  be  sufficiently  cooled.  If  a  wire  of  too  great 
diameter  is  used,  it  will  retain  its  heat  longer  and  there  is  then  greater 
danger  that  the  culture  will  be  killed  or  altered.  Also,  if  much  trans- 
ferring is  done  at  the  same  time  there  will  be  a  tendency  for  some  of 
the  material  to  cake  on  the  wire.  This  should  be  removed.  A  piece 
of  emery  paper  or  No.  00  sand  paper  will  be  found  to  be  a  valua- 
ble aid. 

Dilutions.  These  are  essential  in  the  quantitative  enumeration  of 
bacteria.     The  kind  of  containers  lo  be  used  has  been  described  above. 
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The  dilution  water  in  definite  amounts  may  !*■  put  into  them  before 
sterilization  but  the  quantity  of  water  has  ln-en  found  lo  be  altered 
during  this  procedure.  To  obvinte  this  difficulty,  the  containers  may  be 
plugged  and  sterilized  empty  while  the  water  may  be  sterilized  in  a  larger 
buttle.  This  may  then  be  transferred  to  the  dilution  bottles  with  a 
pipette. 


T^T.Ir,  ,ii<>,  a 


Enlmehation  of  Bacteria 

Several  methods  have  Iieon  devised  for  counting  the  number  of 
rteria  whieh  are  present  in  any  substance.  For  convenience  they 
y  Ix-  classified  as  follows: 

A-  Plate  cultures. 

(a)  Petri  dish  cultures. 
(6)  Frost's  microscopic  plate  method. 

B.  Direet  microscopic  method. 
(«)  Breed's  method. 

(b)  Hsemocytometer  methods. 

The  plate  method  is  probably  the  oldest  and  involves  the  use  of 
the  Petri  dish.  Any  transparent  solid  medium  may  lie  used  in  the 
Petri  dish,  but  the  dilution  of  sample  introduced  is  important.  Hill 
t.1906)  and  Breed  (1916)  have  both  shown  that  over-crowded  plates 


will  not  give  accurate  results.  Breed,  in  studying  plates  made  from 
milk,  found  that  those  having  more  than  thirty  and  less  than  four 
hundred  colonies  gave  satisfactory  results. 

Frost's  microscopic  plate  method  and  Breed's  microscopic  method 
have  been  described  in  the  Chapter  on  Milk.     These  methods  were 


originally  divised  for  milk  but  undoubtedly  could  1h>  adapted  to  other 
food  substances. 

Htemocytometer.  The  laemocytometer,  which  is  used  for  counting 
leucocytes  and  erythrocytes,  is  now  applied  to  the  enumeration  of 
bacteria  in  very  heavily  populated  materials. 


Fig.  12. — Showing  Ilii-niocyiomcter  Cluimber. 


The  instrument  consists  of  a  glass  slide  upon  which  is  fastened  pieces 
of  glass  in  such  a  way  as  to  form  a  chamber.  The  outer  glass  is  square 
with  a  round  hole  in  the  center.  In.  this  is  put  a  round  piece  of  glass 
of  smaller  diameter  so  that  there  is  a  shelf,  moat  and  disk  formed. 
The  upper  surface  of  the  disk  is  ruled  into  squares.  These  ruling*  are 
of  various  kinds  as  indicated  in  Fig.  11,  the  Thoma  ruling  being  as  com- 
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mon  as  any.    This  Thoma  ruling,  however,  is  more  suitable  for  counting 
red  blood  cells. 

The  pipettes  are  two  in  number  and  are  graduated  to  deliver  differ- 
ent amounts.  The  pipette  for  erythrocytes  delivers  dilution  of  rfar 
or  Yhfl  the  pipette  for  leucocytes  delivers  a  dilution  of  ^  or  ^. 

The  hsemocytometer  was  originally  devised  for  counting  the  blood 
corpuscles.  From  this  it  has  been  adapted  to  the  enumeration  of  bac- 
teria in  substances  containing  large  numbers.  It  is  best  for  a  person 
not  familiar  with  the  technique  to  apply  it  to  the  counting  of  blood 
corpuscles  before  attempting  to  count  bacteria. 

Procedure9  Red  Corpuscles.  Collect  a  drop  of  blood  on  a  clean 
slide  and  draw  part  of  it  up  to  the  mark  on  the  red  corpuscle  pipette 
(101).  The  blood  may  be  secured  by  cutting  the  tip  of  the  finger 
(across  the  lines)  or  by  a  syringe  from  a  vein  in  the  forearm.  By 
drawing  the  blood  to  the  0.5  mark  a  dilution  of  200  is  secured;  when 
drawn  to  the  1.0  mark  the  dilution  is  1  to  100.  This  first  measurement 
of  blood  is  very  important  since  a  slight  variation  from  the  mark 
introduces  a  larger  error  in  the  final  results.  Should  the  blood  be  drawn 
up  too  far  in  the  pipette  it  may  be  shaken  down  carefully  to  the  mark. 
After  this  the  diluting  fluid  should  be  drawn  into  the  pipette  up  to  the 
101  mark  and  the  pipette  thoroughly  shaken.  The  blood  is  now  suf- 
ficiently diluted  for  counting  the  red  blood  corpuscles.  The  contents 
of  the  end  of  the  pipette  below  the  bulb  should  be  discarded  since  it  is 
filled  mostly  with  diluting  fluid.  A  drop  of  the  diluted  blood  is  now 
placed  on  the  disk  of  the  counting  chamber.  This  should  be  just  suf- 
ficient to  cover  the  disk  after  the  cover  glass  has  been  put  on.  The  cover 
glass  should  be  carefully  applied  with  a  very  slight  sliding  motion. 
This  should  be  placed  on  the  chamber  as  soon  as  possible  in  order  to 
secure  as  even  a  distribution  of  corpuscles  over  the  bottom  of  the 
chamber  as  possible.  The  chamber  must  be  left  on  a  level  surface  for 
about  a  half  hour,  after  which  the  corpuscles  will  have  settled  to  the 
bottom  and  will  be  resting  on  the  ruled  surface.  The  number  of  red 
corpuscles  is  now  determined  by  putting  the  chamber  under  a  micro- 
scope fitted  with  a  mechanical  stage. 

The  small  squares  cover  an  area  tJtf  sq.  mm.  since  they  are  ^  mm. 
on  a  slide.  The  depth  of  the  chamber  from  the  bottom  of  the  cover 
glass  to  the  top  of  the  disk  is  iV  mm.,  hence  the  volume  of  liquid  above 
a  square  is  VfrXiVXiV  equals  nftnr  mm.  4000  X  dilution  (200)  equals 
red  corpuscles  per  cubic  millimeter.  A  sufficient  number  of  squares 
should  be  counted  to  give  a  fairly  correct  average  per  square.  To 
accomplish  this  it  is  best  to  count  about  one  hundred  squares.     By 
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Fig.   13.— Diagrams  Showing  the  Commonest   Ha'mooytotneloj  Ruling 
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of  the  mechanical  stage  the  counting  chamber  should  be  moved 
carefully  from  square  to  square.  It  is  useful  to  always  count  the  cells 
when  they  lie  on  the  lines,  which  are  above  and  to  the  left.  By  fol- 
lowing some  definite  system  the  chance  of  counting  the  same  corpuscle 
twice  is  eliminated. 

White  Corpuscles.  The  blood  should  be  drawn  into  the  pipette 
up  to  "the  0.5  mark  after  which  the  special  diluting  fluid  for  white 
corpuscles  should  be  drawn  up  to  the  mark.  This  will  give  a  dilution 
of  ■&.  A  special  diluting  fluid  which  will  destroy  the  red  and  leave 
the  white  corpuscles,  must  be  used.  The  preparation  of  the  disk  of 
the  counting  chamber  is  identical  with  that  for  counting  red  corpuscles. 
A  systematic  procedure  should  be  followed  in  going  over  the  slide  in 
order  not  to  count  the  same  square  twice.  In  a  well-prepared  mount, 
the  number  of  cells  per  square  should  not  vary  very  much  from  the 
for  100  squares. 


Fig.  14. — Diluting  Pipettes  for  Haemocytometer. 

A  counting  chamber  of  more  recent  construction  has  been  made 
for  the  Arthur  H.  Thomas  Co.,  Philadelphia,  known  as  the  Thoma- 
Levy  hemacytometer.  This  has  certain  advantages  over  the  types 
of  the  older  construction  and  is  described  as  follows: 

"  In  the  Levy  construction  a  rectangular  depression  is  cut  into  the  slide  itself 
extending  across  the  entire  width.  In  the  middle  of  this  depression  is  perma- 
nently fixed  a  rectangular  strip  of  glass  also  extending  entirely  across  the  slide, 
and  on  this  are  the  rulings.  When  the  cover  glass  is  placed  in  position  on  the 
slide  itself  the  solution  over  the  ruled  areas  is  of  the  required  depth.  The  Levy 
method  of  construction  avoids  the  cemented  cell  and  the  attendant  danger  of 
its  loosening  by  the  drying  out  of  the  balsam  cement,  and  the  possibility  of  the 
loosening  of  the  ruled  counting  surface  is  also  greatly  reduced  by  this  construc- 
tion. The  parallel  form  of  cell  greatly  facilitates  cleaning  as  compared  with  the 
circular  type  and  the  method  of  ruling  used  in  the  manufacture  of  these  chambers 
provides  a  line  with  absolutely  cleancut  edges  and  of  distinctly  increased  visi- 
bility when  the  chamber  is  filled  with  solution  for  the  count.  This  increase 
in  visibility  of  the  ruling  greatly  lessens  the  eye  fatigue  experienced  in  making 
repeated  counts." 

The  manufacturers  claim  for  this  counting  chamber  the  following 
advantages: 

Increased  visibility  of  the  rulings  when  chamber  is  filled  with  solution. 
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The  new  method  of  construction  entirely  avoids  the  cemented  cell  and  the 
attendant  danger  of  its  loosening  by  the  drying  out  of  (he  balsam  cement, 
and  the  possibility  of  the  loosening  of  the  ruled  counting  surface  is  ulso  greatly 
reduced  by  this  construction. 

The  parallel  form  of  cell  first  suggested  by  Biirker  and  used  in  all  Levy 
counting  chambers  provides  n  more  uniform  distribution  of  corpuscles  over  the 
ruled  area  and  entirely  removes  the  efiVt-t  of  ;itmospherir  pressure  u|miii  the  depth 
of  the  solution,  a  source  of  considerable  error  in  the  circular-form  cliambers. 

The  parallel  form  of  cell  also  greatly  facilitates  cleaning  as  compared  with 
the  circular  type. 

Critical  teste  have  shown  the  Levy  rulings  to  be  more  accurate,  both  in  the 
dimensions  of  the  ruling  and  the  depth  of  the  cell,  than  any  counting  chambers 
of  best  European  makes  we  have  tested.     All  Levy  counting  chambers  are 


Flo.  15. — Thoma-Levy  Counting  Chamber 


guaranteed  to  be  well  within  such  limit  of  error  as  may  lie  later  established  by 
the  U.  S.  Bureau  of  .Standards  for  instruments  of  this  type. 

Application  of  Hsemocytometer  to  the  Enumeration  of  Bacteria. 
-  Since  the  samples  which  are  used   in  the  htemocytometer  are  small, 

the  bacteria  must  be  present  in  large  numbers.  A  slight  error  in 
making  dilutions  will  cause  a  large  error  in  the  determination  of  the 
number  of  bacteria  per  cubic  centimeter  since  the  factor  is  large  which 
converts  the  reading  of  the  microscope  into  terms  of  cubic  centimeters. 
It  is  also  an  easy  matter  to  confuse  organic  matter  with  bacteria.  This 
is  especially  true  in  the  applications  of  this  apparatus  to  the  enumera- 
tion of  bacteria  in  feces  and  tomato  products.  These  are  taken  up  in 
other  places. 

Cleaning  of  Heemocytometer  Apparatus.  This  is  one  of  the  most 
important  essentials  in  the  use  of  the  apparatus.  Pipettes  should 
be  cleaned  by  attaching  them  to  a  suction  pump  and  drawing  dilute 
alkali  through  them.  After  this  alcohol  and  distilled  water  may  be 
used.     If  they  become  stopped  up  a  small  wire  may  be  run  through, 
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|       but  this  should  be  used  with  care  since  the  bottom  of  the  pipette  may 
chip  off. 

The  counting  chamber  should  be  washed  with  dilute  alkali  or  soap. 
It  should  be  thoroughly  rinsed  in  distilled  water  and  wiped  dry  and 
should  not  be  sterilized  by  heating  because  the  cement  which  holds 
the  disk  will  be  melted. 

Anaerobic  Methods 

For  the  cultivation  of  those  microorganisms  which  grow  under 
anaerobic  conditions,  some  special  apparatus  and  methods  are  neces- 
sary- to  remove  free  oxygen.  Many  procedures  have  been  proposed, 
a  few  of  which  will  be  given  here. 

Boiling.  Air  is  very  soluble  in  water  at  room  temperature.  Wink- 
ler has  found  that  1  liter  of  water  at  20°  C.  will  dissolve  about  9  mg. 
of  oxygen.  By  boiling  water  for  some  time  this  dissolved  oxygen  may 
be  driven  off.  Special  methods  are  then  necessary  to  prevent  re- 
absorption  of  air.  In  liquid  media  where  heating  will  cause  no  change, 
this  may  be  done  by  a  layer  of  sterile  vaseline  or  ligroin. 

Displacement  by  an  Inert  Gas.  For  this  purpose  several  gases, 
such  as  nitrogen,  hydrogen,  carbon  dioxide,  coal  gas,  etc.,  have  been 
used.  Hydrogen  has  had  the  widest  application  on  account  of  its 
ease  of  preparation  and  lack  of  harmful  effects  on  bacterial  develop- 
ment. When  these  gases  are  used,  they  are  bubbled  through  the 
medium  and  should  be  carefully  washed  by  the  proper  solutions  to 
render  them  pure.  Gas  wash  bottles  of  the  Bunsen  or  Friedrich  types 
will  allow  satisfactory  results. 

Absorption  of  Oxygen.  For  this  purpose  alkaline  pyrogallol  which 
has  great  affinity  for  oxygen  is  usually  used.  It  becomes  reduced 
to  compounds  which  are  not  definitely  known.  In  applying  this 
chemical  to  the  growth  of  anaerobes  many  devices  have  been  used. 
Any  one  is  quite  satisfactory  which  prevents  the  ingress  of  more  oxygen 
after  the  initial  oxygen  has  been  absorbed. 

Buchner's  Method.  In  this  method  the  culture  tube  is  placed 
in  a  larger  one  which  contains  the  alkaline  pyrogallol.  It  has  the 
disadvantage  that  if  some  special  support  is  not  used  to  keep  the  cul- 
ture tube  above  the  surface  of  the  pyrogallol,  it  is  difficult  to  follow 
growth  during  incubation.     These  tubes  may  be  prepared  as  follows: 

Introduce  a  few  grams  of  pyrogallol  into  the  bottom  of  a  large 
test  tube  and  place  therein  a  support  for  the  culture  tube.  This  may 
be  made  from  wood,  cotton,  glass,  etc.     After  the  culture  tube  has  been 
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placed  on  its  support,  introduce  the  NaOH  by  means  of  a  pipotte  into 
the  bottom  of  the  tube  and  sea!  the  tube  immediately  with  a  rubber 
stopper. 

Wright's  Method.  This  is  another  absorption  method  and  is 
different  from  the  others  only  in  method  of  procedure.  It  is  especially 
adaptable  to  the  isolation  of  anaerobic  spore-forming  bacteria.  Deeima! 
dilutions  of  the  sample  arc  introduced  into  sterile  litmus  milk.  About 
1  in.  above  the  meniscus  of  the  milk  a  tight  cotton  cylinder  is  forced 
upon  which  are  put  about  2  ejus,  of  pyrogalJol.  This  is  treated  with 
strong  NaOH  and  the  original  plug  replaced  in  the  tube.  This  tube 
should  then  l»e  heated  for  fifteen  minutes  at  80"  to  kill  all  vegetative 
bacteria.     Later  incubation  will  give  (he  characteristic  changes. 

Lentz's  Method.  This  requires  a  glass  plate  125  nun.  square  and 
cellulose  absorbent  rings.  Before  using  the  rings  arc  soaked  in  pyrogal- 
lic  acid  and  immediately  before  the  culture  is  started  in  1  per  cent 
potassium  hydroxide.  The  plate  with  the  culture  is  inverted  over  the 
cellulose  ring,  being  scaled  to  the  glass  with  plasticine. 


Fig.  lfi. — Lent.n'fi  Anaerobic 
Apparatus. 


Fig.  17.— Knster's  Anaerobic 
Culture  Apparatus. 


Kuster's  Method.  This  depends  upon  the  same  principle  as 
McLeod's  and  Lentz's  methods.  A  glass  absorption  chamber  is  used 
having  a  small  hole  in  the  top  through  which  is  introduced  the  absorp- 
tion substance.  The  Petri  dish  containing  the  culture  is  inverted  over 
this  and  sealed  with  plasticine. 

McLeod's  Method.  This  method  requires  a  porcelain  dish  con- 
sisting of  two  separate  chambers  for  containing  the  pyrogallic  acid  and 
iwtassium  hydroxide.  The  special  Petri  dish  has  its  free  edge  turned 
inward  and  upward.  Around  the  upper  cover  of  the  porcelain  dish 
is  a  groove  to  contain  plasticine  which  prevents  the  ingress  of  air. 
About  7  c.C.  of  a  10  to  20  per  cent  pyrogallic  acid  is  run  into  the  chamber 
marked  A  in  Fig.  18.  Into  part  B  are  put  7  v.i\  of  a  10  per  cent  potas- 
sium hydroxide.     The  Petri  dish  is  then  pressed  down  into  the  plas- 
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ticine.   After  this  is  done  air  is  excluded  and  the  potassium  hydroxide 
and  pyrogallic  acid  are  mixed  by  tilting  the  dish. 

Zinsser's  Method.  The  main  apparatus  involved  in  the  applica- 
tion of  this  method  is  a  set  of  circular  glass  dishes  similar  to  a  Petri 
dish  except  that  they  are  much  deeper  and  a  larger  space  is  left  between 
the  sides.    The  agar  which  has  been  inoculated  with  the  sample  is 


Fig.  18. — McLeod's  Anaerobic  Culture  Apparatus. 

poured  into  the  smaller  of  the  dishes.  This  is  allowed  to  harden  and 
the  excess  of  moisture  is  evaporated.  Into  the  other  dish,  is  placed 
a  quantity  of  pyrogallol,  over  which  the  smaller  dish  is  inverted.  So- 
dium hydroxide  is  poured  into  the  larger  dish.  While  this  is  reacting 
with  pyrogallol,  an  oil  such  as  abolin  is  dropped  into  the  same  place. 
This  successfully  seals  the  chamber  which  is  formed  by  the  two  dishes. 
Torrey's  Method.  This  method  was  especially  successful  in  the 
tands  of  Torrey  for  the   isolation  of  B.  bifidus  and  B.  acidophilus. 
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Fig.  19. — Croes-section  of  Torrey's  Anaerobic  Chamber. 

b  A,  Solid  Medium  Containing  the  Sample;    B,  Agar  which  has  been  Heavily  Inoculated  with 
"«Wii  or  B.  metenUricut;  C  and  D,  Petri  Dishes  which  Form  the  Chamber. 


ft  is  similar  to  the  method  devised  by  Zinsser.  A  Petri  dish  about 
10  cm.  in  diameter  and  about  2  cm.  high  is  poured  and  inoculated  with 
the  sample  under  investigation.  It  is  placed  in  an  incubator  to  remove 
excess  moisture  and  dry  the  sides  of  the  dish.  This  is  important  since 
too  much  moisture  will  allow  contamination  with  the  culture  which  is 
used  to  absorb  the  oxygen.  This  dish  after  drying  is  inverted  into 
mother  dish,  containing  agar  heavily  inoculated  with  Bacillus  cereus, 
4  at  least  12  cm.  in  diameter.  The  agar  in  the  lower  plate  forms  a  seal, 
nd  the  strict  aerobic  organism  Bacillus  cereus  Will  use  up  the  free 
sygen.  This  apparatus  is  placed  in  an  incubator  in  a  moist  chamber 
o  prevent  evaporation  of  the  agar  in  the  larger  dish. 
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Smillie's  Method.  This  method  depends  upon  the  catalytic  action 
of  platinized  asbestos  upon  oxygen  and  hydrogen  when  they  are  brought 
into  contact.'  The  author  claims  that  the  method  is  well  adapted  to 
the  study  of  strict  anaerobes  such  as  B.  botulinus.  The  method  adapt- 
able to  cultures  in  test  tubes  is  described  as  follows  by  the  author: 
"  Platinized  asbestos  is  first  prepared  in  the  usual  way,  or  it  may  be 
purchased  from  any  lalx>ratory  supply  house.  A  small  mass  of  the 
catalyzer  is  firmly  fixed  at  the  end  of  a  platinum  wire  by  coiling  the  wire 
about  it.  The  other  end  of  the  wire  is  inserted  in  the  end  of  a  short 
glass  rod,  and  the  rod  is  inserted  into  a  No.  1 
one-hole  rubber  stopper.  The  apparatus  is 
wrapped  in  a  package  and  autoclaved. 

"  The  water  of  condensation  is  removed 
from  a  plain  agar  slant  the  tube  inoculated, 
inverted,  the  cotton  plug  removed  and  the 
tube  filled  with  hydrogen  by  means  of  a  sterile 
capillary  pipette.  The  hydrogen  may  be 
obtained  from  a  Kipp  generator,  or  more 
satisfactorily  from  a  hydrogen  tank.  It  should 
be  passed  through  a  series  of  wash  bottles  con- 
taining silver  nitrate,  sulphuric  acid  potassium 
permanganate,  and  lead  acetate  to  remove  all 
impurities. 

"  After   allowing  the    hydrogen  to  fill  the 

inverted  inoculated  test  tube,  toe  platinized 

asljestos  is  heated  for  a  few  minutes  in  a  free 

flame,  the  rubber  stopper  is  inserted  firmly  into 

the  inverted  tube  and  the  end  of  the  tube 

Fig.  OT.-Skrtdiof  Anae-     djpp(,d  mto  me\tod  paraffin. 

nihil'  Cull  up'  A|ip;mitua  ,,  mi  ,    ■  ,  «  , 

/or  the  Cultivation!*  of  catalyzer    glows    for    a    second    or 

Obligate    Anaerobes  in     two  M  the  hydrogen  and  oxygen  are  actively 

Test   Tubes  According     united,   and  the  water   formed    is    deposited 

to  Smillie's  Method.         on    the   surface   of   the    tube.      The    process 

is    now    complete    and    the    tube    is    ready 

for  incubation."     Smillie    states    that    this    method   is    satisfactory 

for  the   usual  anaerobe   but  tloes  not  remove  all  traces  of  oxygen. 

Another  method   had   to  be  devised.     This  is  described  as  follows: 

"  Two  lengths  of  nichroiuc  wire  No.  22,  6  cm.  long,  are  separately 

fused  into  a  glass  tube  so  that  they  are  insulated  (see  Fig.  20o)  and 

the  glass  tube  B  closed  at.  each  end  is  passed  through  a  one-hole  rabbet 

stopper  C.     To  the  lower  end  of  the  nichrome  wire  /->  thus  completing 
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the  circuit.  In  the  coil  of  the  fine  nichrome  wire  is  placed  a  small  mass 
of  platinized  asbestos  E.  The  apparatus  is  placed  in  a  package  and 
autoclaved."  Smillie  has  applied  the  same  method  to  the  culture  of 
large  amounts  of  bacteria  in  Blake  bottles. 

This  method  applied  to  the  culture  of  bacteria  in  anaerobic  jars  is 
as  follows: 

Smillie  experienced  some  trouble  in  getting  jars  which  would  stand 
up  under  great  vacuum.    He  finally  adopted  the  ordinary  specimen 
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Rubber  Stopper. 


Connecting  robber  tube. 


,Ola»  Bulb  containing  platinized  asbestos. 

* 

7Smm.  perforations. 


Fta.  21. — Detail  of  Platinised  Asbestos  Bulb  for  Anaerobic  Jar  According  to  Smillie's 

Method. 


jar  about  30  cm.  high  and  an  inside  diameter  of  12.5  cm.  In  the  cover 
of  this-  were  ground  two  holes  into  which  were  fitted  No.  4  one-hole 
rubber  stoppers,  carrying  a  n-cock.    A  rubber  tube 

extending  to  the  bottom  c  me  of  these.    To 

the  other  stop-cock,  a  gjk  »ched  by  means 
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of  rubber  tubing.  This  glass  bulb  is  filled  with  platinized  asbestos. 
The  cultures  are  placed  in  a  glass  tumbler  which  is  put  info  the  jar. 
Fig.  21  taken  from  SmilhVs  original  publication  will  give  the  details 
of  the  asbestos  bulb. 


Oxygen 

Beattie's  Method.  Ordinary  test  tubes  containing  plain  or  car- 
bohydrate broths  are  used.  Melted  sterilized  vaseline  is  poured  into 
the  tube  until  a  plug  about  ^  in.  long  is  formed.  The  broth  and  vase- 
line are  then  boiled  for  twenty  to  thirty  minutes  in  order  to  expel  any 
dissolved  air  and  allowed  to  cool.     These  tubes  may  be  kept  for  an 


Fin.  22.—  Types  nf  N. 

indefinite  time  and  are  air  tight.  When  they  are  to  be  inoculated  they 
may  lx>  melted  in  a  water  bath  at  55°  C.  The  sample  may  lie  intro- 
duced by  means  of  a  sterile  pipette.  The  vaseline  may  then  be  heated 
over  a  flame  to  reform  the  solid  plug.  The  tube  may  then  lie  placed 
in  the  incubator.  In  order  to  remove  any  portion  of  the  culture,  a 
Bt«rile  sealed  pipette  (capillary)  is  thrust  through  the  plug.  This  may 
be  broken  by  forcing  the  end  against  the  bottom  uf  the  tube  after  which 
any  portion  of  the  culture  may  be  removed.  By  niching  the  vaseline 
plug  again  the  culture  tube  is  sealed  for  further  incubation. 

Novy's  Method.  The  apparatus  used  in  the  application  of  this 
method  consists  of  a  large  glass  jar  with  a  removable  top  (Fie  22). 
The  culture  may  lie  grown  away  from  oxygen  by  using  an  inert  gas 
vacuum  or  alkalin  pyrugallol.  The  jar  is  constructed  with  a  glass  stop- 
cock which  will  allow  the  removal  of  air  with  a  vacuum  pump.     This 
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may  be  combined  with  alkalin  pyrogallol  and  give  an  atmosphere  which 
is  entirely  free  from  oxygen. 


Bulloch's  Method.  This  is  very  similar  to  Novy's  and  needs  no 
special  attention  here.  The  air  in  the  jar  should  be  replaced  by  an 
inert  gas. 

Jones'  Method.  This  method 
allows  the  observation  of  growth 
and  requires  very  little  gas.  It  is 
ilescribed  by  the  author  as  follows: 
"  The  apparatus  consists  of  one-half 
of  a  Petri  dish  sealed  with  paraffin 
on  a  square  stone  or  metal  base 
provided  for  an  inlet  of  the  inert 
gas  and  outlet  of  air.  The  figure 
gives  the  general  construction  of  the 
apparatus. 

The  Microscope 

A     compound     microscope     is 

necessary  for  a  study  of  bacteria. 

The  success  which  a  student  has 

in  the  pursuit  of  microbiology  is 
often  dependent  upon  thorough 
knowledge  of  the  microscope.  It  is 
desirable  to  study  the  microscope 
with  much  care  in  order  to  under- 
stand its  limitations  and  the  sig- 
nificance of  each  part.  It  is  much 
better  to  regard  it  as  a  delicate 
piece  of  mechanism  through  whose 
intelligent  use  an  entire  world  of  Fl°-  "--Showing  Cirescction  of  . 
,-  .  .  .„  ,  i       -  -  Microscope. 

kvmg  orjsanisms  will  be  made  ™-      (<s^„  „,  „,,  8„„  JL-  c—u 
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ble.  The  following  pages  have  been  prepared  from  a  number  of 
sources.  Direct  reference  has  been  given  in  a  few  cases.  Most  of  the 
data,  however,  have  been  taken  with  permission  from  microscope 
manuals  which  are  furnished  by  the  Bausch  &  Lomb  Optical  and 
Spencer  Lens  Companies. 

Don'ts 

Don't  allow  dust  and  dirt  to  settle  on  the  microscope. 

Don't  carry  the  microscope  by  the  arm,  unless  the  fine  adjustment 
is  protected. 

Don't  use  alcohol  on  the  microscope. 

Don't  expect,  too  great  a  range  in  the  fine  adjustment. 

Don't  take  the  fine  adjustment  apart. 

Don't  bring  the  objective  into  contact  with  the  cover  glass. 

Don't  fail  to  focus  up  before  turning  the  nosepiece  unless  you  know 
the  objectives  are  parfocal. 

Don't  forget  that  high  powers  have  short  working  distances. 

Don't  focus  down  with  the  eye  at  the  eyepiece. 

Don't  fail  to  secure  good  even  illumination. 

Don't  drop  the  objectives  and  oculars. 

Don't  try  to  take  an  objective  apart. 

Don't  try  to  clean  the  lens  with  a  dirty  cloth. 

Don't  fail  to  clean  oil  from  an  immersion  lens  immediately  after 

Don't  try  to  work  with  an  immersion  lens  when  there  are  air  bubbles 
in  the  oil. 

Don't  use  high  powers  when  low  ones  will  do. 

Don't  use  higher  oculars  than  necessary. 

Don't  expect  a  lens  to  work  at  its  l>est  unless  used  on  a  cover  thick- 
ness, and  with  a  tube  length,  for  which  it  is  corrected. 

Don't  shut  one  eye. 

Don't  get  discouraged  if  desired  results  do  not  come  immediately. 

The  instrument  should  always  be  kept  in  a  case,  either  the  one 
in  which  it  was  received  from  the  factory  or  one  which  is  specially 
constructed  to  hold  a  series  of  them  in  the  laboratory.  When  carry- 
ing a  microscope  or  removing  it  from  its  case,  grasp  it  by  the  pillar 
and  not  by  any  other  part. 

Finger  marks  and  stains  should  be  carefully  rubbed  with  soft  cloth 
or  lens  paper.  If  this  is  not  sufficient,  a  little  ether,  chloroform  or 
xylol  may  be  used.  Alcohol  should  never  be  used  since  this  will  remove 
the  lacquer. 
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Stage.    This  ikuuvui  lilile  attention.     It  may  Ik-  donned  u  abovi 
described. 

Inclination  Joint.     By  moans  of  this  joint  the  lmdy  of  the  i 
scope  may  W-  inclined  at  an  angle.     Should  the  joint  liecome  so  lot 
that  the  microscope  will  not  remain  at  the  desired  angle,  it  may  be 
tightened  by  tightening  a  nut. 


Flo.  25. — Showing  the  Different  Parts  of  a  Microscope. 


Course  Adjustment.  This  is  accomplished  in  one  of  two  ways; 
The  sliding  tube  and  the  rack  and  pinion.  The  former  is  found  only 
i  the  cheaper  microscopes,  and  is  practically  out  of  date.  In  it 
the  body  tube  is  made  to  slide  inside  of  a  sleeve  which  is  fastened 
lo  the  arm  of  the  microscope.  It  is  very  hard  to  keep  in  order.  Iterative 
the  exposed  surfaces  of  the  Iwdy  tube  and  the  inside  of  the  sleeve 
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become  gummed  and  corroded  from  exposure  to  the  atmosphere  and 
reagents  of  the  laboratory,  and  particularly  from  the  perspiring  or 
dirty  hand  of  the  operator  in  focusing.  In  this  condition  the  tube 
works  hard  and  unevenly,  so  that  one  is  apt  to  force  an  objective  into 
the  slide.  The  tube  and  sleeve  can  generally  be  cleaned  by  rubbing 
with  a  coarse  towel  after  moistening  with  xylol.  Do  not  grease  the 
tube  or  sleeve  because  it  gums  and  corrodes  the  tube,  and  is  very 
unsightly.  Should  the  tube  be  too  loose  in  the  sleeve  remove  the  tube 
and  press  in  the  top  edge  of  the  sleeve  on  either  side  of  the  one  or  more 
slots  running  down  from  the  top  edge. 

All  of  the  better  microscopes  are  provided  with  the  rack  and  pinion 
coarse  adjustment.  The  bearings  must,  necessarily  fit  very  closely. 
Any  foreign  matter  on  them  interferes  seriously.  Do  not  strain  the 
teeth  of  the  rack  and  pinion  by  forcing  the  bearings  back  and  forth 
over  one  another  when  they  are  not  clean.  A  little  xylol  or  chloro- 
form rubbed  on  the  surfaces  will  clean  them.  Do  not  use  emery  in 
any  form.  When  the  bearings  are  perfectly  clean,  oil  them  slightly 
with  a  good  acid-free  lubricant  (paraffin  oil  or  watch  oil).  If  the  lw»ar- 
ings  become  so  loose  that  the  tube  will  not  stay  in  place  tighten  the 
little  screws  at  the  back  of  the  pinion  box.  All  makers  have  a  provision 
here  for  taking  up  lost  motion  and  wear.  Do  not  fill  the  leetk  of  the  rack 
with  paper  paraffin  or  any  other  foreign  substance.  If  anything  should 
accumulate  in  these  teeth  clean  it  out. 

Fine  Adjustment.  The  fine  adjustment  is  necessarily  of  limited 
range  and  delicate  in  its  mechanism.  If,  when  looking  into  the  eye- 
piece, no  change  of  focus  is  noticed  by  turning  the  micrometer  head  or. 
if  the  micrometer  head  ceases  to  turn,  the  adjustment  has  reached  its 
limit.  Turn  the  micrometer  back  to  bring  the  fine  adjustment  mid- 
way within  its  range.  When  the  fine  adjustment  head  stops  do  not 
force  it.  All  of  the  better  microscopes  arc  made  so  that  the  head  stops 
at  Ixith  ends  of  the  range  and  so  that  the  micrometer  threads  cannot 
be  removed  from  their  bearings.  Other  microscopes  do  not  have  this 
safeguard,  and  great  care  should  be  exercised  not  to  remove  the  thread. 
If  by  chance  it  should  be  removed,  exercise  great  care  in  replacing  it 
to  see  that  the  threads  are  started  properly  so  that  they  do  not  "  run." 
Do  not  force  them  if  they  run  at  all  hard.  If  they  are  started  to  "  run- 
ning "  they  must  go  to  a  machinist.  On  some  microscopes  these 
threads  are  "left-handed,"  which  should  l>c  noted  in  trying  to  start 
the  threads. 

In  some  microscO]>es  a  little  steel  pin  is  fitted  loosely  into  the  hollow 
end  of  the  micrometer  thread.     Be  careful  to  see  thai   this  little  pin 
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is  in  its  place  before  starting  the  micrometer  thread.  In  some  cases 
this  pin  even  drops  out  of  place  before  the  micrometer  thread  is  entirely 
out  of  its  bearings  and  the  defect  is  not  noticed  until  the  fine  adjust- 
ment fails  to  respond.  In  such  a  case  the  top  of  the  fine  adjustment 
must  W  opened  to  secure  the  pin  and  put  it  in  place.  This  ought  to 
be  done  by  the  maker  or  experienced  mechanic. 

In  some  cases,  especially  in  microscopes  (Continental  type)  where 
the  prism  is  used  in  the  fine  adjustment,  the  lubricant  in  the  prism 
becomes  gummed  so  that  the  adjustment  fails  to  respond  promptly 
and  then  jumps.  On  the  best  microscopes  provision  is  now  made 
against  this.  The  bearings  should  be  thoroughly  cleaned  and  oiled 
with  paraffin  oil  or  watch  oil.  This  ought  to  be  done  by  the  manu- 
facturers, because  the  mechanism  is  so  delicate  that  even  though  safely 
taken  apart  it  would  be  put  together  and  adjusted  with  great  difficulty. 
AD  the  modern  microscopes  have  their  fine  adjustments  so  arranged 
that  the  fine  adjustment  ceases  to  work  when  the  objective  rests  on 
the  cover  glass.     This  feature  should  be  insisted  upon. 

Draw  Tube.  This  should  work  easily  and  smoothly  and  should 
be  kept  clean  and  dry.  In  sliding  this  draw  tube,  do  so  with  a  revolving 
motion.  The  draw  tube  should  always  be  drawn  out  to  give  the  proper 
focal  length  for  which  the  microscope  was  standardized.  All  micro- 
scopes give  best  results  if  used  with  cover  glasses  of  definite  thick- 


Substage.  This  should  be  kept  dry  and  clean  to  prevent  cutting 
and  rusting  of  the  delicate  bearings.  Should  the  leaves  of  the  iris 
diaphragm  become  rusted,  they  may  be  cleaned  with  xylol  and  oiled. 
When  they  become  bent,  an  expert  is  necessary. 

Lenses.  Absolute  cleanliness  is  necessary  with  the  lenses.  Japa- 
nese lens  paper  of  highest  quality  should  be  used  for  cleaning.  It  is 
best  to  use  no  other  material  on  the  lenses.  Great  care  should  be  used 
in  cleaning  them  since  they  are  very  easily  marred  and  scratched. 

Objectives.  If  these  become  soiled  rub  with  lens  paper  using 
a  little  chloroform  if  necessary.  Hard  rubbing  must  be  avoided. 
The  immersion  objective  should  always  be  cleaned  by  wiping  with 
lens  paper.  If  the  oil  is  old  and  tends  to  be  hard,  xylol  may  have  to 
be  used. 

All  dry  objectives  are  corrected  for  a  definite  thickness  of  the  cover 
glass.  (Bausch  &  Lomb,  0.18  mm.;  Spencer  Lens  Co.,  0.18  mm.;  Zeiss, 
15  mm.;  Leitz,  0.17  mm.)  The  objectives  are  corrected  to  a  certain 
tube  length,  which  is  160  mm.  by  most  makers  and  170  mm.  by  I>eitz. 
Such  tube  lengths  should  always  be  used  for  which  the  objectives  have 
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i  standardized.  Variations  in  the  length  of  this  draw  tube  should 
be  made  when  rover  glasses  of  a  different  thickness  are  used. 

Numerical  Aperture.     N.A.  =  n  sin  u. 

n  —  the  lowest  refractive  index  that  appears  between  the  object 
and  the  front  lens  of  the  objective; 

u  =  half  the  angular  aperture. 

The  numerical  aperture  is  important  since  it  determines  the  resolv- 
ing power  definition  and  illumination.  It  is  especially  important  with 
reference  to  the  resolving  power.  The  resolving  power  is  directly  pro- 
portional to  the  numerical  aperture.  The  higher  the  numerical  aper- 
ture the  greater  the  resolving  power  and  the  finer  the  detail.  Bausch 
has  pointed  out  the  significance  of  the  N.A.  (numerical  aperture)  as 
follows: 

"  If  a  very  narrow  central  pencil  is  used  for  illumination,  the  finest 
detail  that  can  be  shown  by  a  microscope,  with  high  enough  magni- 


for  illumination.  The  wider  the  pencil  used  for  illumination,  the  greater 
the  resolving  power,  until  a  maximum  is  reached,  when  the  width  of 
the  pencil  is  sufficient  to  fill  the  whole  aperture  of  the  objective.  In  this 
case  the  resolving  power  is  twice  as  great,  the  finest  detail  that  the 
objective  can  show  being  now  equal  to  2  N.A.  This  same  limit  is 
reached  when  a  narrow  pencil  of  greatest  possible  obliquity  is  used. 
For  example,  the  wave  length  of  the  brightest  part  of  the  spectrum 
may  be  assumed  to  equal  0.01)053  mm.  Consequently  an  objective  of 
N.A.  equal  to  1.00  will  resolve  two  lines  separated  by  a  distance  of 
0.00053  . 

1.00 
0  00053 
9"v    nil  (%tlllu'  0.000205,  with  a  cone  filling  the  whole  aperture,  c 

narrow  oblique  cone. 

"  A  4  mm.  0.85  N.A.  objective  will  resolve  lines  separated  by  dis- 
tance ranging  between  0.00002  and  0.00031,  dependent  upon  the  aperture 
employed.  For  a  4  mm.,  0.65  N.A.  objective  the  limiting  values  are 
0.00081  and  0.000405. 

"  The  N.A.  can  also  be  expressed  by  the  equation. 

d  _  effective  aperture  of  back  lens 
2/  2Xequivalc]it  focus 

"  Two  objectives  of  the  same  equivalent  focal  length  (E.F.)  and  the 
same  N.A.  should  show  the  same  illuminated  area  in  the  back  lens. 


-  equal  to  0.00053  with  a  narrow  centra!  illumination  cone,  and 

with  a 


N.A.  ■ 
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when  viewed  without  an  eyepiece  and  illuminated  with  the  widest 
cone  of  light  they  can  take  in. 

"  The  foregoing  explanation  shows  the  importance  of  the  N.A.  to 
the  efficiency  of  an  objective. 

"  It  is  also  evident  that  an  objective  cannot  show  its  full  efficiency 
if  it  is  not  used  with  a  condenser  of  a  N.A.  large  enough  to  fill  the  back 
of  the  objective  with  light." 

The  depth  of  sharpness  of  an  objective  is  in  inverse  ratio  to  the 
N.A.  great  penetration  goes  along  with  a  low  N.A.  and  low  penetration 
but  great  resolving  power  with  a  high  N.A. 

Dluminating  Power.  The  brilliancy  of  the  objective  increases 
with  the  square  of  the  numerical  aperture  of  the.  objective.  An  objec- 
tive of  0.40  N.A.  will  give  an  image  four  times  as  brilliant  as  one  of 
0.20  N.A.,  provided  the  magnification  is  the  same  and  the  full  cone  of 
the  illumination  is  used  in  both  cases. 

Magnifying  Power.  The  magnifying  power  of  an  objective  is  in 
inverse  ratio  to  its  focal  distance.  An  objective  of  2  mm.  focal  distance 
will  give,  with  the  same  ocular,  a  magnification  eight  times  greater 
than  one  of  16  mm.  focal  distance.  Numerical  aperture  and  magnify- 
ing power  are  of  little  advantage  if  the  definition  is  not  good. 

Chromatic  Aberration.  This  is  due  to  the  fact  that  a  ray  of  white 
light  passing  from  one  medium  to  another  of  different  refractive  index 
at  any  angle  other  than  90°  to  the  surface  between  them  is  refracted 
and  dispersed  into  its  component  colors. 

Spherical  Aberration.  This  is  due  to  the  fact  that  a  spherical 
surface  cannot  bring  a  beam  of  light  which  passes  through  its  vertex 
to  the  same  focus  as  that  of  a  beam  of  light  passing  through  any  other 
zone. 

Both  aberrations  are  corrected  by  the  use  of  different  kinds  of  glass 
(crown  and  flint)  combined  as  double  and  triple  lenses  in  the  objective. 
Neither  can  be  corrected  absolutely  for  all  colors  in  an  achromatic 
objective.  Apochromatic  objectives  approach  the  ideally  corrected 
objective  almost  to  perfection. 

An  objective  can  be  tested  for  chromatic  correction  by  using  a 
narrow  cone  of  oblique  light  and  a  coarse  grating.  Abbe's  test  plate  is 
best.     Diatoms  are  good.     No  stained  object  should  be  used. 

If  the  spherical  correction  is  perfect  (see  next  paragraph)  and  one 
side  of  a  line  passing  through  the  center  of  the  field  shows  a  clear, 
narrow  greenish  yellow  border,  while  the  other  side  is  fringed  with  a 
violet  red  (secondary  colors)  the  objective  is  chromatically  corrected. 
The  colors  shown  in  the  higher  power  objectives  are  of  a  more  primary 
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character,  i.e.,  nearer  the-  yellow  and  blue.  Apochroinatic  objectives 
show  no  color  borders  in  this  test. 

The  spherical  correction  of  an  objective  is  perfected  for  a  certain 
thickness  of  cover  glass  and  a  certain  tube  length,  and  is  influenced 
greatly  by  any  variation  in  either.  This  is  especially  true  with  the 
high -power  dry  objectives.  The  homogeneous  immersion  objective! 
are  not  sensitive  to  the  variation  in  the  cover  thickness,  because  the 
immersion  oil  between  the  cover  glass  and  the  lens  is  of  the  same  refrac- 
tive index  as  the  glass.  They  must  be  used,  however,  with  the  proper 
tube  length.  In  testing  an  objective  for  its  spherical  correction  it  is 
therefore  very  important  to  supply  the  proper  thickness  of  cover  and 
tube  length.  It  is  manifestly  unfair  to  judge  an  objective  on  this 
point  without  complying  with  these  conditions.  The  test  for  spherical 
correction  can  be  made  on  the  same  object  as  used  for  the  chromatic 
test.  If  the  edges  of  the  lines  in  the  center  of  the  field  appear  equally 
sharp  and  clear  when  illuminated  by  either  a  narrow  central  cone  of 
light  or  a  narrow  oblique  cone  without  having  to  change  the  fine  adjust- 
ment the  objective  is  spherically  corrected.  The  color  remnants  men- 
tioned above  will  be  clear  and  transparent,  while  if  the  lens  is  poorly 
corrected  spherically,  these  borders  will  appear  muddy  and  turbid. 
Defects  in  spherical  corrections  can  often  be  corrected  by  using  cover 
glasses  suitable  to  them,  also  by  changing  the  tube  length.  The  fact 
that  the  periphery  of  the  field  is  not  in  focus  at  the  same  time  as  the 
center  does  not  bespeak  a  lack  of  spherical  correction,  but  a  lack  of 
flatness  of  field  with  which  it  is  often  confused. 

Flat  in:.™  of  field  depends  not  only  upon  tile  objective  itself,  but  upon 
the  iictilur  and  the  cone  of  light  used,  whereas  the  spherical  alienation 
is  inherent  in  the  objective  itself.  No  field  is  absolutely  flat.  It  is  a 
desirable  quality  in  a  lens,  but  spherical  and  chromatic  corrections 
should  never  be  sacrificed  for  it.  Some  lenses  appear  to  be  "  flatter  " 
than  they  really  are,  because  their  corrections  are  so  poor  that  little 
contrast  is  noticed  between  objects  in  the  center  of  the  field  and 
at  the  edge.  Narrow  cones  of  light  give  a  flatter  field  than  wide 
ones.  Thin  objects  are  more  critical  tests  for  flatness  of  field  than 
thick  ones. 

Working  distance  is  the  free  distance  between  the  .■over  glass  and 
the  objective  when  the  latter  is  focused.  It  decreases  generally  with 
increasing  power  and  numerical  aperture  of  the  objective.  Of  two  lenses 
with  the  same  focal  distance  the  one  with  the  higher  N.A.  will  have 
the  shorter  working  distance.  The  working  distance  also  depends 
on  the  mounting  of  the  front  lens.     If  the  lens  has  a  prominent  mount- 
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i°g  projecting  beyond  its  surface  the  working  distance  is  lessened 
thereby. 

Oculars.  These  have  a  simpler  structure  than  the  objectives. 
They  serve  as  collective  lenses,  making  all  of  the  light  constituting 
the  image  from  the  objective  enter  the  eye  of  the  observer. 

Illumination.  Practically  all  microscopic  studies  are  carried  out 
by  transmitted  light,  and  some  special  attachment  is  necessary  to  direct 
this  light  along  the  optical  axis  of  the  microscope.  For  this  purpose 
substage  or  Abbe  condensers  are  used.  This  condenser  allows  the 
utilization  of  all  light  which  enters  the  object  space.  Light  is  sent 
through  the  object  at  an  angle  great  enough  to  fill  the  objective. 

The  condenser  is  constructed  to  bring  the  rays  of  light  to  a  focus 
above  the  upper  surface  of  the  uppermost  lens.    When  the  concave 


Fig.  26. — Showing  Incidence  of  Light  Rays  in  Condenser.    (After  Bausch.) 

mirror  is  used  the  rays  of  light  are  brought  to  a  focus  within  the  con- 
denser. The  concave  mirror  acts  as  a  lens  and  together  with  the  con- 
verging effect  of  the  lens  in  the  condenser  causes  the  light  to  converge 
more  rapidly  than  that  for  which  the  microscope  was  standardized. 
Bausch  has  depicted  this  in  Fig.  26. 

Bausch  makes  the  following  statement  with  regard  to  the  use  of 
the  condenser:  "In  the  use  of  the  condenser  with  oil  immersion 
objectives  the  custom  prevails  of  using  the  condenser  dry.  It  is  well 
to  point  out,  however,  that  both  the  condenser  and  the  objective  lose 
in  their  efficiency  when  the  former  is  used  dry,  and  for  critical  work 
the  condenser  should  be  in  immersion  contact  with  the  slide. 

To  make  immersion  contact  between  condenser  and  slide  place 
a  drop  of  oil  on  the  top  of  condenser,  drop  the  slide  upon  the  stage, 
first  turning  the  slips  to  one  side. 

With  immersion  objectives  the  proper  focusing  of  the  condenser 
becomes  a  matter  of  nice  distinction  to  obtain  best  results  and  can 
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inly  be  reliably  accomplished  by  considerable  practice  and  experience. 
To  obtain  lx\st  position: 

Use  a  16-mm.  (|  in.)  objective;  focus  upon  the  object;  adjust  con- 
denser until  image  of  window-sash  or  flame  is  in  the  same  plane  with 
object. 

Practically  all  substages  arc  provided  with  means  for  focusing 
the  condenser.  The  rays  of  light  should  be  focused  sharply  on  the 
object.     A  little  experience  will  indicate  when  the  proper  aperture  is 


Flo.  27.— Showing  Action  of  Different   Parts  of  the  Condenser.     (After  Bausch.) 

being  used.  The  iris-diaphragm  when  used  with  dry  lenses  should 
not  be  more  than  half  open.  With  the  oil  immersion  objective,  how- 
ever, the  full  aperture  should  be  used. 


Final  Hints 

"Sometimes  the  worker  may  have  faithfully  carried  out  all  the 
directions  heretofore  given  and  been  assured  that  his  lenses  possess  the 
above-named  qualities  as  they  ought,  yet  be  unable  to  obtain  the  desired 
results.  He  may  be  working  with  a  water  mount  and  dry  objective 
become  '  immersed  '  in  some  water  which  has  worked  to  the  top  of 
the  cover  glass.  His  objective  may  be  dirty  from  a  previous  '  immer- 
sion '  or  it  may  have  some  other  dirt  upon  the  front  lens.  The  field 
may  be  covered  with  specks  which  revolve  when  the  ocular  is  turned. 
The  field  may  be  dim  or  hazy,  due  to  dirt  on  the  back  of  the  objec- 
tive or  a  film  on  the  inner  surfaces  of  the  lenses  of  the  ocular,  or  because 
of  moisture  settling  on  the  lenses  because  they  have  just  been  brought 
from  a  cold  into  a  warm  room.  He  may  see  great  streaks  on  his  field, 
which  are  due  to  his  own  eyelashes,  or  he  may  see  small  slowly  moving 
bodies  floating  across  the  field.  With  the  exception  of  this  last,  the 
ailment  has  only  to  be  mentioned  to  suggest  the  remedy.  The  musca* 
vohntantes,  as  these  last-named  bodies  arc  called,  arc  little  s]>ecks  of 
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shreds  in  the  vitreous  humor  of  the  eye  which  cannot  be  removed,  but 
which  can  easily  be  disregarded. 

"  In  water  mounts  and  fresh  balsam  mounts  one  is  apt  to  find  air 
bubbles.  To  be  sure  that  the  object  is  an  air  bubble,  focus  up  with 
central  light.  The  bright  spot  in  the  center  will  become  clearer  while 
the  edge  will  become  darker.  With  oblique  light  the  bright  spot 
will  be  thrown  to  one  side.  In  studying  water,  blood  or  any  fluid, 
always  cover  the  drop  with  a  cover  glass.  The  objectives  are  cor- 
rected for  rays  passing  through  media  with  parallel  surfaces.  If  such 
a  mount  is  not  kept  horizontal,  currents  will  be  set  up,  due  to  gravita- 
tion, and  they  will  be  seen  with  a  magnified  velocity  seemingly  running 
up  hill. 

"  The  fact  that  the  microscope  reverses  every  movement  and  magni- 
fies it  may  be  mentioned  again. 

"  Beside  any  movement  due  to  currents  there  is  sometimes  a  pecu- 
liar indefinite  to  and  fro  movement  of  particles  from  one  position  to 
another.    This  is  called  Brownian  movement. 

"  In  studying  sections  a  true  idea  of  the  structure  of  the  tissue 
can  only  be  obtained  by  moving  the  slide  about  to  bring  different 
parts  into  the  optical  axis  and  by  focusing  with  the  fine  adjustment  to 
bring  different  levels,  or  optical  planes,  successively  into  view  Where 
serial  sections  are  used  each  section  must  be  studied  in  relation  to  its 
neighbors. 
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MAGNIFICATION  TABLE 

Baubch  &  Lomb  Optical  Co.,  Rochester,  N.  Y. 
Tube  Length  160  mm.  Image  Distance  250  mm. 
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"  Sometimes  sections  which  are  freshly  mounted  in  balsam  appear 
cloudy  and  indistinct.  This  is  because  of  failure  to  thoroughly  dehy- 
drate the  specimen  before  putting  it  into  the  balsam.  But  this  brings 
us  into  the  realm  of  laboratory  technique,  which  is  beyond  the  scope  of 
this  volume." 

Table  II 

SPENCER  LENS  COMPANY  MAGNIFICATION  TABLE 

Tt&M  Length,  ISO  mm.  Image  Distance,  250  mm. 
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When  using  the  camera  lucida  with  the  paper  lying  on  the  tabic 
add  60  per  cent  to  the  above  magnifications. 

Micrometry 

This  has  to  do  with  the  measurement  of  objects  under  the  micro- 
scope. While  there  are  several  ways  of  doing  this  the  micrometer 
eyepiece  has  the  widest  application.  More  accurate  results  are  obtained 
because  the  real  image  is  measured.  Since  this  image  hits  been  magni- 
fied by  the  objective,  the  "  micrometer  eyepiece  "  must  be  standardized 
for  each  object. 

The  Spencer  Micrometer  Eyepiece  No.  42-r)  is  described  as  follows: 
"  This  micrometer  eyepiece   represents  the  highest    type   of  pre- 
cision in  construction  and  guarantees  the  greatest   possible  accuracy 
of  measurement.     Instead  of  the  usual  cross  hairs,  a  finely  ruled  glass 
scale  is  used  in  its  construction,  each  interval  in  the  scale  being  exactly 
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equivalent  w  one  revolution  of  the  screw  which  moves  it.  This  system 
has  important  advantages,  especially  in  the  measurements  of  large 
objects.  Unlike  the  filar  micrometer,  it  does  not  require  the  moving 
of  the  index  over  the  entire  length  of  the  object,  as  a  fraction  of  one 
rotation  of  the  screw  is  all  that  is  necessary. 

"  The  scale  is  5  mm.  long  and  is  divided  into  twenty  spaces;  each 
millimeter  is  marked  by  a  line  of  double  length.  As  the  screw  is  made 
with  a  pitch  of  J  mm.,  one  revolution  of  the  screw  moves  the  scale 
i  mm.,  or  one  of  the  intervals. 


Pio.  28. — Spencer  Lena  Company's  Micrometer  Eyepiece. 

"Upon  the  axis  of  the  screw  is  placed  an  adjustable  drum  which 
may  be  set  to  any  desired  position.  This  is  graduated  with  one  hundred 
divisions,  for  reading  of  which  an  index  pointer  is  fastened  on  top  of 
the  micrometer  case. 

"  In  measuring  the  length  of  an  object,  the  scale  is  moved  until 
one  of  the  millimeter  lines  coincides  with  the  margin  of  the  object 
under  examination;  as  for  example,  line  No.  0  in  the  sketch,  then, 
holding  the  milled  head  of  the  screw  fast,  the  drum  is  turned  until 
the  index  stands  at  zero.  Now  turning  the  screw  until  the  line  which 
the  other  edge  of  the  drum  added  to  the  number  of  full  J  mm.  divisions 
covered  (nine  in  the  sketch)  gives  the  apparent  length  of  the  object 
—its  real  length  depending  on  magnification  used. 
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"  With  an  ordinary  filar  micrometer  it  would  have  been  necessary 
to  move  the  cross  hairs  over  the  whole  length  of  the  object,  which  in  tht 
above  instance  would  have  required  nine  full  revolutions  besides  the 
fractional  turning  of  the  drum,  while  with  our  screw  micrometer  it 
was  only  necessary  to  move  the  scale  over  a  part  of  one  space. 

"  For  measurements  of  less  accuracy,  this  micrometer  can  also  be 
used  without  turning  the  screw,  simply  using  the  subdivisions  of  the 
scale  as  in  the  ordinary  micrometer. " 

Zeiss  Micrometer  Ocular.  This  consists  of  a  Ramsden  ocular 
of  about  20  mm   focal  length.     The  glass  plate,  with  a  crossed  as  well 


Fig.  29. — Zeiss  Micrometer  Ocular. 


as  a  double  line,  is  moved  over  the  field  by  turning  the  micrometer 
Bcrew.  Each  unit  on  the  revolving  drum  corresponds  to  a  move- 
ment of  0.01  mm.  of  the  point  marked.  The  absolute  values  of  the 
units  on  the  drum  must  be  determined  from  a  stage  micrometer. 

Calibration  of  Micrometer  Eyepiece.  For  this  pull  the  draw  tube 
to  the  proper  length  and  focus  the  lines  of  an  object  micrometer  sharply. 
This  may  be  done  with  an  ordinary  ocular.  Replace  this  with  the 
micrometer  eyepiece,  and  focus  again  so  that  the  lines  on  both  microm- 
eters are  sharp. 

The  object  micrometer  is  made  from  a  cover  glass  bearing  a  scale 
which  is  divided  into  a  certain  number  of  parts.     These  data  arc  usually 
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given  on  one  end  of  the  object  micrometer.  By  focusing  the  object 
micrometer  with  a  definite  combination  of  an  objective  and  micrometer 
eyepiece  at  a  definitely  fixed  tuix*  length  and  comparing  the  two  microm- 
eter scales,  it  is  easy  to  find  the  actual  length  in  the  plane  of  the  object 
which  corresponds  to  one  scale  division  of  the  eyepiece  micrometer. 
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CHAPTER  II 
MEDIA  AND  THEIR  PREPARATION 

Bacteria  arc  such  minute  organisms  that  their  environment  exerts 
great  influence  on  their  development.  In  the  laboratory  where  it  is 
desired  to  get  as  accurate  information  with  regard  to  their  life  histories 
as  possible,  every  attempt  should  be  made  to  create  an  environment 
which  simulates  the  natural  one  for  the  variety  under  examination. 
The  bacteriologist  calls  this  a  medium.  The  characteristics  of  a  good 
medium  are:  1.  It  must  approach  the  isotonic  solution  for  the  bac- 
terial cells.  2.  Must  contain  proper  kinds  and  amounts  of  the  essen- 
tial food  substances  such  as:  (a)  Water  concentration.  (6)  Nitrogen 
requirement,  organic  and  inorganic,  (c)  Inorganic  salts.  3.  Should 
be  used  at  optimum  temperature  for  organism  under  study. 

All  media  should  be  made  up  according  to  standard  methods.  In 
America  the  Standard  Methods  for  the  Examination  of  Water  and 
8ewage  by  a  Committee  of  the  American  Public  Health  Association 
are  taken  as  the  fundamental  basis  upon  which  most  official  media 
are  made.  These  may  not  be  the  ideal  procedures  but  doubtless 
embody  most  of  the  essential  points  according  to  our  present  information. 
By  following  these  standard  methods  the  analyst  is  more  certain  of 
securing  results  which  may  be  compared  with  those  obtained  in  other 
laboratories,  than  if  he  adopted  his  own  formulae.  Some  objections 
have  been  raised  with  regard  to  parts  of  these  standard  methods, 
but  constructive  criticism  is  necessary  if  they  are  to  be  brought  to  a  cor- 
rect stage. 

Constituents  of  Media 

While  there  are  many  different  substances  which  may  be  used 
for  cultering  bacteria,  a  certain  few  yield  the  best  results  and  are 
therefore  used  at  the  present  time  in  most  of  our  common  media. 
These  substances  furnish  the  optimum  conditions  for  the  average 
bacterium.  For  these  bacteria,  certain  pathogenic  forms  for  instance, 
*hich  do  not  grow  on  the  ordinary  media,  special  media  must  be  pre- 
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pared  which  embody  the  essential  food  substance.  Some  of  the  patho- 
genic bacteria  grow  better  if  a  little  blood  serum  or  hemoglobin  is 
added  to  our  common  media.  The  following  substances  are  in  common 
use  by  bacteriologists  for  preparing  media. 

Peptone.  This  is  added  to  common  culture  media  to  satisfy  the 
organic  nitrogen  requirement  of  the  bacteria.  The  peptones  which 
are  used  in  media  are  mixtures  of  the  various  cleavage  products  of 
the  protein  molecule.  Important  among  these  are  the  amino  acids, 
which  are  precursors  for  many  of  the  characteristic  products  of  bac- 
terial activity.    These  must  be  hydrolyzed  from  the  protein  molecule. 

Many  analyses  of  peptones  are  available  in  the  literature,  but  as 
Banzhaf  and  Hirshleifer  (1914)  have  pointed  out,  they  may  mean 
very  little  because  in  many  cases  the  methods  of  analysis  are  not 
known.  Generally,  peptones  consist  of  salts,  among  which  are  the 
phosphates,  amino  acids  and  proteoses. 

Witte's  peptone  has  formerly  been  specified  for  all  bacteriological 
media.  Berry  (1914-1915)  and  Conn  (1915)  have  found  that  equally 
good  results  are  secured  with  the  domestic  peptones  as  with  Witte's. 
Berry  secured  her  data  by  comparing  colonies  of  B.  typhi,  B.  colt  and 
streptococcus  on  agar  containing  2  per  cent  of  the  different  peptones. 
Conn  compared  two  samples  of  American-made  peptone  to  Witte's 
when  he  studied  the  methods  of  milk  analysis  in  New  York  City.  The 
three  peptones  showed  such  slight  difference  in  average  that  Conn 
regarded  one  as  good  as  the  other. 

Meat  Extract.  This  is  an  important  constituent  of  laboratory 
media.  For  bacteriological  purposes  it  is  usually  secured  in  jars.  Meat 
infusion  formerly  was  used  in  place  of  meat  extract. 

This  is  made  by  soaking  500  gins,  of  lean  chopped  l>eef  in  500  c.c. 
of  distilled  water  for  twenty-four  hours.     By  keeping  this  in  the  refrig- 
erator all  bacterial  changes  are  inhibited.     At  the  end  of  this  time  it  is 
filtered  through  cheese  cloth  or  flannel  and  brought  back  to  the  original 
volume  by  adding  distilled  water.     This  meat  infusion  is  used  as  the 
base  to  which  the  other  constituents  are  added.     Its  chemical  composi- 
tion is  not  far  different  from  that  of  the  commercial  meat  extract 
Gage  and  Adams  (1904),  however,  have  shown  that  the  chemical  com- 
position is  variable.     The  reaction  and  the  organic  solids  are  variable*  j 
This  variation  is  probably  due  to  the  different  grades  of  meat  whjdJMHMJ 
used.     High  amounts  of  fat  and  connective  tissue  will  tend  tottNlHi 
product  weaker  in  strength.     The  kind  of  beef  might  also 
variation  in  chemical  content.    The  variation  is  illustrate*' 
lowing  data  which  are  taken  from  Bigelow  and  Cook  I 


COMPOSITION"  OF  MEDIA 


Table  HI 
COMPOSITION  OF  MEAT  JUICES  PREPARED  IS  TEE  1^3.  • 

(After  Bigelow  and  Cook.  19* 
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It  %  s  i_  |   = 

=       *       * 

*     ! 

| 

J 

8]    i  il  1    ! 

i      i       i 

5    4 

Ch 

(k  b«f  prated  at  60=  C.  191.90 

4.    ■     1.     1    i 

'  '    * 

Many  different  grades  of  commercial  meat  emrkO  *_■*  -.r  -i*  su 
Bacteriologists  have  seen  fit  to  specify  Liebifr*  &■  u*  ■riaa 
for  all  bacteriological  media.  Bigelow  and  Oxik  1»  -jm*—!-* 
manufacture  as  follows: 

A  first  grade  extract  is  prepared  from  beef  alone  arid  »  uw.aJ.7  *„'.  r. 
An  extract  of  the  trimmed  bones  to  which  ctmadenU*  sw.-  id.*>-*»  > 
made.  The  trimmings  include  odds  and  ends  of  meat.-.  =j-j**».  -j— I**.  • 
etc.,  and  the  product  is  a  second-grade  article.  Its  prejav^x  '*»  »sv 
bones  are  heated,  not  boiled,  for  thirty  minutes  to  fcrty  •-  -**  l-j*.  -.»  ^ 
evaporated  to  the  consistency  of  extract.  The  extract  ppepfcrv.  '-.n  «r 
beef  liquor  constitutes  another  second-grade  prwsct.  Ti>  *rvii"  -,»  t 
content  of  nitrates  and  sodium  chloride.  In  addit/jr.  :in»-»  *  li  •■::  -v- 
pared  from  pork  and  other  meats  sold  under  the  p?j*n.  vjtt.  :f  aw.-  —:■ 
Mixtures  of  various  meat  and  bone  extracts  are  *jhes.  m*  a  tLJ; 
extract  is  usually  a  50  per  cent  solution  of  solid  meat  exTrar 

Horse  meat  is  now  used  to  some  extent  in  *r>-  pw^trv xx.  r  • 
extracts.     It  has  the  special  advantage  of  \vr#*~*\:*t.  y—  ■■rrt.H  r 

The  following  analysis  of  Liebig's  meat  w,fv  >  «£■-.»-  •■  ^ 
and  Cook  (1908). 

Moisture v      L 

Mineral  constituents: 

Total  aah ■, 

Chlorine  as  104111111  chloride .... 

Total  pho    "  I  v 

Organ"  ,"  . 
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Acidity: 

N/10  NaOH 9.04 

As  lactic  acid 8. 13 

Nitrogen  as: 

Total... 9.07 

Insoluble  and  coagulable 0. 19 

Proteoses 2.01 

Peptones 2.68 

Total  meat  bases 3 .82 

Creatin  and  creatinin 1 .  14 

Xanthin  bases 0.03 

Meat  bases  other  than 2.65 

Ammonia 0.37 

Ether  extract 0.94 

Undetermined 5 .  89 

Net  weight 57.80 


Table  IV 
PARTITION  OF  THE  NITROGEN  OF  MEAT  EXTRACTS 


(Cook 

,  1908) 

Total 

Nitrogen 

Per 

Cent. 

Percentage  of  Total  Nitrogen. 

Variety 

and 
8a  tuple 

Ammonia 
Nitrogen. 

Total 
Creati- 
nine 
Nitrogen. 

Purine 
Nitrogen. 

Nitrogen 
in  Phos- 
photung- 
stic  Acid 
Filtrate. 

Nitrogen 
in  Acid 
Alcohol 

Filtrate. 

Nitrogen 
in  Tannin 

Salt 
Filtrate. 

Amino  Nitboobx. 

Num- 
ber. 

Formol 
Method. 

Van 

Slyke 

Method. 

1 

2 
3 
4 
5 

9.56 
9.05 

7.68 
9.65 
7.49 

2.62 
2.49 
1.56 

22.49 
22.59 
32.42 
29.01 
27.50 

3.35 
3.52 
2.86 
4.92 
0.13 

7.64 

6.84 

71.35 

49.74 

78.04 

78.45 

100.00 

76.73 

89.19 

54.91 
55.85 
73.04 
59.37 
64.21 

10.94 
10.94 
10.63 
10.27* 
9.53 

18.50 
18.23 
15.63 
15.54 
17.89 

*  No  correction  for  ammonia;  no  determination. 

Gelatin.  This  was  first  used  by  Koch  as  a  solid  medium.  Since 
that  time  it  has  become  firmly  established  in  the  bacteriological  labora- 
tory. It  has  the  advantage  over  some  other  substances  used  in  solid 
media  of  allowing  a  larger  number  of  colonies  but  the  great  disadvantage 
that  it  is  a  bacterial  food  and  may  be  liquefied.  This  often  causes  a 
loss  of  plates. 

Gelatin  is  made  from  collagen,  a  constituent  of  white  fibrous 
Emmett  and  Gies  (1907)  explain  the  formation  of 
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as  being  a  rearrangement  of  the  molecule.    The  composition  of  gelatin 
is  indicated  in  Table  V,  which  is  taken  from  Mathews'  Physiological 

Chemistry. 

Table  V 
SHOWING  THE  AMINO  ACID  CONTENT  OF  GELATIN 


Glycocoll 16.50 

Alanine 0.80 

Valine 1.00 

Leucine 2 .  10 

Proline 5.20 

Phenylalanine 0 .40 

Aspartic  acid 0  56 

Glutamic  acid 1 .  88 


Serine 0.40 

Cystine 0.00 

Tyrosine 0.00 

Arginine 7 .  62 

Histidine 0.40 

Lysine 2 .  75 

Ammonia 

Tryptophane 0.00 


The  manufacture  of  gelatin  has  been  described  by  Thiele  (1914). 
He  states  that  all  varieties,  whether  used  for  bacteriological,  photo- 
graphical  or  food  purposes  are  made  in  about  the  same  way. 

Agar.  This  according  to  Whittaker  (1911)  is  derived  from  many 
plants,  but  principally  from  the  genus  "  Gelidium  "  which  grows 
on  rocks  along  the  coast  of  Japan.  It  is  carefully  cleaned  by  beating 
and  washing.  Finally  it  is  dissolved  and  filtered  to  be  latei  dried  in 
different  shapes.  Whittaker  reports  the  composition  of  agar  as  shown 
in  Table  VI.  Fellers  (1916)  found  a  remarkable  uniformity  upon  anal- 
ysis of  sixteen  agars  from  very  different  sources. 

Table  VI 

CHEMICAL  COMPOSITION  OF  AGAR-AGAR 
(After  Whittaker,  1911) 


Form. 


Sender... 
Be* 

Ordered 
&r. 


Quality. 


Moisture. 


No.  1 


13.10 
14.39 
11.39 
15.13 


Crude 
Fiber. 


0.47 
0.35 
2.62 
0.72 


Crude 

Protein 

X  X6.25. 


2.21 

1.49 
3.58 
3.17 


Carbo- 
hydrate. 


80.34 
80.17 
74.91 
77.11 


Ash. 


3.88 
3.60 
7.50 

3.88 


Chemically  agar  is  a  carbohydrate,  a  hexosan  of  the  cellulose  group 
of  the  polysaccharides.  It  is  not  used  by  bacteria.  Very  few  instances 
•re  on  record  where  agar  was  decomposed  by  a  bacterial  enzyme  (sec 
Smith's  Bacteria  in  Relation  to  Plant  Diseases,  1905,  p.  32). 

Reaction  of  Culture  Media.  Bacteria  require  an  alkalin  or  neutral 
medium.    This  is  an  important  factor  in  the  growth  of  all  microorgan- 
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isms.  The  reaction  should  be  determined  with  phenolphthalein  since 
this  has  been  adopted  as  the  standard  indicator.  Five  cubic  centi- 
meters of  the  media  should  be  titrated  and  brought  to  the  desired 
reaction  means  of  standard  NaOH  or  HC1. 

Recent  work,  however,  indicates  that  this  method  does  not  yield 
satisfactory  results.  Clark  and  Lubs  (1917)  have  pointed  out  that 
the  hydrogen  ion  concentration  must  be  determined  more  accurately 
either  by  means  of  the  hydrogen  electrode  or  special  indicators.  The 
former  technique  is  too  long  and  complicated  to  be  applied  to  the 
preparation  of  ordinary  media  and  it  is  probable  that  indicators  will 
have  to  be  used.    These  are  mentioned  in  the  appendix  under  indicators. 

Bouillon  Media 

Nutrient  Broth.  This  medium  is  used  as  a  base  to  which  the  other 
constituents  of  media  may  be  added.  The  following  procedure  for  its 
preparation  is  recommended  by  the  Laboratory  Committee  of  the  Ameri- 
can Public  Health  Association  in  Standard  Methods  for  the  Examina- 
tion of  Water  and  Sewage,  1917,  p.  95. 

1.  Add  3  gins,  of  meat  extract  and  5  gms.  of  peptone  to  a  liter  of 
distilled  water. 

2.  Heat  slowly  on  the  steam  bath  to  at  least  65°  C. 

3.  Make  up  lost  weight,  titrate,  and  if  the  reaction  is  not  already 
between  +0.5  and  +1  adjust  to  +1. 

4.  Cool  to  25°  C.  and  filter  *  through  paper  until  clear. 

5.  Distribute  in  test  tubes  about  10  c.c.  in  each  tube. 

6.  Sterilize  in  the  autoclave  at  15  lbs.  pressure  (120°  C.)  for  fifteen 
minutes  after  the  pressure  reaches  15  lbs. 

Carbohydrate  Broths.  These  are  made  by  adding  to  plain  broth, 
as  prepared  above,  1  per  cent  of  the  sugar  desired  just  before  steriliza- 
tion. No  attempts  are  necessary  to  remove  muscle  sugar  since  the 
constituents  of  broth  are  free  from  fermentable  sugar.  The  reaction 
of  carbohydrate  broth  may  be  neutral  to  phenolphthalein  or  adjusted 
to  neutrality  according  to  Standard  Methods,  1917.  Mudge  (1917) 
has  shown  that  during  sterilization  maltose  and  lactose  are  broken 
down  and  that  sucrose  and  raffinose  are  not.  The  Arnold  steam 
sterilizer  was  found  to  cause  more  hydrolysis  than  the  autoclave. 

*  The  Sharpies  laboratory  centrifuge  is  in  use  at  the  University  of 
the  clearing  of  solid  media.    It  gives  satisfactory  results  and  obviates  thi 
ton  and  egg  albumin.    It  is  considered  a  valuable  addition  to  the  labo 
ment. 
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Hasseltine  (1917)  has  confirmed  these  results  and  has  emphasized 
the  importance  of  this  question  in  the  differentiation  of  members 
of  the  B.  ccli  group.  The  work  of  these  investigators  emphasizes  the 
necessity  of  using  some  other  method  then  heating  for  sterilizing  media 
containing  disaccharides  and  trisaccharides. 

Trypsin  Broth  (Gordon  et  al).  Take  some  fresh  bullock's  heart 
free  from  fat  and  vessels,  mince  the  meat  very  finely  and  weigh.  To 
each  \  kilo  add  1  liter  of  water  and  make  faintly  alkaline  to  litmus 
with  20  per  cent  KOH  solution.  Heat  this  slowly  to  75°  to  80°  C. 
for  five  minutes.  Cool  to  37°  C,  and  add  1  per  cent  of  liquor  trypsine 
comp.,  and  keep  it  at  37°  C.  for  2£  to  3  hours.  When  trypsinizing  is 
finished,  test  for  peptone  with  copper  sulphate  and  KOH,  then  render 
slightly  acid  with  glacial  acetic  acid,  and  bring  slowly  to  the  boil  for 
one-fourth  hour.  Leave  over  night  in  a  cool  place,  and  siphon  off  the 
clear  liquid  in  the  morning.  Make  faintly  alkaline  to  litmus,  and 
sterilize  in  an  autoclave  at  118°  C.  for  one  hour  on  each  of  two  days 
(if  not  to  be  used  at  once). 

Levene  (1918)  and  Burling  and  Levene  (1918)  have  stated  that 
0.5  per  cent  lactose  broth  should  be  used  in  the  presumptive  test  for 
eoli  bacteria  in  water  analysis.  With  the  higher  carbohydrate  con- 
tent of  the  broth,  the  limiting  hydrogen  ion  concentration  is  reached 
more  quickly. 

Nitrate  Broth.  This  is  a  special  broth  containing  nitrite-free 
nitrate.  It  may  be  prepared  in  different  ways.  Standard  methods  for 
the  Examination  of  Water  and  Sewage,  1912,  recommended  a  medium 
of  the  following  composition: 

Tap  water 1000  c.c. 

Witte's  peptone 1  gm. 

Potassium  nitrate  (nitrite  free) 0.2  gm. 

Another  formula  is  as  follows: 

Distilled  water 1000  c.c. 

Leibig's  meat  extract 3  gms. 

Potassium  nitrate  c.p.  KNO3 10  gms. 

• 

The  following  has  been  used  with  some  success: 

Distilled  water 1000  c.c. 

Leibig's  meat  extract 3  gms. 

Witte's  peptone 10  gms. 

Potassium  nitrate,  KNO3 3  gms. 
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Breed  (1915)  has  shown  that  by  increasing  the  peptone  content  of 
nitrate  broth  to  5  gms.  per  liter  more  uniform  results  were  obtained 
when  fifty  cultures  of  B.  colt  were  tested  for  nitrate  reduction.  With 
soil  bacteria  1  per  cent  peptone  seemed  to  allow  more  constant  results. 
He  concludes  that  nitrate  destruction  must  be  tested  for  in  media  which 
allows  a  vigorous  growth  of  the  organisms.  Suitable  nitrate  broths 
may  have  to  be  devised  to  fit  each  group. 

Neutral  Red  Broth  (Houston,  1914). 

Peptone 10  gms. 

Salt,  NaCl 5  gms. 

Plain  broth 1000  c.c. 

Add  2  c.c  sterile  aqueous  1  per  cent  solution  of  neutral  red  per  liter. 
Make  slightly  alkaline  with  20  per  cent  KOH.    Tube  and  sterilize. 

Bile  Salt  Broth  (MacConkey,  1900). 

Peptone 20  gms. 

Desiccated  bile 5  gms. 

Dextrose  (CeH^Oe) 5  gms. 

Distilled  water 1000  c.c. 

Boil  for  twenty  minutes  and  add  sterile  litmus  solution  to  color. 
Filter  and  put  in  fermentation  tubes. 

Vegetable  Bouillon  (Berthelot,  1917).  This  medium  may  be  used 
as  a  substitute  for  meat  infusion  and  is  prepared  as  follows: 

Water 4000  c.c. 

Potato 300  gms. 

Carrots 150  gms. 

Turnips 150  gms. 

Peel  the  potatoes  and  wash  the  carrots  and  turnips.  Cut  them  into 
small  pieces  and  put  in  cold  water.  Boil  for  four  hours,  strain  and  make 
feebly  alkalin.  Heat  in  an  autoclave  at  120°  C.  for  one-half  hour 
and  allow  to  stand  over  night  in  a  refrigerator.    Filter  through  paper. 

Chicken  Broth  (Besson,  1913).  Five  hundred  grams  of  lean  chicken 
meat  are  soaked  in  water  and  filtered.  The  filtrate  is  used  in  thg 
same  manner  as  beef  broth. 

Giblet  Broth  (Besson,  1913).    Liver,  spleen,  etc.!  may  b* 
making  broth.    Five  hundred  grams  of  the  solid  ' 
and  filtered.    The  filtrate  is  used  as  in  < 
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Glucose  Formate  Broth  (Kitasato). 

Nutrient  broth 1000  c.c. 

Glucose  (CeH^Oe) 20  gms. 

0 

Sodium  formate  (H — C — O — Na) 4  gms. 

Tube  and  sterilize. 

Peptone  Solution  (Dunham). 

Witte's  peptone 10  gms. 

Distilled  water 1000  c.c. 

Reaction  not  adjusted. 

Carbonated  Broth  (Besson,  1913).    Add  CaC03,  2  per  cent  to  lac- 

j,  mannite  glucose,  etc.,  broth  before  distributing  into  test  tubes. 

CaC03  is  most  frequently  added  to  lactose  broth.  When  an  organ- 
ism which  ferments  lactose  is  grown  in  a  CaCC>3  lactose  broth,  the  acids 
formed  act  on  the  CaCCfe  giving  off  CO2. 

Serum  Broth  (Besson,  1913).  This  medium  is  made  by  adding 
to  tubes  of  ordinary  sterile  broth  one-half,  one-third,  or  one-quarter 
their  volume  of  blood  serum  or  blood  collected  under  aseptic  conditions. 
It  is  best  to  incubate  the  tubes  before  using  in  order  to  be  certain  that 
they  are  sterile. 

Dextrose  Potassium  Phosphate  Broth. 

Witte's  peptone 5  gms. 

Dextrose  (CflHiaOe) 5  gms. 

Di-potassium  hydrogen  phosphate  (K2HPO4) .         5  gms. 

Heat  with  occasional   stirring  over  steam   for  twenty   minutes. 

Rher  and  cool  to  20°  C.    Dilute  to  1000  c.c.  with  distilled  water. 

Tube  and  sterilize.     (Standard  Methods  of  Water  Analysis,    1917, 

p.  210.) 

Tryptophane  Broth.  To  1000  c.c.  distilled  water  add  5  gms.  di- 
potassium  phosphate,  0.3  gm.  tryptophane,  and  1  gm.  peptone.  Heat 
until  the  ingredients  are  thoroughly  dissolved,  tube  and  sterilize  at 
15  lbs.  for  fifteen  minutes.  Some  American  peptones  are  standardized 
to  contain  a  certain  amount  of  tryptophane.  If  such  peptone  is  used 
the  tryptophane  in  the  above  formula  may  be  omitted  and  the  peptone 
increased  to  5  gms. 
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Agar  Media 

Nutrient  Agar.  1.  Add  3  gms.  of  beef  extract,  5  gms.  of  peptone 
and  12  gms.  of  agar  dried  for  one-half  hour  at  105°  C.  before  weighing 
to  1000  c.c.  of  distilled  water.  Boil  over  a  water  bath  or  cook  in  an 
autoclave  until  all  the  constituents  are  thoroughly  dissolved.  Make  up 
the  loss  of  evaporation. 

2.  Cool  to  about  45°  to  50°  C.  and  add  10  gms.  of  desiccated  egg 
albumin  per  liter.  Heat  in  the  autoclave  for  thirty  minutes.  Make  up 
the  loss  on  evaporation  and  adjust  reaction  to  1+. 

3.  Filter  through  cotton  or  cloth  until  clear.*  Tube  and  sterilize 
in  the  autoclave  at  120°  C. 

Carbohydrate  Agar.  Any  carbohydrate  agar  which  is  desired  may 
be  made  by  adding  1  per  cent  of  the  carbohydrate  to  plain  agar.  For. 
careful  work,  carbohydrate  media  prepared  from  di-  or  tri-saccharides 
should  not  be  sterilized  in  the  autoclave  as  has  been  shown  by  Mudge 
(1917)  and  Hasseltine  (1917). 

Litmus  Lactose  Agar  (Bendick,  1913).  Bendick  has  devised  the 
following  for  litmus  lactose  agar. 

Agar 15  gms. 

Beef  extract 5  gms. 

Salt 10  gms. 

Peptone 10  gms. 

Lactose 20  gms. 

Calcium  carbonate 4  gms. 

Litmus 100  gms. 

Distilled  water 1000  c.c. 

The  agar,  beef  extract,  salt  and  peptone  are  dissolved  in  1000  c.c. 
of  water.  This  is  cleared  with  egg  and  filtered.  No  adjusting  of  the 
reactions  is  necessary.  This  is  put  into  flasks  (250  c.c.  in  a  500-c.c. 
flask).  One  gram  of  CaCC>3  is  added  and  the  whole  sterilized. 
Finally  to  each  flask  are  added  25  c.c.  of  Kahlbaum's  aqueous  litmus 
and  5  gms.  of  lactose.  Tube  by  pouring  direct  to  the  tubes  from  the 
flasks  keeping  the  contents  well  mixed. 

Litmus  Lactose  Agar  (Meyer).  Meyer  (1917)  has  shown  that 
a  litmus  lactose  agar  prepared  from  3  per  cent  agar  gives  plates 

*  The  Sharpies  laboratory  centrifuge  will  give  a  clear  centrf 
with  none  of  the  usual  trouble  and  expense  connected  wi** 
or  paper. 
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are  free  from  many  of  the  objections  incident  to  plates  made  from  a 
lesser  per  cent  of  agar.  The  results  obtained  were  approximately  equiv- 
alent to  Endo's  medium  agar. 

Trypagar  (Gordon  et  al) .  Take  a  measured  quantity  of  the  try psinized 
broth,  add  2  per  cent  of  agar  fiber,  and  0.125  gm.  of  calcium  chloride 
per  liter.  Autoclave  at  118°  C.  for  three-fourths  hour  to  dissolve  the 
agar.  Mix  together  in  a  saucepan;  titrate  with  N/10  KOH  to  give  an 
absolutely  neutral  reaction.  Cool  to  60°  C,  add  white  of  two  eggs 
beaten  up  with  the  crushed  shells,  autoclave  again  at  118°  C.  for  seventy- 
five  minutes  (or  in  the  steamer  for  two  hours).  Filter,  add  to  the  filtrate 
5  per  cent  of  the  sterile  pea  extract,  and  sterilize  in  the  ordinary  way. 

Neutral  Red  Bile  Salt  Agar  (Savage,  1901). 

Sodium  taurocholate 5  gms. 

Witte's  peptone 20  gms. 

Distilled  water 1000  c.c. 

Agar 20  gms. 

After  filtration  10  gms.  lactose  and  5  c.c.  of  a  1  per  cent  solution 
of  neutral  red  are  added. 

Glucose  Formate  Agar  (Kitasato). 

Nutrient  agar 1000  c.c. 

Glucose 20  gms. 

Sodium  formate 4  gms. 

Tube  and  sterilize. 

Soil  Extract  Agar  (Conn,  1914). 

Agar 15  gms. 

Dextrose 1  gm. 

Soil  extract 100  c.c. 

Water.  .  . , 900  c.c. 

Synthetic  Agar. 

Dextrose 10  gms. 

MgS04 0.2  gms. 

K2HPO4 0.5  gm. 

Peptone 0.05  gm. 

Agar 20  gms. 

Distilled  water 1000  c.c. 
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Hesse  and  Niedner's  (,1898)  Agar. 

Agar-agar 12,5 

Nahrstoff  Heyden 7.5 

Distilled  water 980 . 0 

Claimed  to  be  a  suitable  medium  for  the  bacterial  examination  « 
water. 

i  Agar  (1908). 

Purified  agar  (3  per  cent  solution) 250  c.c. 

Asparagin 2.5  gnis. 

Na^HPO* 0.5  gm. 

Distilled  water 100  c.c. 

Thin  medium  was  found  to  support  pood  growth  of  B.  coli  in  twenty- 
four  hours. 

Neutral  Red  Agar.  Add  enough  0.5  per  cent  neutral  red  solution  t-o 
agar  containing  1  per  cent  dextrose  to  produce  a  clear  red  color. 

Corn  Agar  (After  Barlow,  1912). 

Corn lOOOgms. 

Sucrose 80  gnis. 

Agar GO  gins. 

Litmus 100  gnis. 

Water 4000  gms. 

Stir  the  corn  into  the  boiling  water  add  to  other  materials,  l*>i' 
five  minutes,  heat  in  an  autoclave  anil  cool  slowly,  the  heavy  matte? 
settles  off.     The  clear  supernatant  agar  may  be  drawn  off  and  tubed. 

Agar  for  Ps.  Radicicola  (Moore). 

Di- potassium  phosphate 1  gm. 

Magnesium  sulphate 0.5  gm. 

Sucrose 10,0  gms. 

Agar 10.0  gms. 

Distilled  water 1000  c.c. 

Bean  Agar  (Thorn,  1910).  Common  white  beans  arc  heated  in 
five  volumes  of  water.  Boiling  is  stopped  just  l>efore  the  swelling 
of  the  cotyledons  would  rupture  the  seed  coals.  This  gives  a  clear 
yellow  solution  which  filters  easily  and  contains  sufficient  nutrients  to 
grow  many  species  normally.  Agar  may  be  as  desired.  Since  this 
medium  is  poor  in  available  carbon  it  is  often  desirable  to  add  carbo- 
hydrate for  certaiu  species.  ■ 
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Sabouraud's  Agar  for  Yeasts  (after  Anderson,  1917). 

Agar 20  gms. 

Peptone 10  gms. 

Glucose 40  gms. 

Water lOOOc.c. 

Mix  these  ingredients  in  the  usual  way  and  adjust  the  reaction  to 
+2  per  cent  acid.  Without  further  heating  the  sugar  is  added  and  the 
medium  tubed  in  previously  sterilized  tubes.  Anderson  advises  care 
in  sterilizing  since  the  high  acidity  of  this  medium  may  prevent  solidi- 
fication of  the  agar. 

Agar  Gelatin  Medium  (North  1909). 

Lean  chopped  beef  or  veal 500  gms. 

Agar 10  gms. 

Gelatin 20  gms. 

Peptone 20  gms. 

NaCl 5  gms. 

Distilled  water 1000  c.c. 

Adjust  neutral  to  phenolphthalein.  North  states  that  this  medium 
is  excellent  for  streptococci,  pneumococci  and  diphtheria  bacilli  because 
it  is  soft  and  moist  and  can  be  used  at  37°  C.  It  is  claimed  to  be  of 
special  value  in  keeping  stock  cultures. 

Hesse  Medium. 

Agar 5  gms. 

Peptone 10  gms. 

Liebig's  beef  extract 5  gms. 

Sodium  chloride 8.5  gms. 

Distilled  water 1000  c.c. 

Agar  is  dissolved  in  500  c.c.  H2O.  Other  ingredients  are  dissolved 
in  500  c.c.  H2O.    Solutions  are  mixed,  filtered  and  tubed. 

Hiss  Plating  Medium  (1897). 

Agar 15  gms. 

Gelatin 15  gms. 

*i  f«M*fc  extaaet.  .• 5  gms. 

5  gms. 

10  gms. 

1000  c.c. 


<9  •_*-•. 
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The  agar  is  dissolved  in  1000  c.c.  H2O.  When  melted  the  extract, 
gelatin  and  salts  are  added.  It  is  cleared  and  filtered.  Dextrose  is 
then  added  and  it  is  tubed. 

Malachite  Green  Media  (1906).  1.  Three  gms.  Liebig's  meat 
extract. 

2.  Acidify  this  with  7.5  c.c.  NHC1. 

3.  Dissolve  30  gms.  agar  by  boiling. 

4.  Neutralize  with  7  c.c.  NNaOH  until  neutral  to  litmus. 

5.  Add  5  c.c.  NNa2CC>3  and  heat  in  an  Arnold  for  several  hours. 

6.  Add  100  c.c.  of  10  per  cent  sucrose  solution.  This  may  be  stored 
in  100  c.c.  quantities. 

7.  Before  use  redissolve  and  to  100  c.c.  add  2  to  2.9  c.c.  of  2  per  cent 
malachite  green  (trade  mark  Hochst  120).  This  should  be  made  in 
sterile  H2O  and  not  boiled. 

8.  Medium  is  smeared  in  Petri  dishes. 

Russell's  Medium  (1911).  "  Enough  5  per  cent  aqueous  solution  of 
litmus  (3  to  5  per  cent)  is  added  to  plain  agar  (2  or  3  per  cent),  which 
usually  has  a  reaction  of  about  0.8  per  cent  acid  to  phenolphthalein, 
to  give  it  a  distinct  purple  violet  color,  the  amount  of  litmus  depending 
on  the  original  color  of  the  agar;  dark  requiring  more  than  light,  and 
the  reaction  is  then  adjusted  by  adding  sodium  hydrate  until  the  mix- 
ture  is  neutral  to  litmus.  Next,  and  last,  1  per  cent  of  lactose  and 
one-tenth  of  1  per  cent  of  glucose  dissolved  in  a  small  amount  of  hot 
water  is  added  and  the  medium  tubed  for  slants.  The  sterilization  is 
done  in  the  Arnold  and  because  of  the  danger  of  breaking  down  the 
lactose  must  not  be  carried  too  far;  if  the  tubes  are  packed  loosely  in 
the  sterilizer  basket  to  allow  good  circulation  of  the  steam,  ten  minutes 
on  the  first  and  fifteen  on  the  second  day  has  been  time  enough.  The 
tubes  are  then  slanted  and  stored  in  small  quantities  in  a  dark  place." 

Krumwiede  has  substituted  Andrade  for  the  litmus  and  secured 
good  results. 

Endows  Medium  (after  Kendall,  1911-12). 

I.  Preparation  of  agar. 

(a)  Prepare  plain  sugar  free  agar  using  15  gn»  ***r  w 

(b)  Adjust  to  a  point  just  alkaline  to  lid* 

(c)  Place  in  flasks  in  100  c.c.  quantft 
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II.  Preparation  of  the  indicator. 

(a)  Prepare  a  10  per  cent  basic  fuchsin  solution  in  96  per  cent 
alcohol.  This  solution  is  fairly  stable  if  kept  away 
from  the  light. 

(6)  Prepare  a  10  per  cent  solution  of  chemically  pure  anhydrous 
sodium  sulphite.  (1  gin.  in  10  c.c.  water.)  This  solu- 
tion does  not  keep. 

(c)  Add  1  c.c.  of  11(a)  to  10  c.c.  of  11(6)  and  heat  in  the  Arnold 
sterilizer  for  twenty  minutes.  The  color  of  the  solution 
should  be  nearly  discharged.  This  solution  must  be 
prepared  each  day.     It  does  not  keep. 

III.  Preparation  of  medium. 

(a)  Add  1  gm.  of  c.c.  lactose  to  100  c.c.  of  the  agar  and  place 
in  the  autoclave  until  melted  and  lactose  is  dissolved. 

(6)  Add  enough  of  11(c)  to  impart  a  pink  color  (about  1  c.c). 

(c)  Pour  into  sterile  Petri  dishes  and  allow  to  harden.  In  the 
above  medium  Kendall  has  reduced  the  agar  content 
to  1.5  per  cent.  The  original  formula  of  Endo  called  for 
a  3  per  cent  solution  which  was  supposed  to  prevent 
diffusion  of  the  acid  and  prodistinct  colonies. 


Endo's  Medium  (Hygienic  Laboratory  Method).  Hasseltine  (1918) 
has  described  the  preparation  of  this  medium  as  follows:  It  consists 
of  a  3  per  cent  agar  which  is  titrated  and  corrected  to  +0.5  to  phenol- 
phthalein,  to  which  is  added  3.7  c.c.  of  a  10  per  cent  solution  of  anhy- 
drous sodium  carbonate.  For  convenience  it  is  flasked,  sterilized  and 
stored  m  200  c.c.  quantities.  When  ready  to  use  the  following  ingredi- 
ents are  added  to  200  c.c.  of  agar  as  follows: 

(a)  Dissolve  2  gms.  chemically  pure  lactose  in  25  to  30  c.c.  of  distilled 
water,  with  the  aid  of  gentle  heat. 

(b)  Dissolve  0.5  gm.  of  anhydrous  sodium  sulphite  in  10  to  15  c.c. 
of  distilled  water. 

(c)  To  the  sulphite  solution  add  1  c.c.  of  saturated  solution  of  basic 
fuchsin  in  95  per  cent  alcohol. 

Add  the  fuchsin  sulphite  solution  to  the  lactose  solution  and  then 
add  the  whole  to  the  agar.  Pour  plates  at  once,  and  after  hardening 
dry  for  fifteen  minutes  in  the  incubator. 

Teague  (1918)  has  shown  that  a  10  per  cent  solution  of  sodium' 
sulphite  may  be  heated  for  twenty  minutes  at  15  lbs.  with  practically 
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no  change.     If  this  i.s  then  kept  covered  with  ;i  layer  of  petrolatum,  i 
may  be  kepi  tar  three  weeks  at  room  temperature. 

Endo's  Medium  (After  Levine,  1918).     Levine  states  the  method 
of  preparation  as  follows: 


Distilled  water 1000  c.c. 

Peptone  (Difco) 10  gins. 

Di  potassium  phosphate   2-5  gms. 

Agar 15-30  gins. 


These  ingredients  should  lie  boiled  until  dissolved  and  the  loss  by 
evaporation  made  up  with  distilled  water.  No  adjustment  of  the 
reaction  is  necessary;  neither  is  filtration  necessary  if  the  medium 
is  to  be  used  for  streaked  cultures.  Store  in  quantities  of  100  c.c. 
Erienmeyer  flasks  and  when  used  add  the  following  materials: 


20  per  cent  lactose  solution 1  gin.  or  5.0  c.c. 

10  pel  1 1 'ii i  Etioohonc  solution  of  basic  fuchsin.   0.5  c.c. 
Freshly  prepared  sodium  sulphite  solution..  .  .    2.5  c.c. 


c.  in 


Eosin  Brilliant-Green  Agar  (Teague  and  Clurman,  1916).  This 
medium  was  devised  for  the  rapid  isolation  of  B.  ty/thi  from  stools 
and  was  prepared  by  these  workers  after  the  following  method:  500 
gms.  of  chopped  beef  are  placed  in  1  liter  of  distilled  water  and  kept  in 
the  icebox  over  night.  The  infusion  is  squeezed  through  cheese  doth, 
heated  in  the  Arnold  sterilizer  and  passed  through  filter  paper.  Witta*l 
peptone  (1  per  cent),  chemically  pure  sodium  chloride  (0.5  pel  Mat) 
and  agar  (1.5  per  cent)  are  added  to  the  warm  infusion,  the  peptona 
being  rubbed  into  a  paste  in  a  little  warm  water.  Then  beat  the 
Mask  of  medium  in  the  autoclave  for  thirty  minutes  ai  120°  C,  Adjust 
the  reaction  to  1+  by  adding  2N  sodium  hydroxide,  cool  to  55°  C, 
clear  and  filter  through  cotton.  Put  into  flasks  in  100  c.c.  quantities 
and  sterilize  at  130°  C,  for  twenty  minutes. 

When    ready  to  use,  melt    the    agar   and    add   1   per  eenl    each  al 
sucrose  and  lactose.     To  every  50  c.c.  of  agar  add  1  ■ 
solution  of  yellowish  eosin.     From  the  slock  solution  of  brillul 
in  50  |ht  cent  alcohol,  a  i  per  cent  solution  i*  prepared  in  dial 
and  I  c.c.  of  this  is  added  to  each  50  c.c  of  the  agar 
are  will  distributed,  pour  into  plates, 

Eosin-M ethylene  Blue  Agar  (Levine,  1916). 
of  Harris  mid  league's  medium  and 
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a  close  separation  between  B.  colt  and  B.  aerogenes.    Levine  describes 
its  preparation  as  follows: 

Distilled  water 1000  c.c. 

Peptone  (Difco) 10  gms. 

Dipotassium  phosphate 2  gms. 

Agar 15  gms. 

Boil  the  ingredients  until  dissolved  and  make  up  any  loss  to  evapo- 
ration. Place  measured  quantities  in  flasks  and  sterilize  at  15  lbs.  for 
fifteen  minutes.  Just  prior  to  use  add  to  each  100  c.c.  of  the  melted 
agar  prepared  as  above,  the  following  constituents: 

Sterile  (20  per  cent  lactose) 1  gm.  or  5  c.c. 

Aqueous  (2  per  cent)  eosin  (yellowish)  solution .  2  c.c. 

Aqueous  (2  per  cent)  methylene  blue  solution .  2  c.c. 

Pour  the  medium  into  dishes  allow  them  to  harden  in  the  incubator 
and  inoculate  in  the  usual  way.  There  should  be  no  adjustment  of  the 
reaction  and  filtration  of  the  medium  is  not  necessary. 

Gelatin  Media 

Nutrient  Gelatin.  1.  Add  3  gms.  of  beef  extract  and  5  gms.  of  pep- 
tone to  1000  c.c.  of  distilled  water  and  add  100  gms.  of  gelatin  dried  for 
one-half  hour  at  105°  C.  before  weighing. 

2.  Heat  slowly  on  a  steam  bath  to  60°  C.  until  the  gelatin  is  dissolved. 

3.  Make  up  lost  weight,  titrate,  and  if  the  reaction  is  not  already 
between  +0.5  and  +1,  adjust  to  +1. 

4.  Filter  through  cloth  and  cotton  until  clear. 

5.  Distribute  in  test  tubes,  10  c.c.  to  each  tube,  or  in  larger  contain- 
ers if  desired. 

6.  Sterilize  in  the  autoclave  at  15  lbs.  (120°  C.)  for  fifteen  minutes 
after  the  pressure  reaches  15  lbs. 

Whey  Gelatin.  Add  10  per  cent  to  clarified  whey.  This  medium 
is  of  value  in  studying  certain  members  of  the  lactic  acid  bacteria. 

Soil  Extract  Gelatin  (Conn,  1914). 

100-150  gms. 

roee 1  gm. 

100  c.c. 

900  c.c. 


. .  •  • 
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Litmus  Gelatin.  This  may  be  prepared  from  lactose  gelatin  the 
reaction  of  which  must  be  neutral.  Deposit  1  c.c.  of  sterile  litmus 
solution  in  the  sterile  Petri  dish  with  the  sample  and  pour  in  the  melted 
gelatin.  Shake  the  dish  until  the  litmus  is  evenly  distributed  through- 
out. Incubate  at  20°  G.  This  medium  is  of  much  value  in  studying 
the  bacteria  in  milk. 


Hiss  Medium  (1902). 


Agar 

Gelatin 

Liebig's  meat  extract . 

Sodium  chloride 

Dextrose 

Distilled  water 


15gms. 
15  g 
5g 

10 
1  liter 


Adjust  the  reaction  to  1  +  . 

Raisin  Gelatin  (Besson).  Make  a  decoction  of  raisins  by  grinding 
and  stewing  50  to  100  gms.  of  raisins  in  1000  gms.  of  HjO  for  one  hour. 
Filter  and  add  100  gms.  of  gelatin  and  a  pinch  of  sodium  phosphate. 
Boil  for  two  or  three  minutes.     Neutralize  and  finish  as  usual. 

Wort  Gelatin.     I .  Measure  out  000  c.c.  of  beer  wort  in  sterile  flask. 

2.  Weigh  out  100  gms.  gelatin  (10  per  cent)  and  add  it  to  the  wort 
in  the  flask. 

3.  Bubble  live  steam  through  for  ten  minutes  to  dissolve  the  gelatin. 

4.  Cool  to  60°  C,  clarify  with  egg. 

5.  Filter  and  tube. 

Gelatin  Agar  (Besson).  '  By  mixing  agar  and  gelatin  a  medium  is 
obtained  with  a  melting-point  between  that  of  either  plain  agar  or  plain 
gelatin. 

Peptone  broth 1000  gms. 

Gelatin 80  gms. 

Agar 5  gms. 


Gelatin 50  gms. 

Agar .- 8  gms. 

Dissolve  the  gelatin  in  the  broth,  neutralize  and  then  add  the  agar. 
Sterilization  must  not  be  accomplished  above  115°  C.  (See  North's 
Agar  Gelatin  Medium.) 
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Special  Media 

Peptone  Sucrose  Solution  (Buchanan,  1909). 

Monobasic  potassium  phosphate  (KH2PO4). .     2.0  gms. 

Magnesium  sulphate  (MgSCV 7H2O) 0.1  gms. 

Peptone 1.0  gms. 

Sucrose 20  0  gms. 

Distilled  water 1000  c.c: 

Hay  Infusion.  Macerate  15-20  gms.  of  finely  chopped  hay  6t 
in  1000  gms.  of  H2O  for  one  or  two  hours.  Boil  for  a  few  minutes, 
filter,  tube  and  sterilize  at  115°  C.  The  infusion  which  is  sometimes 
a  little  acid  may  be  neutralized  in  the  usual  way. 

Beer  Wort  (Eyre,  1903).  1.  Weigh  out  250  gms.  malt  and  put  into 
a  flask. 

2.  Add  1000  c.c.  distilled  water  heated  to  70°  C.  and  close  flask 
with  rubber  stopper. 

3.  Place  the  mixture  in  a  water  bath  at  60°  C.  and  allow  the  mixture 
to  stand  for  one  hour. 

4.  Strain  through  cheese  cloth  into  clean  flask  and  heat  in  an  Arnold 
for  thirty  minutes. 

5.  Filter  through  paper. 

6.  Tube  in  10  c.c.  quantities  and  sterilize  in  an  Arnold. 
Spronck's  Peptone  Yeast  Extract    To  5  liters  of  H20  add  1000 

gms.  commercial  yeast,  not  brewers'  yeast.  Boil  for  twenty  minutes 
with  stirring,  pour  into  cylindrical  vessels  and  leave  for  twenty-four 
hours.  Decant  the  cloudy  liquid  and  add  5  gms.  of  NaCl  and  10  gms. 
of  peptone  per  liter.  Neutralize  exactly  and  then  make  alkaline  to 
7  per  cent  with  NNaOH.  Filter  through  Chardin  paper  and  pour 
into  flasks.    Sterilize  at  115°  C. 

wine.    Before  sterilizing  make  neutral  in  the  ordinary  way. 

Prune  Decoction.  Macerate  50  gms.  of  prunes  in  1  liter  of  distilled 
water  and  allow  to  stand  in  the  ice  chest  until  the  next  morning.  Filter 
and  tube  for  sterilization. 
(  Pea-flour  Extract  (Gorden  et  aL,  1916).  Take  100  gms.  of  pea  flour 
and  add  1  liter  of  distilled  water  with  100  gms.  of  salt.  Mix  and  steam 
for  one-half  hour,  stirring  constantly.  Allow  to  settle  and  filter,  then 
sterilize  and  label  "  saline  pea  extract. "  This  pea-flour  extract  should 
preferably  be  freshly  made  for  each  batch  of  agar.  This  medium  was 
especially  designed  to  replace  Witte's  peptone. 


58  MEDIA  AND  THEIR  PREPARATION 

Haricot  Decoction.  Macerate  50  to  60  gms.  of  white  haricot  beans 
in  a  liter  of  water  for  several  hours  in  the  cold.  Boil  for  one-half  hour. 
Pour  on  a  coarse  sieve,  collect  the  liquid,  and  add  to  it  1  per  cent  of 
salt,  2  per  cent  of  sugar  and  a  pinch  of  sodium  bicarbonate.  Boil 
and  filter  through  paper.     Tube  and  sterilize  at  115°  C. 

This  medium  is  used  by  Maze  to  cultivate  the  bacteria  in  nodules 
of  leguminous  plants. 

Malt  Extract  (Besson).  1.  Grind  up  100  gms.  malt  and  add  1000 
gnis.  of  HaO. 

2.  Heat  to  56°  C.  for  one  hour;  the  starch  is  converted  into  maltose 
by  the  diastase  and  a  true  beer  wort  obtained 

3.  Boil,  filter  through  Chardin  paper. 

4.  Tube,  sterilize  at  1 15°  C. 

Urine  (Besson).     1.  Boil  some  recently  passed  urine. 

2.  If  the  reaction  is  markedly  alkaline  after  boiling,  add  a  little 
tartaric  acid  solution,  testing  the  reaction  with  litmus  paper.  -^ 

3.  Filter,  tube  and  sterilize  at  155°  C.  The  composition  of  urine 
is  altered  by  this  proceeding,  the  urea  in  solution  being  decomposed 
at  boiling  temperature.  It  is  better  to  sterilise  through  a  Chamber- 
land  bougie. 

Capaldi's  Egg  Medium.  A  few  loopfuls  of  egg  yolk  are  added  to 
a  tube  of  liquefied  agar,  previously  cooled  to  45  to  47°  C. 

Dorset's  Egg  Medium.  Eggs  are  broken  into  a  flask  and  the 
yolks  broken  with  a  needle  or  glass  rod.  The  flask  is  shaken  until 
the  yolks  and  whites  arc  thoroughly  mixed.  Foam  formation  should  lie 
avoided.  Distribute  in  culture  tubes  anil  sterilize  in  a  Koch  inspis- 
sator  or  autoclave  in  the  same  manner  as  blood  scrum. 

Egg-Meat  Mixture  (Rettger,  1906).  .1.  One-half  pound  of  lean 
chopped  beef  is  stirred  up  in  250  c.c.  of  water,  and  after  neutralizing 
the  meat  acids  with  sodium  carbonate,  the  mixture  is  heated  in  an 
Arnold  sterilizer  for  thirty  minutes,  with  occasional  stirring.  It  is  then 
Bet  away  in  a  cold  place  for  several  hours  after  which  the  fatty  scum 
is  removed. 

B.  The  whites  of  three  eggs  are  mixed  with  250  c.c.  of  water,  and 
after  neutralizing,  the  albumen  is  coagulated,  with  occasional  stirring, 
by  heating  in  the  Arnold  sterilizer  for  thirty  minutes. 

A  and  B  are  then  mixed  and  introduced  into  a  liter  flask,  along 
with  2.5  gms.  (0.5  per  cent)  of  powdered  calcium  carbonate.  The  flask 
is  plugged  with  cotton  and  sterilized  for  thirty  minutes,  at  1 10  to  1 12°  C. 
(autoclave). 
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Redfield's  (1912)  Medium. 

Distilled  water 1000  c.c. 

Peptone 300  gms. 

Potassium  chloride  (KC1) .  t 74  gms. 

Add  the  peptone  to  700  c.c.  of  hot  water.  Stir  until  it  is  in  solution 
and  cool.  Allow  to  stand  over  night  in  the  icebox.  Filter  and  put  in 
test  tubes. 

Ox-bile  Medium.  Dissolve  1  per  cent  lactose  and  1  per  cent  pep- 
tone in  fresh  ox-bile,  filter  and  place  in  fermentation  tul>es.  Sterilize 
in  an  Arnold  on  three  successive  days. 

Decoction  of  Dried  Fruits.  1.  Macerate  50  to  100  gms.  of  dried 
fruit  in  a  liter  of  water  for  several  hours.  Then  stew  them  in  the 
water. 

2.  Pass  through  a  coarse  sieve. 

3.  Boil.     Filter. 

4.  Tube  and  sterilize  at  115°  C. 

The  liquid  is  slightly  acid  and  is  useful  for  cultivating  molds.  Other- 
wise make  neutral. 

Barsiekow's  Medium.  Prepare  and  sterilize  separately  the  two 
following  solutions: 

A.  Sodium  chloride,  NaCl 0.5  gm. 

Nutrose 1.0  gm. 

Water 75 . 0  gins. 

B.  Water 25.0  gms. 

Litmus. To  give  blue  color 

Sugar  (the  one  desiral) 1.0  gm. 

Add  sufficient  litmus  to  give  an  amethyst  color.  After  cooling 
mix  and  distribute  in  tubes. 

Bread.  Soak  some  slices  of  white  bread  in  distilled  water  and 
sterilize  at  115°  C. 

Crumble  some  dry  bread  and  allow  to  dry.  Grind  when  dry  and 
put  in  Petri  disher  or  Erlenmeyer  flask  and  add  water  to  moisten  (about 
2|  pts.  of  H2O  to  1  pt.  of  bread  by  weight). 

Sterilize  at  115°  C.  for  twenty  minutes. 
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Potato  and  Stahcii  Media 

Potato  Gelatin  (Goadby).  Arid  100  gms.  of  gelatin  to  1  liter  of 
glycerol  potato  broth.     Boil,  adjust  the  reaction,  filter,  and  sterilize. 

Glycerol  Potato  Broth.  Wash,  peel  and  grind  1000  gms.  of  potato. 
Soak  this  in  a  liter  of  water  for  twenty-four  hours.  After  filtering 
add  3  to  5  per  eent  °f  glycerol  and  tube  for  sterilization. 

Potato  Agar  McBeth,  1913).  Pare,  steam,  and  mash  n  quantity  of 
potatoes.  To  100  gms.  of  mashed  potato  add  800  c.c.  of  tap  water  and 
steam  for  one-half  hour,  filter  through  cotton. 

Potato  solution 500  c.c. 

Agar 15  gms. 

Nutrient  solution  (same  as  for  cellulose  agar) .   500  c.c. 

Starch  Agar.  Make  1  liter  of  ordinary  peptone  agar.  Add  to  thi* 
a  2  per  cent  paste  of  potato  starch.  This  should  be  added  at  as  low 
a  temperature  as  possible  to  the  neutral  agar. 

To  use,  pour  plates  with  the  sterile  tubed  starch  agar  and  streak 
with  the  culture.  After  incubation  for  5  days,  pour  over  weak  solution 
of  Lugol's  iodine. 

Starch  Agar  (Vedder,  1915).  Prepare  a  liter  of  beef  infusion  in 
the  usual  way.  Meat  extract  does  not  give  as  good  results.  To 
this  add  1.5  per  cent  of  agar.  No  peptone  or  salt  should  be  added. 
Cook  and  clarify  the  medium  and  add  10  gms.  of  cornstarch  to  each 
liter.  The  starch  is  best  rubbed  up  in  a  mortal-  in  a  little  agar.  One 
per  cent  of  starch  gives  the  best  results.  Tube  and  sterilize  in  the  usua-1 
manner.     This  medium  is  especially  valuable  in  the  growth  of  gonococt'i- 

Eisner's  Potato  Medium.     1.  Peel  and  grate  .500  grams  of  potato- 

2.  Grind  up  and  soak  in  distilled  water  for  twelve  hours. 

3.  Strain  and  allow  to  stand.     Filter  to  clear. 

4.  Make  up  to  1  liter  and  dissolve  15  per  cent  of  gelatin. 

5.  Adjust  reaction  to  acid  and  sterilize. 

Potato  Infusion.  Wash  and  grind  up  a  few  potatoes.  To  eacs^1 
30  gms.  of  potato,  add  a  liter  of  distilled  water  and  allow  to  stac 
in  the  icebox  over  night.  In  the  morning,  filter  and  boil  the  filtrate- 
Filter  again  if  necessary  and  tube  for  sterilization.  If  the  infusion  is  tc^° 
acid  adjust  the  reaction  as  usual. 

Carrot  Infusion.     This   medium   may   be   prepared   as   above   fc^r 
potato  infusion. 

Potato  Mash.  Clean  and  cut  a  large  potato  into  slices.  Boil  unt* 
soft  and  grate  or  press  through  a  ricer.      Distribute  this  in  layers  i*^ 
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i  dishes  and  sterilize  at  120°  C.  for  twenty  minutes.  The  slices 
may  be  placed  in  the  Petri  dishes  without,  mashing  if  desired. 

Starch  Jelly  (Smith,  18981.  To  10  c.e.  of  Uschinsky's  solution 
Lulil  I  gm.  of  clean  aseptic  starch.  Rub  this  up  in  the  slanted  fluid. 
Plug  the  tubes  tightly  and  place  in  an  inspissator  or  Arnold  in  the 
slanted  condition.  Heat  for  two  hours  on  five  successive  days  at. 
85  U>  93°  C.  If  water  is  lost,  this  must  be  made  up  by  the  addition  of 
distilled  water. 

Potato  Agar  (Thomas,  1906).  The  potatoes  are  carefully  washed, 
ptnd,  sliced,  then  -lowly  heated  for  two  horn's  in  approximately  two 
volumes  of  water.  At  the  close  of  the  heating  the  water  is  allowed 
In  boil.  The  whole  is  then  filtered  through  cloth,  water  being  added 
tD  Itttke  Up  the  loss  of  any  evaporation.  After  filtering,  1  pet  cent 
lnv.i  agar  is  added  to  this  til  rate.  It  may  then  be  heated  in  an  auto- 
clave for  thirty  minutes  at  15  lbs.  after  which  it  may  be  tubed  or  fil- 
Wreil.  if  desired,  before  tubing. 

Cellulose   Agar    (McBeth,    1913).     "Prepare    1    liter   of   a    diluh 
ammonium-hydroxide  solution   by  adding  3  parts  water  to   1(1  parts 
-iiiimuiiia  hydroxide,  sp.gr.  0.90.     Add  a  slight  excess  of  copper  car- 
:..!  shake  vigorously,  allow  to  stand  overnight,  and  then  siphon 
tit  the  supernatant  solution.     Add   15  gins,  of  unwashed  sheet   filter 
[W|K-r  and  shake  occasionally  until  the  paper  is  dissolved.     Dilute  to 
lo  frees  and  add  slowly  a  one  to  five  solution  of  hydrochloric  acid, 
with  vigorous  shaking  until  the  precipitation  of  the  cellulose  is  eom- 
fltte      Dilute  to  20  liters,  allow  the  cellulose  to  settle,  and  decant  the 
ml    liquid.     Wash    by    repeated    changes   of   water,    adding 
Inilrnr hloric  acid  each  lime  until  the  copper  color  disappears;  then  wash 
with  water  alone  until  the  solution  is  free  from  chlorine.     Allow  it  to 
eral  ■l<y*  and  decant  off  as  much  of  the  clear  solution  as  pos- 
■bk     If  the  percentage  of  cellulose  is  still  too  tow,  a  portion  of  the  solu- 
tionis centrifugalized  to  bring  the  cellulose  content  up  to  1  per  cent." 

{"■■  Ihilose  solution 500  e.c. 

Agar.^ lOgms 

Nutrient,  solution,  composed  of: 


■:  phosphate  (dibasic) 

■  in  sulphate. 

Sodium  chloride. 

Ammonium  ttulphalc, 
i  rbonate 


lgm. 
1  em. 

1  gm. 
2gmB. 

2  gins. 
1000  c.c. 


500c 
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Starch  Agar  (McBeth,  1913).  To  800  c.c.  of  boiling  water  add  10 
gms.  of  potato  starch  suspended  in  a  little  cold  water.  Concentrate 
by  boiling  to  500  c.c.  This  breaks  up  the  starch  grains  and  should  give 
a  nearly  transparent  starch  solution. 

Starch  solution 500  c.c. 

Agar 10  gms. 

.  Nutrient  solution  (same  as  for  cellulose) 500  c.c. 

Synthetic  Media 

Under  the  term  synthetic  the  bacteriologist  includes  all  media 
which  may  Ixj  prepared  from  pure  chemical  compounds.  These  may 
always  be  secured  or  brought  to  the  same  state  of  purity  by  the  various 
methods  well  known  to  the  chemist.  The  advantages  of  synthetic 
media  are  quite  evident. 

1.  They  may  be  prepared  in  different  lots  which  have  a  constant 
chemical  composition. 

2.  They  may  be  prepared  in  different  laboratories  and  render  the 
data  thus  secured,  more  reliable. 

3.  They  lend  themselves  to  the  study  of  some  ore  compound  or 
clement.  For  instance  sulphur  free  media  may  be  prepared  to  which 
certain  sulphur  compounds  may  be  added. 

Parietti's  Solution. 

Carbolic  acid,  C0H5OH 5  c.c. 

Hydrochloric  acid,  HC1 4  c.c. 

Water 100  c.c. 

Drigalski  and  Conradi  (1902)  Medium. 

Dextrose  (free  broth) 2000  c.c. 

Nutrose 20  gms. 

Agar 40  gms. 

Boil,  dissolve,  neutralize  to  phenolphthalein,  autoclave  at  120°  C. 
for  five  minutes. 

Mayer's  Culture— Fluid  (from  Smith,  1905). 

Magnesium  sulphate,  MgS04  •  7H2O 10  gms. 

Ammonium  nitrate,  NH4NO3 15  gms. 

Tribasic  calcium  phosphate,  Ca3(P04)2 0.01  gms. 

Monobasic  potassium  phosphate,  KH2PQ4.. . .      10  m 
Distilled  water 
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Dissolve  cold  and  add  sugar.    Add  NaCl  (3  ppr  cent)  if  it  is  to  be 
used  for  luminous  bacteria,  and  an  excess  of  pure  CaC03  if  acid  form- 
ing bacteria  are  to  be  grown. 

Prazmowski's  Culture — Fluid. 

Di potassium  phosphate,  K2HPO4 5  gms. 

Magnesium  sulphate,  MgSC>4  *  7H2O 5  gms. 

Ammonium  carbonate,  (NH^COa 5  gms. 

Calcium  chloride,  CaCb 0.5  gms. 

Distilled  water 1000  c.c. 


Naegeli's  Medium  (after  Besson,  1913). 

Water 1000  gms. 

Ammonium  tartrate 10  gms. 

Dipotassium  phosphate,  K2HPO4 1  gm. 

Magnesium  sulphate,  MgS04  •  7H2O 0.2  gm. 

Calcium  chloride,  CaCfe 0. 12  gm. 

Cohn's  Solution. 

Distilled  water 1000  c.c. 

Dipotassium  phosphate,  K2HPO4 5  gms. 

Magnesium  sulphate,  MgSCV  7H2O 5  gms. 

Ammonium  tartrate 10  gms. 

Potassium  chloride,  KC1 0.5  gm. 

Hydrolyzed  Casein  Medium  (Cannon,  1916).  Zipfel  proposed  the 
addition  of  tryptophane  to  a  synthetic  medium  for  the  determination 
of  indol  formation.  Cannon  has  realized  the  high  cost  of  tryptophane 
and  suggested  the  use  of  a  hydrolyzed  casein  which  is  prepared  as 
follows:  Ten  grams  of  casein  are  hydrolyzed  by  200  c.c.  of  10  per  cent 
sulphuric  acid.  The  mixture  is  kept  on  the  water  bath  for  twenty- 
four  hours  after  which  it  is  neutralized  by  saturated  barium  hydroxide. 
This  will  precipitate  the  sulphate.  Evaporate  the  resulting  solution 
until  the  amino  acids  crystallize.  Half  of  the  preparation  is  then  dis- 
S3lved  in  500  c.c.  of  ZipfePs  synthetic  medium,  which  has  the  following 
composition: 

Asparagin 5.0gms. 

Ammonium  lactate 5.0  gms. 

Potassium  acid  phosphate 2.0  gms. 

Magnesium  sulphate 0.2  gm. 

Distilled  water 1000.0  gms. 
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Capaldi's  Medium. 

20  gms. 
10  gms. 
20  gms. 
10  gms. 

5  gms. 

.3  gms. 

Distilled  water 

1000  c.c. 

Frankel's  Solution. 

5  gms. 
2  gms. 

Monoealrium  phosphate,  OafHaPO*)* 

Ammonium  lactate,  CHa— CHOH— CONH2. . 

6  gms. 

/CONH2 

4  gms. 

VOOH 

1  liter 

Sodium  hydroxide,  NaOH 

20  c.c. 

Sullivan's  (1905)  Medium. 

xOONH2 

Asparagin,  CaHafNHaK                 

10  gins. 

^COOH 

Magnesium  sulphate,  Mgfi04 

2  gins. 
1  gm. 

Dibasic  potassium  phosphate,  K2HPO4 

This  medium  supports  good  pigment  formation  by  Ps.  pyoeya 

and  Ps.  rhtoresceous  liquefaciens. 

Van  Delden's  (1904)  Solution.     For  SO4  reducing  bacteria. 

Dibasic  potassium  phosphate,  K2HPO4 

0.5  gm. 

Sodium  lactate,  CHa-CHOH— COONa 

■3 . 0  gms. 

1.0  gm. 

/CONHo 
Asparagin,  C2H3(NHi)<                

1.0  gm. 

NCOOH 

Ferrous  sulphate,  FeSC>4 

Trace 

1000  c.c. 

This  medium  is  of  special  value  for  the  determination  of  sulp 
reduction. 
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Dolfs  Medium  (1906).    The  following  media  were  found  to  grow 
}.  coli  well  in  twenty-four  hours. 

^Medium  I. 

/CONH2 

Asparagm,  C2Ha(NH2K  1  gm. 

xCOOH 

Dibasic  sodium  phosphate,  Na2HPC>4 0.2  gm. 

Distilled  water 100  c.c. 

^rledium  II. 

Asparagin 1  gm. 

Dibasic  ammonium  phosphate  (NHU^HPO-i. .     0.2  gm. 
Distilled  water 100  c.c. 

Ttie  following  solid  media  were  prepared: 

Purified  agar,  3  per  cent  solution 250  c.c. 

Asparagin... 2.5  gms.  ] 

Na2HP04 0.5  gm.    \     250  c.c. 

Distilled  water 100  c.c.     J 

Nitrogen-free  Medium  for  Bacteria  (Smith,  1905). 

Triple-distilled  water 1000  c.c. 

Cane  sugar 5  c.c. 

Monopotassium  phosphate,  KH2PO4 2  c.c. 

Magnesium  sulphate,  MgSC>4- 7H2O 0.1  c.c. 

Sodium  chloride,  NaCl 0.5  c.c. 

All  apparatus  should  be  scrupuously  clean  and  only  chemicals  of 
known  purity  should  be  used. 

Doz's  (1910)   Solution  for  Fungi.    Modified  Czapek's  Medium. 
(See  Thorn,  1910). 

Distilled  water 3000  c.c. 

Magnesium  sulphate,  MgSO 1.5  gms. 

Dibasic  potassium  phosphate,  K2HPO4 3.0  gms. 

Potassium  chloride,  KC1 1.5  gms. 

Ferrous  sulphate,  FeSC>4 03  gm. 

Solidified  media  may  be  obtained  by  the  addition  of  agar. 
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Czapek's  Solution.    Cultivation  of  the  fungi.     (From  Smith,  11 

Distilled  water 1000  c.c. 

Magnesium  sulphate,  MgSOi-TH^O .50  gm. 

Dipotasshmi  phosphate,  K2HPO4 1 .00  gm. 

Potassium  chloride,  KC1 0.50  gin. 

Ferrous  sulphate,  FeS04 0,01  gm. 

Sodium  nitrate,  NaNOa 2.00  gms. 

Cane  sugar 30 .  00  gins. 

Pasteur's  Medium  (after  Besson). 

Water 100  gms. 

Candied  sugar 10  gms. 

Ammonium  tartrate 0.1  gm. 

Ash  of  yeast 0 .  075  gm. 

Raulin's  Solution  for  Molds. 

Distilled  water 1500  c.e. 

Cane  sugar,  C12H22O1 1 70  gms. 

Tartaric  acid,  (CHOH)2(COOH)2 4  gma. 

Ammonium  nitrate,  NH4NO3 4  gms. 

Ammonium  phosphate,  (NH.O2HPO.4 0.G  gms. 

Magnesium  carbonate,  MgOOs 0.4  gm. 

Ammonium  sulphate,  (NHOaSO* 0.25  gm. 

Zinc  sulphate,  ZnS04-7H20 0.07  gm. 

Iron  sulphate,  FeS<V7H20 0.07  gm. 

Potassium  silicate,  KSiO 0.07  gm. 

Lipman-Brown  Medium  (1910). 

Water 1000  c.c. 

Dextrose,  CbHi206 10.00  gms. 

Dipotassium  hydrogen  phosphate,  K2HPO4.. .   0.50  gm. 

Magnesium  sulphate,  MgSO-i  •  7HeO 0 .  20  gms. 

Peptone 0 .  05  gm. 

Agar 20. 00  gms. 

Jordan's  Non-protein  Medium. 

Redistilled  water 1000  c.c. 

/CONHa 

Asparagin,  C;.H3(NH2)<  2  gms 

^COOH 

Magnesium  sulphate,  MgSQ4-7BsO 1  gm, 

Dipotassium  hydrogen  phosphate,  K2HPO4.. .         1  gm. 
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Beijerinck's  Medium  for  Nitrate  Reduction  (after  Fred). 

Dibasic  potassium  phosphate,  K2HPO1 0.5  gni. 

Potassium  nitrate,  KNO3 10.0  gms. 

Ethyl  alcohol,  C2H5OH 5.0  c.c. 

Tap  water 1000  c.c. 

VtTinogradsky's  Medium  for  Nitrite  Formation  (from  Ferd.,  1916). 

Ammonium  sulphate,  (NHA2SO4 1.0  gin. 

Dibasic  potassium  phosphate,  (K2HPO4) 1.0  gin. 

Magnesium  sulphate,  MgSO.i-7H20 0.5  gin. 

Sodium  chloride,  NaCl 2.0  gins. 

Ferrous  sulphate,  FeSO-r  7H2O 0.4  gin. 

Magnesium  carbonate,  MgCC>3  in  excess'. 5.0  gm. 

Distilled  water 1000  c.c. 

Giltay  and  Aberson's  (1891)  Solution.    For  Denitrifying  Bacteria. 

Distilled  water 1000  c.c. 

Potassium  nitrate,  KNO3 2  gins. 

Magnesium  sulphate,  MgS04 2  gins. 

Citric  acid 5  gms. 

Dipotassium  hydrogen  phosphate,  K2HPO4. .  .  2  gms. 

Calcium  chloride,  CaOk 0.2  gm. 

Sodium  carbonate,  Na2C(>3 i .  25  gms. 

/CONH2 

Asparagin,  C2H3(NH2)<  1 .00  gin. 

XJOOH 

This  medium  should  be  placed  in  fermentation  tubes  before  steril- 
isation. To  prevent  any  decomposition,  the  potassium  nitrate  and 
asparagin  should  be  dissolved  together.  The  other  salts  should  be 
dissolved  in  another  portion  of  water  and  the  whole  brought  up  to  a 
liter. 


Omelianski's  and  Winogradski's  Medium. 

Ammonium  sulphate,  (NH)SO 1  gin. 

Potassium  bi-phosphate,  KH2PO4 1  gm. 

Magnesium  sulphate,  MgSCV 7H2O 0.5  gm. 

Sodium  chloride,  NaCl 2.0  gms. 

Ferrous  sulphate,  FeS04-7HiO 0.4  gm. 

Basic  magnesium  carbonate,  4Mg( )( h  •  Mg'OH h  Excess 
Distilled  water 1000  c.c. 
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MacKensie's  Culture  Fluid  (from  Smith,  1905). 
Arid  ammonium  tartrate 

1 . 5  gmp. 

2 . 5  gn  is. 

1 . 5  gms. 

0,5  gin. 

5 . 0  gms. 

5 . 0  gms. 
15.0  gms. 
1000  c.c. 

,  1005). 
3 , 5  gms. 
1 . 5  gins. 
2 . 5  gms. 

15  0  gms. 
1000  c.c. 

1000  c.c. 
0.2  gm. 
1.0  gm. 

10  gms. 

45  gms. 
roth  or  to  silii 
3d.     (Smith.) 

■ 

1000  c.c. 

5  gins. 
2  gms. 

6  gms. 
4  gms. 

3 . 4  gms. 

10.0  gins. 

5  0  gms. 

0  2  gm. 

Ill  gm. 

1.1)  gm. 
1000  c.c. 

Lactose.  CiaHssOn 

Alkaline  to  phenolphthalein. 
Proskauer  and  Beck's  Culture  Fluid  (from  Smith 
Commercial  ammonium  carbonate  (NILJaCOs 

Fermi's  Culture  Fluid. 

Distilled  water. 

Magnesium  sulphate,  MgSO.i  ■  7HgO 

D  [potassium  hydrogen  phosphate,  HK2PO4.. . 
Ammonium  phosphate,  (NrLJsHPO* 

This  may  he  added  to  agar  in  place  of  peptone  1 
jelly  in  which  case  the  volume  of  H2O  must  be  reduc 

Fraenkel  and  Voges'  Solution  (from  Smith,  1905 

TJschinsky's  Protein  Free  Medium. 

Asparagin 

Ammonium  lactate 

Sodium  chloride,  NaCI 

Magnesium  sulphate,  MgSCUTHjO 

Calcium  chloride,  OaClj 

Dipotassium  phosphate,  KgHPO* 

Distilled  water 
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When  these  substances  are  thoroughly  dissolved,  add  40  c.c.  of 
glycerol    Tube  and  sterilize. 

Uschinsky's  Medium  (Smith's  1905  Modification). 

Distilled  water 1000  c.c. 

Ammonium  lactate. ; 5  gms. 

Sodium  asparaginate 2.5  gms. 

Sodium  sulphate,  NaS04-  10H2O 2.5  gms. 

Sodium  chloride,  NaCl 2.5  gms. 

Dipotassium  phosphate,  K2HI  J4 2.5  gms. 

Calcium  chloride,  CaCb. .  • 010  gm. 

Magnesium  sulphate,  MgSC>4 010  gm. 

Recommended  for  use  with  starch  jelly. 

Blood  and  Blood  Serum  Media 

Blood  Serum.  Beef  blood  should  be  collected  at  the  abattoir  in 
dean  containers  and  placed  in  the  refrigerator  until  a  clot  has  formed. 
The  clear  serum  should  then  be  decanted  or  better  siphoned  off  into  a 
sterile  flask.  For  the  preparation  of  Loeffler's  blood  serum,  1  part  of 
glucose  broth  is  mixed  with  3  parts  of  the  serum.  This  is  then  dis- 
tributed into  test  tubes  (or  other  containers)  and  placed  in  the  inspis- 
sator  in  a  slanted  position.  Small  tin  ointment  boxes  make  good  con- 
tainers when  the  blood  serum  is  to  be  used  for  routine  diphtheria  exami- 
nations. After  coagulation  has  been  accomplished,  the  boiled  serum 
should  be  sterilized  in  the  autoclave  at  a  temperature  of  about  112°  C. 
If  desired,  intermittent  heating  in  the  Arnold  may  be  used. 

Blood  Agar  (Besson).  1.  Melt  tubes  of  glycerol  agar  and  cool  to 
40°  C. 

2.  Add  to  each  tube  a  small  quantity  (1  c.c.)  of  blood  from  a  rabbit's 
artery.    Mix  without  shaking  the  tubes  and  cool  in  sloping  position. 

A  solution  of  hemoglobin  may  be  used  instead  of  blood. 

Blood  Agar  for  Streptococci  (Becker,  1916).  Standard  agar  used  in 
*ater  analysis  is  placed  in  quantities  of  40  to  100  c.c.  in  flasks,  These 
are  heated  until  the  agar  is  melted,  and  then  cooled  to  45°  or  50°  C. 
One  cubic  centimeter  defibrinated  human  blood  is  added  for  each  6  c.c. 
°f  the  agar  base  and  the  whole  is  thoroughly  shaken.  Approximately 
'  c.c.  are  used  for  each  plate.  Surface  streaks  are  made  and  observa- 
tions made  after  twenty-four  hours  at  27°  C.  Isolated  colonies  only 
should  be  studied. 
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Serum  Agar.  1.  Dissolve  1.5  grams  of  agar  in  100  c.c.  distilled 
water.     Filter,  tube  ;5  c.c.  in  each  tuhel  and  steriliie. 

2.  Cool  to  40c  C.  To  each  tube  add  an  equal  volume  of  sterile  serum. 
Mix  gently  by  rolling  the  tube  and  cool  in  a  slanting  position. 

Alkaline  Blood  Agar  (Dieudonne>.  Mix  equal  volumes  of  bovine 
blood  and  a  normal  solution  of  potassium  hydroxide.  Steam  for  one- 
half  hour:  mix  three  volumes  of  this  alkalin  blood  with  seven  volumes 
of  neutral  ito  litmus)  meat  broth  agar  and  pour  plates.  Dry  the  plates 
at  60r  C.  for  half  a  hour  and  keep  at  room  temperature  for  at  least 
tsrenty-four  hours  before  using  in  order  to  free  them  from  ammonia, 
the  evolution  of  which  would  prevent  the  growth  of  Microspira  choUrae. 
(Quoted  from  Goldbeigcr.  19 13 J 

Alkalin  Hemoglobin  Agar  for  Mkrospira  Cholerae  (Each,  1910). 
Dissolve  5  gms.  of  horse  hemoglobin  i  Merck » in  30  c.c.  of  a  half  normal 
sodium  hvdroxide  solution.  Steam  for  one-half  hour.  Mix  15  c.c. 
of  this  alkalin  hemoglobin  solution  with  85  c.c.  of  neutral  (to  litmus) 
meat  broth  agar,  pour  plates  and  dry  at  room  temperature  with  covers 
removed.  The  plates  are  ready  for  use  as  soon  as  dry — a  matter  of 
about  a  half  a  hour.     (Quoted  from  Goldbeigcr.) 

Milk  Media 

Casein  Agar  \ Ayres,  1913  .     Preparation  of  1  liter. 

Casein  solut  ion : 

300  c.c.  di>tilled  water. 

lOgins.  casein    Kimer  A:  Amend  C.P.  casein  prepared  accord- 
ing to  Hammarsten\ 
7  c.c.  normal  sodium  hvdroxide. 

Agar  solution: 

500  c.c.  distilled  water. 
10  gms.  agar. 

After  dissolving  casein  make  up  to  500  cubic  centimctere. 
To  300  r.c.  cif  water  idiMillcd1  add: 

10  gnis.  casein  i  Knurr  «V  Amend  C.P.  casein  prepared  accord-' 

mg  to  Hanim.'irsteni. 
7  c.c.  normal  so* hum  hydroxide. 

Dissolve  casein  by  heating  to  Utiling.    It  U  AmJTiHi  to  left  tk" 
solution  stand  for  several  hours  to  got  a  p        * 
not  necessary,  however    Make  up  vohnw 
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reaction  of  the  solution  to  between  +0.1  and  +0.2  Fuller's  scale. 
Do  Dot  allow  solution  to  become  alkaline  to  phenolphthalein  or  over 
+0.2.  If  the  casein  is  weighed  accurately  and  the  normal  solution 
accurate  the  reaction  will  be  about  +0.2. 

The  agar  solution  is  prepared  by  dissolving  10  gms.  agar  in  500  c.c. 
of  water.  Both  casein  and  agar  solutions  should  be  filtered,  then  mixed. 
Tube  and  sterilize  in  autoclave  under  pressure  for  twenty  minutes; 
then  cool  the  tubes  quickly  in  cold  water  or  ice  water.  The  final 
reaction  of  the  medium  will  be  about  +0.1  Fuller's  scale.  If  the 
medium  is  alkaline  the  bacterial  growth  will  be  restricted.  If  the 
medium  is  more  than  +0.1  some  of  the  casein  may  be  precipitated 
during  sterilization.  The  casein  agar  should  be  clear  and  almost 
colorless  when  poured  in  a  Petri  dish.  Sometimes  the  casein  will  be 
slightly  precipitated  during  sterilization  or  the  cooling,  but  it  is  of  no 
consequence  since  on  pouring  into  plates  the  precipitate  on  account 
of  its  finely  divided  condition  becomes  invisible. 

Whey  Agar.  Add  a  few  drops  of  acetic  acid  to  boiling  milk  until 
the  casein  is -precipitated.  Neutralize,  or  bring  to  1  per  cent  +  .  Dis- 
solve 1  per  cent  peptone,  2  per  cent  dextrose  and  1.5  per  cent  agar. 
Filter,  tube  and  sterilize. 

Plain  Milk.  This  may  be  made  from  fresh  skimmed  milk.  It 
may  be  used  in  many  of  the  different  laboratory  apparatus.  Very 
often  it  will  be  found  convenient  to  make  it  from  desiccated  milk. 

Desiccated  milk 100  gms. 

.  Distilled  water 1000  gms. 

The  milk  powder  should  be  added  to  about  200  c.c.  of  the  distilled 
*ater  and  thoroughly  mixed.  Beating  with  an  egg  beater  often  serves 
tfcs  purpose.  It  should  then  be  made  up  to  a  liter.  Sterilize  in  the 
Arnold. 

litmus  Milk.  Add  sterile  litmus  or  azolitmin  to  plain  skimmed  milk 
until  the  color  is  a  distinct  lavender.  Tube  in  any  of  the  laboratory 
apparatus  and  sterilize. 

litmus  Whey  (Petruschky).  Fresh  milk  is  slightly  warmed  and 
teated  with  dilute  hydrochloric  acid  to  precipitate  the  casein.  This 
18  filtered  off  and  dilute  sodium  carbonate  added  to  the  filtrate  to 
neutrality.  This  is  then  steamed  for  two  hours  to  precipitate  any 
casein  which  is  changed  to  acid  albumin  by  the  dilute  hydrochloric 
aoi  After  filtration  a  clear  neutral  solution  should  be  the  result. 
ThJ8  is  colored  with  litmus,  tubed  and  sterilized.  After  growth  the 
amount  of  acid  may  be  determined  by  standard  reagents. 
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Rice  Milk  (Besson). 

Milk 150  gms. 

Peptone  broth 50  gms. 

Powdered  rice 100  gms. 

Distribute  the  mixture  in  Petri  dishes  1-2  com.  deep.  Heat  to 
115°  C.  for  twenty  minutes.  The  mixture  solidifies  and  forms  an 
opaque  layer. 

Dialyzed  Milk.  Dialyzed  milk  may  be  prepared  by  the  addition 
of  .10  c.c.  of  hydrogen  peroxide  to  500  c.c.  of  milk.  Two  hours  later 
hydrogen  peroxide  should  be  added  again  and  after  four  to  five  hourc 
the  whole  is  dialyzed.  The  sugar  content  is  i  educed  50  per  cent  and 
the  normal  quantities  of  fat  and  proteins  are  preserved.  The  milk  is 
diluted  one-fifth. 

Milk  Agar  (Hastings,  1904).  This  medium  is  prepared  by  adding 
to  ordinary'  nutrient  agar,  which  has  been  melted  and  cooled  to  50°  C. 
10  per  cent  sterile  skimmed  milk.  If  the  milk  is  added  to  the  agar 
while  hot,  the  casein  will  l>e  precipitated  in  course  flocculent  masses. 
The  medium  is  poured  into  sterile  Petri  dishes  and  after  hardening  is 
streaked  with  the  cultures.  After  incubation,  if  proteolytic  action 
is  present,  there  will  be  a  clear  zone  about  the  streak  which  will  not 
change  when  treated  with  dilute  acids.  This  distinguishes  the  acid 
formers  from  the  proteolytic  bacteria. 
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CHAPTER  III 
STAINING  TECHNIQUE 

Since  bacteria  are  such  small  organisms,  they  must  be  examined 
collectively  and  only  in  rare  instances  as  individuals.  Barber  (1914) 
devised  a  method  whereby  single  cells  may  be  isolated,  but  this  pro- 
cedure is  better  adapted  to  advanced  work  where  very  accurate  results 
are  desired.  For  ordinary  work  the  bacteria  may  be  grown  either  in 
liquid  or  solid  media.  From  these  media  they  may  be  put  on  slides 
according  to  instructions  which  are  given  later.  After  these  slides 
or  cover  glasses  have  been  examined  they  should  be  dropped  into  a 
disinfectant  since  Rettger  (1913)  has  pointed  out  that  the  staining 
procedure  may  not  kill  the  organism. 

Hanging  Drop.  This  preparation  enables  the  bacteriologist  to 
observe  bacteria  under  the  microscope  in  the  free  condition  and  not 
fastened  to  the  slide  as  in  the  staining  methods.  There  are  several 
adaptations  of  this  method  all  of  which  lead  to  the  same  results,  i.e., 
suspending  the  organisms  in  a  drop  of  fluid  in  a  well  of  some  sort. 
Some  of  the  more  important  of  these  are  mentioned  below. 

Koch's  Concave  Slide.  This  consists  of  a  plain  glass  slide  with  a 
hollow  well  ground  in  the  middle.  The  cover  glass  with  the  culture 
is  placed  over  this.  Such  a  slide  is  quite  satisfactory  for  the  exam- 
ination of  bacteria,  but  may  be  too  shallow  for  the  study  and  continued 
observation  of  molds  since  the  mycelium  will  soon  fill  the  cell.  For 
this  purpose  other  slides  of  a  similar  nature  will  be  found  to  give 
better  results. 

Btittcher's  Moist  Chamber.  This  is  essentially  for  the  same  pur- 
pose as  the  concave  slide,  but  is  constructed  in  such  a  way  that  a  deeper 
well  is  secured.  These  may  be  made  by  fastening  to  an  ordinary  glass 
slide  a  glass  or  rubber  ring  about  1G  mm.  in  diameter  and  2  to  3  mm. 
high.  These  are  inexpensive  and  may  be  easily  glued  to  the  slide.  A 
preparation  made  with  one  of  these  may  be  securely  sealed  with  vaseline 
and  thereby  prevent  cva|H>ratton  which  is  an  important  factor  if  con- 
tinued observations  are  to  lie  made.  Other  forms  of  apparatus  which 
iy  be  uml  in  this  relation  tire  shown  in  Fig.  30. 

ft 
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Hanging  Block.  This  preparation  allows  the  bacteria  to  develop 
but  prevents  their  movement  and  thus  holds  them  in  one  place  for 
observation.  In  this  way  the  relation  of  cell  to  cell  may  be  studied. 
They  may  be  prepared  in  the  following  manner.  A  sterile  agar  plate 
p  poured  and  allowed  to  harden.  From  this  by  means  of  a  sterile 
i  sralpel  or  spatula  is  cut  a  block  of  the  agar  which  is  picked  up  on  the 
spatula.     On  its  surface  is  rubl>ed  a  small  amount  of  the  culture  which 
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■i- 30.— Types  of  Concave  Slid.-*  ;iii<1  Moist  Olmmlwre  for  Milking  Flanging  Drop 
and  Hanging-  Block  Mounts. 


r  Btlldy.  The  iigiir  block  is  then  put  up  on  n  sterile  cover  glass 
in  such  a  way  that  the  cells  of  the  organism  will  be  between  agar  block 
"d  the  cover  glass,  cover  slip.  About  the  edge  of  the  cover  slip 
should  be  placed  a  small  amount  of  vaseline  to  hold  the  slip  in  place 
sal  also  to  prevent  evaporation  if  the  mount  is  to  be  incubated.  These 
pn-parations  may  l»e  kept  for  some  time  if  desired.  Hill  (1902)  has 
I  the  application  of  this  preparation  to  the  observation  of 
developing  bacteria. 
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Chinese  Ink  Preparations.  The  urganisms  are  moun 
ink  and  are  unstained.  Therein  lies  the  special  ad van  i 
preparation.  Under  the  microscope  the  organisms  ap] 
parent  spots  in  a  dark  field.     Before  using,  the  ink  shou 


because   it   may   contain   many   bacteria.     After   the   i 

examination  may  be  made  either  with  or  without  a  cove 

Dark    Ground    Illumination.     By    this    method    the 

examined  in  the  unstained  condition.     In  ordec  to  be  o 
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objects  must  be  of  low  refractive  index.  This  method  of  observing 
bacteria  has  been  especially  valuable  for  the  study  of  Treponema 
pallidum  and  flagella  of  ordinary  bacteria. 

Theory  and  Methods  op  Staining 

The  staining  of  bacteria  should  be  regarded  as  a  delicate  procedure 
and  one  requiring  much  care.  It  should  not  be  considered — although 
it  probably  is  in  many  cases — as  a  saturation  of  the  cell  with  the  dye. 
Rather  should  it  be  regarded  as  a  chemical  reaction  involving  the 
same  laws  which  govern  chemical  changes.  It  doubtless  follows  the 
law  of  mass  action. 

Koch  (1877)  was  one  of  the  first  to  recognize  the  value  of  aniline 
dyes  for  staining.  For  convenience  the  aniline  dyes  have  been  divided 
into  two  classes — the  basic  and  acid  dyes.  The  basic  aniline  dyes 
contain  amido  groups  while  the  acid  dyes  contain  the  hydroxyl  groups. 
The  basic  dyes  are  usually  used  as  the  salts  of  hydrochloric  acid  while 
the  acid  dyes  are  secured  as  sodium  or  potassium  salts.  Unna  (1888) 
has  mentioned  that  these  dyes  are  not  always  basic  but  may  be  salts 
neutral  in  character.  They  are  called  basic  simply  because  the  colored 
component  is  basic.  The  aniline  dye  does  not  separate  into  two  parts, 
the  basic  or  colored  part  attacking  the  cell  protoplasm,  but  rather  the 
entire  molecule  plays  its  part  in  the  staining  process.  That  the  stain- 
ing ability  is  determined  by  the  solvent  condition  of  the  dye  is  shown 
by  the  following  observations. 

1.  Pure  alcoholic  water-free  solutions  of  the  dyes  do  not  stain. 

2.  Pure  absolute  alcohol  will  not  decolorize  while  alcohol  diluted 
with  water  decolorizes  quickly. 

3.  The  more  perfect  the  solution  of  the  dye  in  the  solvent  the 
laser  does  its  staining  ability  become.  This  helps  to  explain  why 
absolute  alcohol  does  not  decolorize  or  why  pure  alcoholic  solutions 
do  not  stain. 

One  of  the  most  important  essentials  of  the  staining  procedure 
fc  clean  apparatus.  All  grease  and  foreign  matter  must  be  removed 
from  the  slides  and  cover  glasses  according  to  the  procedure  outlined 
under  cleaning  apparatus  in  the  first  chapter.  After  the  slides  have 
been  thoroughly  cleaned  they  may  be  kept  in  a  salt-mouth  bottle  in 
alcohol.  The  cover  slips  may  be  kept  in  a  short  wide-mouth  lx>ttle 
containing  alcohol  or  ether.  In  this  way  both  the  slides  and  cover 
glasses  will  be  free  from  grease  provided  they  are  thoroughly  cleaned 
and  rinsed  in  distilled  water. 
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Preparation  of  the  Smear.  The  smear  on  the  slide  or  cover  glass 
should  he  even  and  no),  loo  thick.  For  untiring  this,  a  dean  term 
glass  is  removed  from  the  bottle  and  allowed  lo  dry  in  the  air  or  by 
flaming.  By  means  of  a  sterile  platinum  loop  place  a  small  drop  ul 
sterile  water  on  the  slide  and  rub  a  little  of  the  culture  in  it.  It  is 
best  not  to  stir  too  much  but  by  gentle  tappings  add  enough  of  the 
growth  to  the  drop  of  water.     Spread  the  drop  of  water  over  the  glass 


.1.  Poplin's; 


2.— Types  of  Staining  Jurs  and  Dishes. 
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and  allow  to  dry  in  the  air  or  by  gentle  heating.  After  it  has  evap' 
orated  fix  by  holding  above  the  flame  at  a  point  which  is  not  uncom- 
fortable for  the  hand.  The  procedure  will  give  the  smear.  A  gooc 
preparation  should  have  the  organisms  evenly  distributed  over  it 
and  should  not  collect  in  droplets  due  to  grease.  The  smear  may 
now  be  subjected  to  any  of  the  many  staining  processes. 

Staining  Apparatus.  While  any  method  may  be  used  to  stain  bac- 
teria certain  pieces  of  apparatus  are  more  convenient  than  others. 
When  the  organisms  are  mounted  on  a  slide  they  may  be  covered 
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with  the  stain  or  immersed  in  it.  For  immersion,  many  different 
types  of  staining  jars  are  available.  When  the  staining  procedure 
is  carried  out  by  the  putting  the  dye  on  the  bacteria  on  a  slide  or  cover 
glass,  it  may  be  kept  in  ordinary  dropping  bottles. 

Stock  Solutions  of  Dyes.  These  may  be  made  up  and  kept  on 
hand  in  glass-stoppered  bottles.  It  is  best  to  keep  them  in  the  dark. 
Such  solutions  may  be  made  either  in  alcohol  or  water. 

Alcoholic  Stains.  Such  stains  are  made  by  dissolving  a  little  of 
the  dye  in  alcohol.  They  are  not  much  used  in  bacteriology  and  are 
usually  diluted  with  distilled  water. 

Aqueous  Alcoholic  Stains.  These  are  prepared  by  adding  to  dis- 
tilled water  a  portion  of  the  filtered  stock  solution  of  the  dye  in  absolute 
alcohol.  These  are  the  stains  which  have  the  greatest  use  in  the 
laboratory.  From  1  to  5  c.c.  of  the  saturated  alcoholic  solution  of  the 
dye  are  diluted  with  100  c.c.  of  the  water. 

Aqueous  Stains.  Pure  aqueous  solutions  are  weak  stains  and  have 
limited  use.  They  are  prepared  by  adding  to  the  distilled  water 
enough  of  the  dye  to  give  a  saturated  solution.  They  have  the  great 
advantage  that  over  staining  with  them  is  improbable. 

Mordants.  They  have  the  same  purpose  in  staining  that  they  have 
in  dyeing.  They  are  substances  which  unite  with  the  aniline  dye  and 
with  the  cell  protoplasm.  They  increase  the  rapidity  of  the  staining 
procedure  and  render  the  color  of  the  stained  protoplasm  more  intense. 
The  following  substances  are  used  as  mordants: 

Iodine  in  Lugol's  solution. 

Bromine  in  solution  with  potassium  bromide. 

Tannin. 

Different  acids. 

Alkalis. 


Gram  Stain.  Gram  (1884)  devised  a  differential  staining  procedure 
which  has  been  of  much  service  in  bacteriology.  The  explanation  of 
this  stain  is  not  definitely  settled.  Gram  in  his  original  work  did  not 
attempt  to  explain  it.  Unna  (1887)  put  the  explanation  on  a  chemical 
toss.  The  Gram  stain  is  an  arbitrary  procedure  and  a  variation  in 
the  details  of  it  are  very  important.  It  probably  depends  upon  the 
fact  that  the  pararosaniline  (methyl  violet,  gentian  violet)  compounds 
form  substances  with  iodine  which  are  insoluble  in  alcohol.  The  iodine 
salts  of  rosaniline  (fuchsin  and  methylene  blue),  however,  are  decomposed 
by  alcohol.  The  Gram  negative  bacteria  are  stained  only  with  the 
gentian   violet.    The  alcohol  washes  out  the  iodine.     The  iodine  in 


82  STA1NINI!  TECHNIQUE 

Gram  positive  bacteria  forms  a  compound  between  the  proloplasm 
of  the  cell  and  the  dye  which  is  insoluble  in  alcohol.  In  the  Qna 
negative  bacteria  this  compound  is  soluble  in  the  alcohol  and  broken 
up.  Knise  (1910)  attempted  to  explain  this  stain  by  (stating  that  the 
Qtata  positive  bacteria  are  more  resistant  to  autolysis,  solution  in 
strong  alkali,  etc.,  than  the  Gram  negative  bacteria.  Eiscnberg  (1900.1 
assumed  that,  the  differential  Gram  shiining  rested  Upon  the  presence 
of  some  special  compound  such  as  unsaturated  fatty  acids  or  plins- 
phatids  in  the  cell  membrane.  These  formed  a  compound  with  iodine 
which  renders  the  eel!  wall  impermeable  to  alcohol. 

Dreter,  Krieglcr  and  Walker  (1911)  in  seeking  aid  explanation  fur 
thin  stain  proposed  the  presence  of  lij>ui<lul  substances  in  the  (.Irani 
positive  bacteria  which  bind  the  pararosaniline  compounds.  This. 
however,  has  little  foundation  according  to  our  present  knowledge. 
Brudny  (1908)  regarded  differences  in  the  ]>crmeability  of  the  eflfl 
membrane  as  the  ini|iortant  factor.  With  the  Gram  positive  bae- 
teria  the  membrane  is  more  easily  penetrated  by  the  iodine  solution. 
The  structure  of  these  bacteria  is  probably  "  looser  "  and  the  stain 
gains  an  easy  entrance.  The  Gram  negative  bacteria,  however,  are 
not  penetrated  and  no  deposit  of  the  dye  takes  place  on  the  interior 
of  the  cell.  Benians  (1912)  places  the  explanation  of  this  stain  00,1 
definite  cell  membrane.  This  prevents  the  removal  of  the  dye  by  ihr 
alcohol  while  Hot  finger  (1916)  explains  it  from  the  standpoint  of  col- 
loidal chemistry.  He  states  that  the  relation  of  the  bacteria  to  this 
«iain  depends  upon  the  degree  of  dispersion  of  the  nucleoproteins,  In 
the  Gram  negative  bacteria,  the  stained  nucleoproteins  are  so  widely 
dispersed  that  they  are  not  seen.  In  the  Gram  positive  bacteria  (lie 
stained  nucleoproteins  form  a  coarse  emulsoid.  Gram  positive  bacteria 
are  said  to  become  Gram  negative  when  the  degree  of  dispersion  is 
increased  by  the  action  of  proteolytic  enzymes.  Gram  positive  DM" 
leria  resist  ferment  action  longer  than  Gram  negative.  Weinkopff 
(1911)  in  studying  tryptic  digestion  of  bacteria  concluded  that  the 
difference  between  the  Gram  positive  and  Gram  negative  bacteria 
rested  in  the  penetrability  of  cell  protoplasm.  Dreter  ft  al.  (1912) 
extracted  a  substance  from  Gram  positive  bacteria  (staphylococci) 
which  when  applied  to  Gram  negative  B.  coli  made  them  Gram  positive 
in  many  eases.  When  this  ether  extract  was  dried  on  a  slide,  the 
residue  took  the  Gram  stain.  This  investigator  also  treated  B.  coll 
with  lecithin  which  made  Ihem  Gram  positive.  That  the  Grain  nega- 
tive bacteria  are  structurally  different  from  the  Gram  positive  bacteria 
seems  to  be  indicated  by  the  work  of  Larson,  Hartzcll  and  Diehl  (1918). 
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These  investigators  stated  that  the  Gram  negative  bacteria  could  be 
broken  up  by  the  sudden  release  of  the  pressure  when  the  bacteria 
were  in  an  atmosphere  of  carbon  dioxide  while  the  Gram  positive 
bacteria  resisted  such  treatment.  The  latter,  although  killed,  under- 
went no  morphological  change. 

Procedure  for  the  Gram  Stain.    Prepare  a  smear  as  outlined  above. 

1.  Flood  with  aniline  gentian  violet  and  heat  gently  for  five  minutes,  i 

2.  Wash  in  water  and  immerse  in  Lugol's  iodine  solution  for  five 
minutes. 

3.  Wash  in  water  and  place  in  strong  alcohol  until  most  of  the  dye 
is  removed.  It  may  be  necessary  to  repeat  fliis  procedure  from  2 
if  any  dye  remains. 

4.  Wash  in  water  and  examine  or  counterstain  if  desired. 

5.  Counterstain  with  10  per  cent  solution  of  eosin  in  water. 

There  have  been  several  modifications  of  the  Gram  method  of 
staining  all  of  which  give  good  results  in  the  hands  of  those  who  pro- 
posed them. 

Nicolles  Modification  of  the  Gram  Stain.  This  is  similar  to  the 
above  except  that  carbol  gentian  violet  is  substituted  for  the  aniline 
gentian  violet  in  the  regular  Gram's  procedure.  Decolorization  is 
also  accomplished  with  acetone  alcohol  (1  part  acetone  and  2  parts  of 
alcohol). 

GRAM  POSITIVE  BACTERIA  GRAM  NEGATIVE  BACTERIA 

Staphylococcus  pyogenes  aureus  Gonococcus 

Staphylococcus  pyogenes  albus  Micrococcus  catarrhalis 

Staphylococcus  pyogenes  Bacillus  typhosus 

Pneumococcus  Bacillis  coli  communis 

Micrococcus  tetragenus  Bacillus  dysenteric 

Bacillus  Xerosis  Micrococcus  melitcnsis 

BaaBus  hoffmanii  Pseudomonas  pysocyaneus 

Oidhun  albicans  Bacillus  pneumonia?  Fried 

Bacfflus  tetanus  Bacillus  proteus 

Bacterium  diphtheria)  Bacillus  mallei 

Bacillus  aprogenes  capsulatus  Bacillus  influenza? 

Bacillus  lepnc  Koch-Weeks  bacillus 
Bacillus  anthracis 

Staining  of  Capsules 

Hair's  Method. 
I.  Mordant. 

Mercuric  chloride  (saturated  aq.  sol.) 2  c.c. 

Tannin  (20  per  cent  aq.  sol.) 2  c.c. 

Potassium  alum  (Sat.  aq.  sol.) 5  c.c. 
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II.  Stain. 
Carbol  fuchsin. 

III.  Counter  stain. 
Methylene  blue. 

The  smear  is  mordanted  two  minutes,  washed  in  alcohol  and  water  and 
then  stained  two  to  three  minutes  with  gentle  heat.  It  is  then  washed 
with  water  autl  remordantcd  again  for  two  or  three  minutes.  Counter- 
stain  with  methylene  blue. 

Welch's  Method.  Fix  the  smear  in  glacial  acetic  acid.  After  a 
few  sceonds  pour  off  the  acetic  acid  and  flood  with  aniline  gentian  violet, 
llcpcat  until  all  acid  is  removed.     Wash  and  examine. 

Huntoon's  Method 

Preparation  of  Reagents.  Solution  1.  To  be  used  as  diluent 
Three  grains  of  nut  rose  are  sifted  into  100  c.c.  of  distilled  water  ami 
heated  to  100°  C.  in  the  Arnold  sterilizer  for  an  hour.  Add  5  tfi 
of  a  2  per  cent  phenol  solution  to  act  as  a  preservative.  Decant  inli 
a  test  tube  and  allow  to  settle.  Employ  the  supernatant  liquid  as  the 
diluent.  (Since  the  supernatant  liquid  tends  to  l>ecome  thinner  by 
constant  precipitation  of  the  nutrose,  the  solution  should  occasionally 
be  rcboiled.) 

Solution  2.  Fixing  and  staining  solution. 

2  per  cent  aq.  phenol  solution 100  c. 

Concentrated  lactic  acid ...  .0.25  to  0.5  c. 

1  per  cent  acetic  acid  solution lc. 

Saturated  fuchsin  in  alcohol 1  c.i 

Carbol  fuchsin,  old  solution 1  c.i 

This  staining  solution  must  be  kept  tightly  corked. 

Tecunique  of  Staining 

1.  Employ  the  solution  (No.  I)  as  a  diluent  emulsifying  the  bac- 
teria in  1  or  2  loopfuls  and  (hen  spreading  in  as  thin  a  film  as  possible 
with  the  loop.  The  use  of  the  edge  of  a  slide  in  spreading  the  film  is 
not  lo  be  recommended. 

2.  Allow  to  dry  in  the  air. 

3.  Cover  the  film  with  the  fixative  and  the  staining  solution  (No.  2) 
and  allow  to  act  for  from  30  to  45  seconds. 

4.  Wash  quickly  in  water,  dry-  Olid  examine. 
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Staining  of  Spores 

Neisser's  Method.    Flood  the  smear  with  hot  aniline  fuchsin  for 

about  an  hour.     Wash  in  water  and  decolorize  with  acid  alcohol  (1  part 

HC1  and  3  parts  alcohol).    Too  long  decolorization  will  remove  the 

stain  from  the  spores  also.     Counterstain   with   methylene  blue  if 

desired. 

Chromic  Add  Method.  Place  the  smear  in  1  to  20  aqueous  chromic 
acid  for  five  minutes.  Wash  in  water  and  stain  with  carbol  fuchsin 
for  thirty  minutes.    Wash  and  examine. 


Staining  of  Flagella 

This  has  always  been  a  difficult  procedure  for  many  bacteriologists. 
It  may  be  due  to  lack  of  care  in  some  of  the  preparatory  procedures. 
Smith  (1905)  has  mentioned  some  of  the  common  errors. 

1.  Oily  or  otherwise  dirty  cover  glasses. 

2.  Unsuitable  cultures. 

3.  Breaking  off  the  flagella. 

4.  Uneven  or  too  copious  distribution  of  the  bacteria. 

5.  Imperfect  mordanting. 

6.  Excessive  mordanting. 

7.  Understaining. 

8.  Overstaining. 

9.  Precipitates  on  the  cover  glass  during  some  stage  of  the  process. 
TTte  greatest  error  probably  lies  in  dirty  slides  and  cover  glasses.  These 
should  be  cleaned  in  strong  alkali  in  order  to  saponify  any  animal 
pease  which  may  be  on  them.  Otherwise,  the  smear  will  "  roll  " 
and  not  spread  evenly.  The  culture  which  is  stained  must  be  young 
&nd  vigorous.  A  small  amount  of  this  growth  should  be  transferred 
to  a  test  tube  of  sterile  water  and  incubated  at  37°  C.  After  several 
boors,  some  of  this  suspension  should  be  put  on  slides  and  allowed  to 
dry  by  placing  the  slides  in  the  37°  C.  incubator.  The  smear  should 
then  be  fixed  and  stained  by  any  of  the  many  processes. 

The  author  has  secured  the  best  results  with  Loeffler's  method. 
A  double  boiler  is  prepared  from  two  beakers.  The  inner  is  supported 
by  pieces  of  cork.  The  staining  solution  should  be  put  into  the  inner 
one  and  the  temperature  raised  to  about  65°  C.  or  until  the  stain  steams. 
The  slides  are  immersed  in  this  solution  and  stained  as  long  as  required. 
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LoEFFLfcRS    MoHDANT 

Tannic  acid,  20  per  Cent  aqueous 10  c.c. 

Ferrous  sulphate,  saturated  aqueous 5  c.c. 

Basic  fuchsin,  saturated  alcoholic 1  c.c. 

Mix  and  filter  after  a  short  time. 

Loeffler's  Stain 

Basic  fuchsin,  saturated  alcoholic 2.5  c.c. 

Carbolic  acid 20.0  c.c. 

Van  Ermengen's  Flagella  Stain.     I.    Van  Ermenyen's  Mordant. 

Osmic  acid 50  c.c. 

Tannic  acid  aqueous  10-25  per  cent 100 

Four  drops  of  glacial  acetic  acid  should  be  added  to  the  above. 

II.  Silver  Baih.     A  0.25  to  0.5  per  cent  solution  of  silver  nitrate 
in  distilled  water. 

III.  Reducing  Bath. 

Gallic  acid 5  c.c. 

Tannin 3  c.c. 

Sodium  acetate  fused 10  c.c. 

Distilled  water 350  c.c. 

The  smear  should  be  covered  with  the  mordant  for  fifteen  minutes 
at  50°  C.  The  mordant  is  then  washed  off  in  distilled  water  an*' 
alcohol.  The  smear  is  then  placed  in  a  small  amount  of  the  silv«-r 
bath  and  gently  heated.  Without  washing,  it  is  then  put  into  thc 
reducing  bath  and  agitated  until  the  solution  begins  to  blacken.  1* 
is  removed  dried  and  mounted  for  examination.  The  apparatus  UWT 
in  this  procedure  must  be  absolutely  free  from  animal  grease.  Ktwttfd 
(1002)  has  suggested  some  improvements  in  Van  Ermengen's  pmcedur*5 
for  staining  flagelhi. 

Acid  Fast  Staining 

This  involves  the  formation  of  a  permanent  compound  hetween  the 
stain  and  the  cell  protoplasm — one  which  may  not  be  removed  hy 
comparatively    strong    solutions    of    mineral    acids.     These     bacteria 
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quire  a  strong  stain  with  a  mordant  and  once  the  cell  is  stained  it  is 

ecolorized  with  great  difficulty.     Different  reasons  such  as  a  thick 

lembrane  about  the  cell  or  peculiar  structure  of  the  cell  contents, 

ave  been  given  to  explain  the  acid  fast  staining  procedure.     Klebs 

1896)  has  shown  that  the  acid  fast  properties  are  lost  if  the  tubercle 

)acillus  is  extracted  with  ether.    Others  (Bienstock,  1886)  have  stated 

that  by  increasing  the  fat  content  of  the  cell  it  may  be  made  to 

take  on  acid  fast  properties.     Miller  (1916)  grew  tubercle  bacilli  in 

sperm  oil  and  attributed  the  variations  in  the  staining  properties  with 

carbol  fuchsin  to  the  production  of  free  oleic  acid  in  the  interior  of 

the  rod.    This  acid  was  believed  to  be  formed  by  the  spores  or  round 

granules  in  the  cell.     Bulloch   (1904)   when  studying  the  acid  fast 

properties  of  bacteria  isolated  a  wax  and  other  substances  in  the  nature 

of  fats  from  acid  fast  bacteria.     The  other  constituents  of  the  cells 

were  not  acid  fast.     Baumgarten  (1911)   thought  that    unsaturated 

fatty  acids  were  present  in  the  acid  fast  bacteria  which  united  with  the 

dye.    Benians  (1912)  claimed  that  the  cell  wall  was  the  important 

factor  in  retaining  the  dye.     He  states  "  for  the  present  the  evidence 

points  to  the  existence  of  a  waxy  layer  enclosing  a  protoplasmic  and 

fatty  cell  substance  and  conferring  on  the  organism  the  property  of 

resisting  the  penetration  of  acid  and  alcohol."     Aronson  (1910)  claims 

that  the  peculiar  staining  properties  of  the  tubercle  bacillus  are  due 

to  the  fat  content  and  not  to  any  peculiar  kind  of  protoplasm.    This 

waxy  substance  may  be  extracted  by  trichlorethylen. 

Ziehl-Nielsen  Method  of  Add  Fast  Staining.  Flood  the  smear 
with  the  stain  and  heat  for  ten  minutes.  Decolorize  in  25  per  cent 
mineral  acid  and  wash.  Counterstain  if  desired  with  eosin  or  Bismarck 
brown.    The  staining  solution  is  prepared  as  follows: 

Basic  fuchsin 1  part 

Absolute  alcohol 10  parts 

Carbolic  acid  (1  to  20) 100  parts 

Wright's  Method  for  the  Differential  Staining  of  Blood  Films  and 
Malarial  Parasites.  The  method  of  preparing  the  stain  and  applying 
it  is  outlined  by  Wright  (1902)  as  follows: 

I.  Preparation  of  the  Staining  Fluid.  Make  a  0.5  per  cent  solution 
of  sodium  bicarbonate  in  an  Erlenmcycr  flask  and  add  to  it"  1.0  c.c.  of 
methylene  blue.  Grubler's  BX  or  Koch's  or  Erlich's  rectified  methy- 
lene blue  may  be  used.  The  sodium  bicarbonate  should  be  entirely 
dissolved  before  the  methylene  blue  is  added.    The  mixture  should  be 
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steamed  in  an  Arnold  steam  sterilizer  for  one  hour.  The  steaming 
of  the  alkalin  solution  of  methylene  blue  effects  certain  changes  in 
the  methylene  blue  whereby  a  polychromatic  property  is  given  to  it 
so  that  the  compound  with  eosin,  which  is  Inter  to  l>e  formed  with  it, 
has  not  only  the  property  of  differentially  staining  the  chromatin?,  of 
the  malarial  parasite  but  also  of  differentiating  and  bringing  ouf  men 
sharply  the  nuclei  and  granules  of  the  white  blood  corpuscles. 

When  the  steaming  is  completed  the  mixture  is  removed  from  the 
sterilizer  and  allowed  to  cool.  When  it  is  cold,  without  filtering,  pour 
it  into  a  large  dish  or  flask  and  add  to  it  shaking  or  stirring  meanwhile 
a  1  to  1000  solution  of  eosin  (Grubler,  yellowish,  soluble  in  water  suffi- 
cient in  quantity,  until  the  mixture  losing  its  blue  color  becomes  pur- 
ple in  color,  aDd  a  scum  with  yellowish  metallic  luster  form  on  tie 
surface,  while  on  close  inspection  a  finely  granular  black  precipitate 
appears  in  suspension.  This  will  require  about  500  e.e.  of  the  eosin 
solution  for  100  c.c,  of  the  alkalin  methylene  blue  solution. 

The  precipitate  is  collected  on  a  filter  and  allowed  to  dry  (hereon 
without  washing.  When  thoroughly  dry  a  saturated  solution  in  pun: 
methyl  alcohol  is  made.  Three-tenths  of  a  gram  of  the  dry  substMM 
will  thoroughly  saturate  100  c.c.  of  the  methyl  alcohol  in  a  few  minutes. 

The  saturated  alcoholic  solution  of  the  precipitate  is  next  filtered 
and  to  the  filtrate  is  then  added  25  per  cent  of  methyl  alcohol;  && 
to  80  c.c.  of  the  saturated  alcoholic  solution  20  c.c.  of  methyl  alcohol 
are  added. 

This  somewhat  diluted  solution  of  the  precipitate  is  the  st;iinins 
fluid.  It  is  permanent  and  may  lie  kept  on  hand.  Care  should  be 
taken  to  prevent  evaporation  of  the  alcohol  so  that  the  fluid  may  not 
become  too  saturated.  The  object  of  the  dilution  is  to  prevent  precipi- 
t at  inns  on  the  blood  film  in  the  process  of  staining. 

II.  The  Staining  of  (he  Blood  Filmx.  The  films  of  blood  which  are 
spread  thinly  are  allowed  to  dry  in  the  air.  As  much  of  the  staining 
fluid  is  poured  upon  the  film  as  the  cover  glass  or  slide  will  readily 
hold  without  draining  off.  Allow  the  staining  fluid  to  remain  in  con- 
tact with  the  film  for  one  minute.  Next,  add  to  the  staining  fluid 
on  the  cover  glass  or  slide,  sufficient  water  drop  by  drop,  until  it  become* 
semi-translucent  and  a  reddish  tint  becomes  visible  at  its  margin, 
while  a  metallic  scum  forms  on  its  surface.  The  amount  of  water 
required  will  vary  with  the  amount  of  staining  fluid  on  the  preparation. 
Generally  8  or  10  drops  will  be  required  if  a  seven-eighth  square  cover 
glass  is  used.  The  staining  fluid  thus  diluted  should  be  allowed  to 
remain  on  the  preparation  for  2  or  3  minutes,  during  which  time  the 
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real  staining  of  the  preparation  takes  place,  and  is  then  washed  off 
with  water. 

The  differential  staining  of  the   preparation  is  accomplished   by 
washing  the  preparation  with  distilled  water.     The  washing  is  con- 
tinued until  the  better  spread  portions  of  the  film  appear  yellowish 
or  reddish  in  color.     This  method  of  differentiation  of  decolorization 
may  require  from  one  to  three  minutes  according  to  the  intensity  of 
the  staining  and  the  tint  sought  in  the  red  blood  corpuscles.     When 
the  desired  color  is  obtained  in  the  red  blood  corpuscles  the  preparation 
is  quickly  dried  between  filter  papers  and  mounted  in  balsam.     It  is 
important  to  stop  the  decolorization  by  drying  the  preparation  as  soon 
as  the  desired  tint  in  the  red  blood  corpuscles  is  obtained.     A  little 
experience  will  show  the  operator  how  far  to  carry  the  decolorization 
and  the  time  required  for  to  obtain  the  desired  tint  in  the  red  blood 
corpuscles. 

Summary  for  the  Method  of  Staining 

1.  Make  films  of  the  blood,  spread  thinly  and  allow  them  to  dry 
in  the  air. 

2.  Cover  the  preparation  with  alcoholic  solution  of  the  dye  for  one 
.minute. 

3.  Add  to  the  alcoholic  solution  of  the  dye  on  the  preparation  suffi- 
oent  water,  jirop  by  drop,  until  the  mixture  becomes  semi-translucent 
and  a  yellowish  metallic  scum  forms  on  the  surface.  Allow  the  mixture 
to  remain  on  the  preparation  for  two  or  three  minutes. 

4.  Wash  in  distilled  water  until  the  film  has  a  yellowish  or  pinkish 
tint  in  its  thinner  or  better  spread  portions. 

5.  Dry  between  filter  paper  and  mount  in  balsam. 

III.  Microscopical  Appearance  in  Blood  Films  Stained  by  this 
Hethod.  The  red  cells  are  orange  or  pink  in  color.  Polychromeato- 
philia  and  punctate  basophilia  (the  granular  degeneration  of  Grawitz) 
toe  well  brought  out.  The  nucleated  red  cells  have  deep  blue  nuclei 
and  the  cytoplasm  is  usually  of  a  bluish  tint.  The  lymphocytes  have  a 
dark  purplish-blue  nucleus  and  a  robin's  egg  blue  cytoplasm  in  which  a 
few  dark  blue  or  purplish  granules  are  sometimes  present.  The  poly- 
wdear  neutrophilic  leucocytes  have  a  dark  blue  or  dark  lilac-colored 
nucleus  and  the  granules  are  usually  of  a  reddish  color.  The  eosino- 
philic leucocytes  have  blue  or  dark-colored  lilac  nuclei.  The  granules 
liave  the  color  of  eosin,  while  the  cytoplasm  in  which  they  are  imbedded 
has  a  blue  color.     The  large  mononuclear  leucocytes  appear  in  at  least 
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two  forms.  Each  form  has  a  dark  or  lilac-coiored  nucleus.  The 
cytoplasm  of  one  form  is  pale  blue  ami  of  the  other  form  is  blur  with 
dark  lilac  or  deep  purple- colored  granules,  which  are  usually  not  so 
numerous  as  are  the  granules  in  the  polynuclear  neutrophilic  leucocytes. 
The  moat  cells  appear  as  cells  of  about  the  size  of  polynuclear  leucocyte* 
with  purplish  or  dark-blue  stained  irregular-shaped  nuclei  and  the 
cytoplasm  sometimes  bluish  in  which  coarse  spherical  granules  of 
variable  size  are  imbedded.  These  granules  are  of  a  dark-blue  or  purple 
color  and  may  appear  almost  black.  The  myelocytes  have  a  dark 
blue  or  dark  lilac-colored  nuclei  and  blue  cytoplasm  in  which  numerous 
dark  lilac  or  reddish  lilac-colored  granules  are  imbedded.  The  blood 
plates  are  deeply  stained  and  are  a  prominent  feature  of  nearly  all 
blood  preparations.  They  appear  as  blue  or  purple  rounded  or  oval 
bodies,  usually  of  a  diameter  of  one-third  to  one-half  of  that  of  a  red 
blood  corpuscle.  They  have  ragged  margins  and  present  fine  bluish 
or  purplish  dots  or  mottlings  in  their  substance.  In  some  instances 
the  blood  plate  appears  to  be  within  the  red  blood  corpuscle  or  partially 
within  and  partially  without.  The  plates  found  within  the  red  cells 
must  not  be  mistaken  for  young  malarial  parasites. 

Preparation  of  Common  Stains.    Alkalin  Methylene  Blue  (Loeffler's): 

Saturated  aleliolic  methylene  blue 30  c.c. 

Aqueous  KOH  solution  (0.1  per  cent) 100  c.c. 

Carbol  Fuck&in  (Ziehl) : 

Saturated  alcoholic  fuehsin  solution 10  c.c. 

Carbolic  acid  crystals ,5  gms. 

Distilled  water 100  c.c. 

Anilin  Gentian  Violet: 

Saturated  alcoholic  gentian  violet 11  c.c. 

Absolute  alcohol 10  c,c. 

Anilin  water 100  c.c. 

The  anilin  water  may  be  made  by  shaking  5-6  c.c.  of  anilin  oil  in 
distilled  water  anil  filtering. 

Lugol's  Iodine  Solution: 

Iodine 1  gm. 

Potassium  iodide 2  gms. 

Distilled  water 300  gms. 
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Stabilized  Gentian  Violet  (Stovall  and  Nicholls,  1916).  To  pre- 
vent the  usual  deterioration  of  gentian  violet,  the  following  stain  is 
proposed: 

Aniline 28  c.c. 

Gentian  violet 8  gms. 

95  per  cent  alcohol 100  c.c. 

Normal  hydrochloric  acid 5  c.c. 

Distilled  water 1000  c.c. 

The  gentian  violet  should  be  dissolved  in  the  alcohol.  The  aniline  and 
hydrochloric  acid  may  be  mixed  and  diluted  to  900  c.c.  Filter  these 
solutions  and  add  each  other  with  a  subsequent  filtration. 

Another  formula  for  gentian  violet  for  use  in  the  Gram  stain  has 
been  given  by  Kilduffe  (1909).     This  has  been  used  in  the  author's 
laboratory  and  has  given  good  results. 
Solvent 

5  c.c.  commercial  formalin. 
95  c.c.  distilled  water. 
Stain 
25  c.c.  saturated  alcoholic  gentian  violet. 
75  c.c.  of  the  solvent. 
or 
16  c.c.  saturated  gentian  violet. 


84  c.c.  solvent. 
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CHAPTER  IV 

CLASSIFICATION  AND  DESCRIPTION  OF  BACTERIA 

The  early  investigators  in  bacteriology  were  impressed  with  the 
newness  of  the  field  and  devoted  more  time  to  the  isolation  of  new 
forms.  At  this  time  classification  received  less  attention.  They 
examined  all  sorts  of  substances  and  described  many  shapes  and  sizes. 
The  condition  for  working  also  made  it  difficult  to  secure  accurate 
data  and  this  is  quite  essential  in  all  systematic  work.  Pure  cultures 
were  difficult  to  secure  and  the  microscope  approached  in  no  way  the 
perfection  of  the  modern  instrument.  Under  such  conditions  it  remained 
for  them  as  for  the  pioneers  in  'any  field  to  reproduce  the  facts  upon 
which  the  later  workers  could  build.  Consequently  the  arrangement 
of  bacteria  into  groups  or  related  masses  has  been  left  for  the  bacteri- 
ologists of  a  later  day. 

One  of  the  most  important  ideas  which  deviated  attention  from 
classification  was  the  conception  of  pleomorphism.  The  early  con- 
ception of  this  theory  has  been  well  stated  by  Fischer  (1900).  "  The 
pfeomorphists  maintained  that  a  coccus  did  not  necessarily  remain  a 
coccus  all  its  life  long,  but  it  could  under  certain  conditions  stretch 
itself  and  assume  the  shape  of  a  bacillus,  that  this  again  could  become 
curved  and  change  into  a  vibrio,  to  return  again  later  on  to  the  coccus 
form  that  it  commenced  with.  Words  like  Micrococcus,  Bacillus,  Vibrio, 
Spirillum,  which  we  know  now  to  have  a  definite  taxonomic  value, 
were  in  the  eyes  of  the  pleomorphists  worthless  designations  of  transient 
changes  of  shape/ '  Such  a  conception  of  bacterial  forms  easily  pre- 
vented or  inhibited  attempts  at  the  arrangement  of  the  described 
forms  into  a  classification.  This  idea  had  its  origin  in  the  beginnings 
of  biology  and  botany.  In  the  early  days  of  chemistry  it  was  one  of 
the  earliest  objects  of  the  science  to  change  copper  into  gold. 

In  bacteriology  this  theory  has  constantly  received  some  attention. 
Buchner  revived  it  when  he  reported  that  he  had  changed  Bacillus 
sibtilis  into  the  bacterium  specific  for  anthrax.  More  recently  Rosenow 
(1914)  has  reported  that  he  has  changed  the  streptococcus  into  the 
poeumococcus.    He  was  able  to  repeat  this  several  times.    The  serum 
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reactions  for  the  new  strain  possessed  all  of  those  of  the  true  pneumo 
coccus.  In  turn,  he  was  able  to  change  these  scrum  reactions.  Tlii 
raises  the  question  with  regard  to  what  characters  may  he  depcudw 
upon  for  constancy.  This  work  of  Rosenow  together  with  the  rcccn 
reports  on  life  cycles  may  make  it  necessary  to  introduce  new  method: 
of  classification.  In  the  study  of  the  higher  forms  of  life  the  km 
evolution  form  conveniently  lends  itself  to  abnormal  shapes. 

Anton  van  Lecwenhuck  (11183)  was  probably  one  of  the  first  .■ 
report  different  kinds  of  bacteria.  From  our  present  knowledge,  il  ii 
doubtless  true  that  he  had  a  mixture  of  the  various  forms  of  micro 
scopic  life.  At  this  time  the  methods  of  securing  different  dilution: 
were  not  perfected.  In  fact,  no  real  attempt  had  been  made  up  ti 
this  time  to  secure  pure  cultures  since  their  necessity  for  accurate 
bacteriological  work  had  not  been  realized.  Van  Leewenhoek  rEcog 
nized  curvet!  and  straight  forms  and  presented  drawings  with  his  paper 
This  contribution  may  be  considered  aa  a  classification  only  in  ihi 
most  general  sense  and  then  only  to  the  extent  that  different  shape 
were  observed.  It  is  not  certain  that  he  saw  many  bacteria  through  ti 
crude  apparatus. 

Mullcr  (1786)  studied  bacteria  from  a  zoological  standpoint  an1 
proposed  a  classification  which  never  had  very  extended  use.  Probabl 
he  also  observed  protozoa  with  perhaps  a  few  bacteria. 

Ehrenberg  (182S)  began  his  contributions  to  systematic  bactei 
ology  by  founding  the  genus  bacterium.  A  resume!  of  his  work  is  me 
turned  by  Smith.  This  genus  he  later  divided  into  several  parts.  . 
1838  he  published  his  work  "  Die  Infusionsthierchen  "  and  there 
describee  the  genus  bacterium  as  being  "  Die  quergetheilten  gehdr 
zu  den  Zitterheirchen  (Vibrionen)  die  laiigsgehici'ten  zu  den  Smbthp 
chen  (Bacillen)."  Ehrenberg  gave  us  several  terms  which  have  be 
retained  up  to  the  present  time  but  to  which  different  meanings  a 
attached. 

Cohn  (1872)  published  ;i  classification  which  was  used  for  some  tin: 
He  divided  the  bacteria  into  the  following  four'  groups: 

I.  Sphaerobaeteria 

Species  1.  Micrococcus. 

II.  Mierobaetcria: 
Species  2.  Bacterium. 

III.  Desmobacteria : 
Species  3.  Bacillus. 
Species  4.  Vibrio. 
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IV.  Bptrobacteria: 

Species  S.  Spirillum  (Ehrcnbcrg). 
Speeiea6.  Spiroclueto  (Ehrenberg), 

Cohn's  classification  is  not  used  at  the  present  time.  He  did  not 
make  ;i ny  provision  for  pleomorphic! i  and  thus  immediately  opposed 
himself  to  Klebs,  Buclmer  and  Lister.  It  was  about  this  time  that 
Bucbtiet  reported  the  changing  of  B.  subtilix  into  B.  anthraeia,  He 
publieatknu  of  Cohn  and  Koch  proved  the  constancy  of  this  char- 
intrrisijr  and  struck  a  forceful  blow  at  pleomorphism.  The  principal 
objectors  to  Cohn's  classification  were  the  medical  men,  but  after  the 
articles  of  ( loin  and  Koch  they  were  more  careful. 

Liatei  (1873)  was  one  of  the  bitterest  opponents  of  Cohn's  syMcm. 
Hi-  transferred  a  drop  of  sour  milk  in  which  he  had  observed  eocci  to 
ItoiIi  and  observed,  after  a  short  time,  long  chains.  He  used  such 
dula  to  BUpport  his  views  of  pleomorphism. 

1  ■  viiy  ( 1884}  divided  all  bacteria  into  two  classes,  those  forming 
eildOBpores  and  those  forming  art hrospores.  He  used  spore  formation 
in  a  different  sense  than  we  now  use  it.  Whenever  he  saw  a  cell  which 
I  from  the  normal,  he  called  it  an  arthroapore.  His  discussion 
on  the  formation  and  germination  of  spores  is  quite  complete  and 
mtomting. 

iberg  0891)  for  the  first  time  attempted  to  use  physiological 
tors.      Bacteria  were  divided  into   pathogenic  and   non-patho- 
genic varieties.     The  pathogens  were  again  divided  with  regard  to  their 
man  and  animals.     No  attention  was  given  to  spore  formation, 
■  IhiMini. 
Migtila  (1S!)7)  published  a  classification  which  has  been  generally 
Used  by  bacteriologists.     There  are  objections  to  it,  but  it  is  probably 
;i    good  I  working  basis  as  any  which  is  available.     This  is  given  as 
follows  by  Jordan  (1910): 


Classification  of  Bacteria — (Migula) 

i.'II-  glnbn.se  in  a  free  slato,  not  elongating  in 
:.uv  direction  before  division  into  one,  two, 
or  three  planes 1.  Coccace.T. 

'I, itriad,   lunger  or  .shorter,   and  only 

dividing    i ■   plain',   and   elongating  lo 

ihoul    twice  the  normal  length  before  Ihc 
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a.  Cells  straight,  rod-shaped,  without  sheath, 
non-motile,   or  motile   by  means  of 
flagella 2  Bacteriacea?. 

6.  Cells  crooked,  without  sheath 3.  Spirillacese. 

c.  Cells  inclosed  in  a  sheath 4.  Chlamydobacte 

1.  Coccaceae 

Cells  without  organs  of  motion: 

a.  Division  in  one  plane 1.  Streptococcus. 

6.  Division  in  two  planes 2.  Micrococcus.  * 

c.  Division  in  three  planes 3.  Sarcina. 

Cells  with  organs  of  motion : 

a.  Division  in  two  planes 4.  Planococcus. 

6.  Division  in  three  planes 5.  Planosarcina. 

2.  Bacteriacese 

Cells  without  organs  of  motion 1.  Bacterium. 

Cells  with  organs  of  motion  (flagella) : 

a.  Flagella  distributed  over  the  whole  body 2.  Bacillus. 

6.  Flagella  polar 3.  Pseudomonas. 

3.  Spirillaceae 

Cells  rigid,  not  snake-like  or  flexuous: 

a.  Cells  without  organs  of  motion 1.  Spirosoma. 

b.  Cells  with  organs  of  motion  (flagella) : 

1.  Cells  with  one,  very  rarely  two  to  three 

polar  flagella 2.  Microspira. 

2.  Cells  with  polar  flagella-tufts 3.  Spirillum. 

Cells  flexuous 4.  Spirochaeta. 

4.  Chlamydobacteriaceac  (Higher  Bacteria) 

Cell  contents  without  granules  of  sulphur: 
a.  Cell  threads  unbranched. 

I.  Cell  division  always  only  in  one  plane. .  .   1.  Streptothrix. 
II.  Cell  division  in  three  planes  previous  to 
the  formation  of  gonidia: 

1.  Cells  surrounded  by  a  very  delicate, 

scarcely  visible  sheath  (marine). .  .  2.  Phragm  idiot  hri: 

2.  Sheath    clearly    visible    (in    fresh 

water) 3.  Crenothrix. 

6.  Cell  threads  branched 4.  Chulothrix. 

Cell  contents  containing  sulphur  granules 5.  Thiothrix. 
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Fischer  (1897)  proposed  a  classification  and  system  of  nomenclature 
in  which  the  root  of  the  generic  name  expressed  the  shape  of  the  cell 
and  the  ending  the  arrangement  of  the  flagella  as  follows: 

Baktron  =rod  inium  =  monotrichous 

Kloster    =  spindle  ilium  =  lopotrichous 

Plectron  =  drum  stick  idium  =  peritrichous 

Using  this  system  a  peritrichous  rod  would  be  a  "  bactronidium." 
Fischer's  system  met  with  little  approval  and  is  not  used  by 
bacteriologists. 

Lehmann  and  Neumann  (1899)  published  their  classification  which 
has  had  rather  extended  use  in  the  science.  It  has  been  used  to  a  great 
ertent  by  the  medical  men.    They  proposed  the  following  system: 

1.    CoccacejE 

1.  Streptococcus.     Dividing  in  one  plane. 

2.  Sarcina.     Dividing  in  three  planes. 

3.  Micrococcus.  Irregular  division,  including  all  but  clearly 
marked  packets  and  chains. 

II.  BACTERIACEiE 

1.  Bacterium.  With  no  endospores,  rods  usually  0.8-1.0  microns 
in  diameter. 

2.  Bacillus.  With  endospores,  rods,  may  be  more  than  1.0  micron 
in  diameter. 

III.  SPIRILLACEiB 

1.  Vibrio.  Short,  rigid,  slightly  curved  cells,  with  1  to  2  polar 
flagella. 

2.  Spirillum.     Long  rigid  spiral  cells,  with  lophotrichic  flagella. 

3.  Spirochete.  Long  flexible  spiral  cells,  flagella  not  observed; 
motility  accomplished  by  undulating  membrane. 

This  is  essentially  a  morphological  classification  and  has  many 
advantages.  It  was  produced  at  about  the  same  time  that  Migula 
proposed  his  system. 

Jensen  (1909)  made  an  attempt  to  group  bacteria  according  to  their 
natural  development.     He  made  three  divisions  as  follows: 

1.  Those  bacteria  which  do  not  require  organic  nitrogen  or  organic 
carbon. 
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2.  Those  bacteria  which  require  organic  carbon  hut  are  able  t 
pense  with  organic  nitrogen.  These  forms  utilize  sugars,  niti 
ammonia  or  nitrates. 

3.  Those  forms' which  require  both  organic  nitrogen  and  ea 
Inorganic  substanees  are  of  little  use. 

Jensen  attempted  to  devise  a  system  which  would  show  the 
tionship  of  forms.  Reasoning  from  the  synthetic  processes,  he 
structcd  a  family  tree  for  bacteria.  His  nicthanoinonas  is  pro| 
OB  the  first  bacterium  on  earth  and  he  considered  it  the  beginning 
life.  The  method  of  nomenclature  in  this  system  is  cumbersornt 
so  far  his  proposals  have  been  of  little  more  than  theoretical  interes 

The  present-day  system  and  those  which  are  developed  in 
future  must  rest  upon  the  past  work  in  this  field.  Fischer,  in  his 
previously-  referred  to,  has  stated  that  the  very  factor  contrib 
to  the  progress  of  bacteriology,  the  number  and  variety  of  its  stud 
has  been  a  great  hindrance.  There  are  pathologists,  chemists,  brc 
botanists,  all  of  whom  are  making  species  or  varieties.  Fischer  doi 
claim  that  to  any  one  class  of  investigators  should  lie  given  the 
liege  of  systematizing  the  science,  but  that  established  prim 
should  be  followed. 

A  student  reviewing  the  systems  which  have  been  proposed  fa 
classification  of  bacteria  realizes  that  the  problem  is  a  difficult 
The  Dumber  of  systems  which  have  been  proposed  supports  this  s 
ment.  Smith  has  said  that  no  harm  will  come  to  anyone  if  all  of 
perplexing  questions  are  not  settled  definitely  within  his 
generation. 

The  Society  of  American  Bacteriologists  has  fieen  wrestling 
the  classification  of  bacteria  for  some  little  time.  The  Comn 
(Winslow,  1917)  has  made  an  interesting  report  in  which  the 
important  classifications  of  the  past  have  been  discussed.  This 
mittee  has  proposer!  the  following  eight  families: 

Family  1-  Nitrobacteriacese. 
Family  2.  Mycobacteriacera, 
Family  3.  Pseud  oi  no  lsadaeeffl. 
Family  4.  Spirillaceffi. 
Family  5.  CoccaeesE. 
Family  0.  Bacteriaeefe. 
Family  7.  Laetobacillacete. 
Family  8.  Bacillacese 
The  classification  will  probably  demand  much  more  study  bef< 
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satisfactory  one  has  been  developed.  Much  more  data  may  have  to  be 
secured  with  regard  to  the  life  histories  of  the  bacteria. 

Bacteriological  Groups.  The  arrangement  of  bacteria  into  physio- 
logical groups  have  been  carried  out  merely  for  convenience.  In 
some  instances  probably  these  groups  are  made  up  of  very  closely 
related  organisms;  in  other  cases  a  too  insignificant  characteristic 
has  been  taken  as  the  standard.  The  first  five  groups  of  Fuller  and 
Johnson's  classification  of  water  bacteria  have  been  made  on  the  basis 
of  chromogencsis.  Jordan  also  used  this  same  characteristic  when  he 
systematized  the  bacteria  which  he  isolated  from  the  Illinois  river. 
Rahn  states,  in  Marshall's  Microbiology,  that  this  is  a  convenient  and 
helpful  method  for  handling  the  bacteria.  As  mentioned  above  many 
of  the  groups  are  arbitrary  and  often  depend  upon  characteristics 
which  are  not  fixed.  Many  of  the  groups  need  to  be  subjected  to 
careful  study.  This  will  tell  whether  the  groups  approach  natural 
units  and,  if  they  do,  the  relation  and  characters  of  the  members. 
The  groups  of  pathogenic  bacteria  and  those  which  have  sanitary 
significance  have  received  careful  study. 

Life  Cycles  of  Bacteria.  It  has  been  the  custom  in  bacteriology  to  re- 
gard bacteria  as  monomorphic.  So  firmly  rooted  has  this  idea  become 
that  few  bacteriologists  have  given  thought  to  the  possibility  of  there 
being  life  cycles  through  which  the  bacteria  pass.  Involution  form  has 
heen  the  term  which  has  been  applied  to  many  of  the  forms  which  were 
fegarded  as  "  abnormal."  In  many  cases  these  were  explained  as  con- 
taminations and  the  culture  discarded.  That  bacteria  may  possess  more 
or  less  intricate  life  cycles  has  been  proposed  by  different  workers. 
When  the  data  from  these  different  sources  are  compared,  one  is  im- 
pressed with  the  possibility  that  bacteriologists  have  been  too  hasty  in 
deluding  all  of  these  abnormal  forms.  Lohnis  (1916)  has  given  this 
subject  most  intensive  study.  Some  of  the  conclusions  which  this  in- 
vestigator has  reached  are  as  follows: 

"A  comparative  study  of  42  strains  of  bacteria  has  shown  that  life 
cycles  of  these  organisms  are  not  less  complicated  than  those  of  other 
microorganisms.  As  representatives  of  all  groups  of  bacteria  have  been 
tested  and  all,  without  exception,  behaved  essentially  in  the  same 
manner,  in  all  probability  analogous  results  may  be  expected  with  all 
species  of  bacteria.     All  bacteria  live  alternately  in  an  organized  and 

• 

man  amorphous  stage.  The  latter  has  been  called  the  "  symplastic  " 
^age  because  at  this  time  the  living  matter  previously  inclosed  in 
the  separate  cell  undergoes  a  thorough  mixing,  either  by  a  complete 
disintegration  of  cell  wall,  as  well  as  cell  content,  or  by  a  "  melting 
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together/'  of  the  content  of  many  cells  which  leave  their  empty  cell 
walls  behind  them.  In  the  first  case  a  readily  stainable,  in  the  latter 
case  an.  unstainable  41  symplasm  "  is  produced.  Lohnis  later  states 
that  all  bacteria  multiply  not  only  by  fission  but  by  gonidia.  These 
may  become  exospores,  grow  to  full-sized  cells,  or  enter  the  symplastic 
stage.  Some  of  the  gonidia  arc  said  to  be  filterable.  Hort  (1917) 
working  independently  in  England  studied  B.  typhi  and  stated  that 
simple  binary  fission  was  not  the  only  method  of  reproduction.  He 
had  previously  received  similar  evidence  in  a  study  of  typhus  fever. 
Rosenow  (1917)  in  studying  acute  anterior  poliomyelitis  believed  that 
he  has  observed  a  transmutation.  All  of  these  data  from  so  many 
different  sources  point  out  the  fact  that  bacteria  may  pass  through 
different  stages  and  that  we  are  not  justified  in  excluding  all  aberrant 
forms  as  contaminations.  Should  these  data  be  further  confirmed, 
the  bacteriologist  may  find  it  necessary  to  alter  his  methods  of  analysis. 

The  Descriptive  Chart  of  the  Society  of  American  Bacteriologists. 
Bacteriologists,  for  some  time,  have  been  working  out  a  system  for 
classifying  bacteria.  The  Descriptive  Chart  of  the  Society  of  American 
Bacteriologists  represents  a  stage  in  the  development  of  this  effort. 
A  history  of  the  development  of  the  card  and  the  numerical  system 
for  recording  the  characters  of  bacteria  has  been  prepared  by  Harding 
(1910),  a  very  brief  outline  of  which  will  be  given  here. 

Johnston  (1895)  first  called  attention  to  the  possibility  of  using 
some  such  method  as  the  Dewey  decimal  system  for  recording  the 
important  characteristics  of  bacteria.  A  committee  which  in  its 
report  suggested  the  beginnings  of  such  a  procedure  was  appointed. 
Conn  adopted  their  suggestion  and  used  such  a  system  in  his  classifi- 
cation of  dairy  bacteria.  A  real  attempt  to  use  a  group  number  such 
as  our  present  one  was  made  by  Kendall  (1903)  at  the  Lawrence  Experi- 
ment Station.  This  is  reported  by  Gage  and  Phelps  (1903).  The 
genus  classification  of  bacteria  proposed  by  Migula  was  used  as  the 
basis  for  their  report. 

The  present  chart  has  a  group  number  depending  on  the  determina- 
tion of  ten  characteristics.  It  has  been  recently  described  by  Rr.hn 
and  Harding  (1910).  This  system  of  recording  the  characteristics  of 
bacteria  has  not  met  with  entire  approval  on  the  part  of  many  of  the 
workers.  One  of  those  who  wjis  instrumental  in  introducing  this 
numerical  system  has  said  that  it  was  a  thing  to  be  regretted.  Whether 
it  is  or  will  be  of  any  value  may  only  be  determined  after  it  has  been 
used  to  study  certain  groups.  This,  however,  has  been  done  by  a  very 
few   bacteriologists.     Harding   (1910)    reports  the  study   of   the    Ps. 
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campesbis  group.     For  each  strain  the  same  group  number  was  obtained 
which  would  indicated  that  it  was  well  fitted  to  these  bacteria.     This 
author  believes  that  it  may  not  "  carry  the  separation  to  a  group 
synonymous  with  the  ordinary  conception  of  species."   This  statement 
seems  to  have  been  borne  out  by  later  investigations.     Harding  and 
Pracha  (1908)  used  the  Descriptive  Chart  in  the  study  of  bacteria 
from  cheddar  cheese.     In  their  conclusions,  they  state  that  this  method 
of  recording  the  reaction  of  cultures  is  a  marked  advance  in  technique, 
and  that  shifts  in  the  cheese  flora  may  be  thus  traced  more  accurately. 
Tie  sum  and  substance  of  their  opinion  of  the  Chart  in  its  application 
to  the  study  of  cheese  bacteria  is  that  it  is  a  valuable  means  to  an  end. 
Harding,  Morse  and  Jone3  (1909)  in  their  study  of  soft  rot  organisms 
used  the  group  number.     By  examining  their  data  it  is  apparent  that 
the  group  number  is  a  valuable  aid.     Harding  reached  essentially  the 
same  conclusion  in  1910  when  he  studied  the  same  group  of  bacteria. 
Conn  (1906)  when  classifying  daily  bacteria  drew  no  conclusions  with 
regard  to  the  value  of  the  rudimentary  group  number  which  he  used. 
More  recently  H.  J.  Conn  (1915)  reported  the  study  of  130  strains  of 
B.  subiilis  by  means  of  the  Descriptive  Chart.     In  selecting  these 
strains  one-half  of  the  determinations  represented  in  the  group  number 
are  fulfilled  because  they  were  implied  in  the  definition  of  B.  subtilis. 
He  stated  that  different  group  numbers  did  not  always  represent  dif- 
ferent species,  and  that  better  methods  for  making  these  ten  deter- 
minations  should  be  devised.     This  worker  later  used  the  Descriptive 
Chart  in  another  investigation  involving  the  study  of  about  1000  pure 
8trains  isolated  from  soil   (Conn,  1917).     The  Chart  was  found  to  be 
quite  well  adapted  to  the  study  of  spore  forms  and  was  of  value  in  the 
"preliminary  study  of  other  forms  before  learning  what  special  tests 
were  best  adapted  to  them."     The  following  tests  were  reported  to 
pve  sufficiently  consistent  results  to  be  of  diagnostic  value:   shape  of 
vegetative  forms,  size  of  Vegetative  forms,  arrangement  of  flagella 
when  present,  presence  of  spores,  size  and  shape  of  spores,  growth  in 
the  absence  of  oxygen  liquefaction  of  gelatin,  nitrate  reduction,  chromo- 
tfneas  and  form  of  growth  in  liquid  and  solid  media.     At  times  some 
°f  these  gave  inconsistent  results.     Edson  and  Carpenter  (1912)  made 
n<>  statement  in  their  study  on  sap  bacteria  about  the  value  of  the 
Descriptive  Chart.     Tanner  (1918)  used    the  Chart  in    the  study  of 
Ween  fluorescent  bacteria  from  water  and  found  the  Chart  a  very 
convenient  method  for  carrying  out  such  a  study. 

Description   of  Microorganisms.    The  Descriptive    Chart  of   the 
Society  of  American  Bacteriologists  has  been  given  rather  extended 
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discussion  in  the  previous  paragraph.  From  this  it  will  be  seen  that 
those  who  have  really  used  the  Chart,  regard  it  as  an  aid  in  the  study 
of  bacteria.     Barring  certain  recognized  limitations  it  is  a  convenient 
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Flii,  85. — Showing  Characteristics  of  Colonies.  Thise  slioulrl  not  be  regar'lei]  :i» 
absolutely  constant.  Other  terms  may  be  used  which  will  more  porreetly 
ilcM'nbi-  a  colony  growth. 


method  (or  recording    the  salient    characteristics  of  bacteria.     Many 

of  those  who  criticize  it  most  severely  have  never  used  it  in  any  extended 
research.     The  student  will  find  the  Chart  a  convenient  factor  in  the 
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study  of  bacteria  from  foods.    The  following  glossary  of  terms  has 
been  taken  from  the  back  of  the  1912  Chart: 

Glossary  of  Terms 

Adherent,  applied  to  sporangium  wall,  indicates  that  remnants  of  sporangium 

remain  attached  to  endospore  for  some  time. 
Aerobic,  growing  in  the  presence  of  free  oxygen;  strictly  aerobic,  growing  only 

in  the  presence  of  free  oxygen. 
Ameboid,  assuming  various  shapes  like  an  ameba. 
Amorphous,  without  visible  differentiation  in  structure. 
Arborescent,  a  branched,  tree-like  growth. 
Anaerobic,  growing  in  the  absence  of  free  oxygen;  strictly  anaerobic  growing 

only  in  the  absence  of  free  oxygen;  facultative  anaerobic,  growing  both  in 

presence  and  absence  of  free  oxygen. 
Beaded,  in  slat  or  stroke  culture,  disjointed  or  semi-confluent  colonies  along  the 

line  of  inoculation. 
Bipolar,  at  both  poles  or  ends  of  the  bacterial  cell. 
Brief,  a  few  days,  a  week. 

Brittle,  growth,  dry,  friable  under  the  platinum  needle. 
BaDate,  growth  rising  in  convex  prominences,  like  a  blistered  surface. 
Butyrous,  growth  of  a  butter-like  consistence. 
Chains,  four  or  more  bacterial  cells  attached  end  to  end. 
Chromogenesis,  the  production  of  color. 
Cfliate,  having  fine  hair-like  extensions,  sometimes  not  visible  to  the  naked 

eye,  resembling  cilia. 
Clavate,  club  shaped. 

Cloudy,  said  of  fluid  cultures  which  might  indicate  growth. 
Coagulation,  the  separation  of  casein  from  whey  in  milk. 
Contoured,  an  irregular,  smoothly  undulating  surface,  like  that  of  a  relief  map. 
Convex,  surface  the  segment  of  a  sphere. 
Coprophyl,  dung  bacteria. 

Coriaceous,  growth  tough,  leathery,  not  yielding  to  the  platinum  needle. 
t  Crateriform,  a  saucer  shaped  liquefaction  of  the  medium. 
Crecateous,  growth  opaque  and  white,  chalky. 
Cuneate,  wedge-shaped. 

Curled,  composed  of  parallel  chains  in  wavy  strands,  as  in  anthrax  colonies. 
Kastatic  action,  conversion  of  starch  into  simpler  carbohydrates,  such  as  dex- 

trins  or  sugars,  by  means  of  diatase. 
Echinulate,  a  growth  along  line  of  inoculation  with  toothed  or  pointed  margins. 
Effuse,  growth  thin,  veily,  unusually  spreading. 
Endospores,  thick-walled  spores  formed  within  the  bacterial  cell;   i.e.,  typical 

bacterial  spores  like  those  of  B.  anthracis  or  B.  subtilis. 
Entire,  with  an  even  margin. 
£rose,  border  irregularly  toothed. 
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Filaments,  applied  to  morphology  of  barter  ia,  refers  t«>  thread-like  ftinns, 
generally  iinsegmented;  if  segmented,  to  be  distinguished  from  dinin- 
(q.v.)  by  the  absence  <if  constrictions  between  the  segments. 

Filamentous,  growth  composed  of  long,  irregularly  placed  or  interwoven  threads. 

Filiform,  in  stroke  or  stab  cultures,  a  uniform  growth  along  line  of  i  nocul.it  im:. 

Fimbriate,  border  fringed  with  slender  processes,  larger  than  filaments. 

Floccose,  growth  composed  of  short  curved  chains,  variously  oriented. 

Floerulcnt,  containing  small  adherent  masses  of  bacteria  of  various  slia|>m 
floating  in  the  culture  fluid. 

Fluorescent,  having  one  color  by  transmittal  light  and  another  by  reflected  lijfht. 

Gram's  stain,  a  method  of  differential  bleaching  after  gentian  violet,  motto) 
violet,  etc.  The  +  mark  is  to  be  given  only  when  the  bacteria  arc  deep 
blue  or  remain  blue  after  counter-staining  with  Bismarck  brown. 

Grumose,  clotted. 

Granular,  composed  of  small  granules. 

Infundibuliform,  form  of  a  funnel  or  inverted  cone. 

Iridescent,  exhibiting  changing  rainbow  colors  in  reflected  light. 

Lai-cmtc.  having  the  margin  cut  into  irregular  segments  as  if  lorn. 

I.til .;i 1 1-,  having  the  margin  deeply  undulate,  producing  lobes  (see  undulate). 

Long,  many  weeks  or  months. 

Luminous,  glowing  in  the  dark,  phosphorescent. 

Maximum  temperature,  temperature  above  which  growth  does  sol  take  pit* 

Medium,  several  weeks. 

Membranous,  growth  thin,  coherent,  like  a  membrane. 

Minimum  temperature,  temperature  below  which  growth  does  not  lake  pbtt- 

Myeelioid,   colonics   having    (he    radiate!  y    filamentous    iipj>carnnce    of  nuiM 

colonies. 

Napiform,  liquefaction  in  form  of  a  turnip. 

Nitrogen  requirements,  the  necessary  nitrogenous  food.  This  is  determined 
by  adding  to  nitrogen-free  media  the  nitrogen  compound  to  In-  tested. 

<  Ipaleseent,  resembling  the  color  of  an  opal. 

Optimum  temperature,  temperature  at  which  growth  is  most  rapid. 

Papillate,  growth  lieset  with  small  nipple-like  processes. 

Pellicle,  bacterial  growth  forming  either  a  continuous  or  an  interrupted  sheet 
over  the  culture  fluid. 

Peptonization,  rendering  curdled  milk  soluble  by  (In1  action  of  trypsin 

Peritriehiate,  covered  with  fkgella  over  the  entire  surface. 

Persistent,  lasting  many  weeks  or  months. 

Plumose,  a  fleecy  or  feathery  growth. 

Polar,  at  the  end  or  pole  of  the  bacterial  cell. 

Pseudozoogloe:c,  clumps  of  bacteria,  not  dissolving  readily  in  water,  arising 
from  imperfect  separation,  or  more  or  less  fusion  of  the  components  but 
not  having  the  degree  of  compactness  and  gelutini/.ation  >oeu  in  zoogloi'se. 

Pulvinate,  decidedly  convex,  in  the  form  of  a  cushion. 

Punctiform,  very  small,  but  visible  to  naked  eye;   under  I  mm.  in  diameter. 
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ladiate,  showing  ray-structure. 

taised.  gn>wth  thick,  with  abrupt  or  terraced  edges. 

(eduction,  removing  oxygen  from  a  chemical  compound.  Refers  to  the 
conversion  of  nitrate  to  nitrite,  ammonia,  or  free  nitrogen,  and  to  the  de- 
colorization  of  litmus. 

thizoid,  growth  of  an  irregular  branched  or  root-like  character,  as  in  B.  mycoides. 

ting,  growth  at  the  upper  margin  of  a  liquid  culture,  adhering  to  the  glass. 

tepand,  wrinkled. 

tapid,  developing  in  twenty-four  to  forty-eight. 

lugose,  wrinkled. 

accate,  liquefaction  in  form  of  an  elongated  sac,  tubular,  cylindrical. 

cum,  floating  islands  of  bacteria,  an  interrupted  pellicle  or  bacterial  membrane. 

low,  requiring  five  or  six  days  for  development. 

hort,  applied  to  time,  a  few  days,  a  week. 

pindled,  larger  at  the  middle  than  at  the  ends.  Applied  to  sporangia,  refers 
to  the  forms  frequently  called  clostridea. 

;porangia,  cells  containing  endospores. 

{preading,  growth  extending  much  beyond  the  line  of  inoculation,  i.e.,  several 
millimeters  or  more. 

Stratiform,  liquefying  to  the  walls  of  the  tube  at  the  top  and  then  proceeding 
downwards  horizontally. 

Thermal  Death-point,  the  degree  of  heat  required  to  kill  young  fluid  cultures 
of  an  organism  exposed  for  ten  minutes  (in  thin-walled  test  tubes  of  a  diam- 
eter not  exceeding  20  mm.)  in  the  thermal  water-bath.  The  water  must 
be  kept  agitated  so  that  the  temperature  shall  be  uniform  during  the 
exposure. 

Transient,  lasting  a  few  days.  ' 

Truncate,  ends  abrupt,  square. 

Turbid,  cloudy  with  flocculerit  particles,  i.e.,  cloudy  plus  flocculence. 

I  mljonate,  having  a  button-like,  raised  center. 

I  ndulate,  border  wavy,  with  shallow  sinuses. 

terrucose,  growth  wart-like,  with  wart-like  prominences. 

^  ermiforra-con toured,  growth  like  a  mass  of  worms,  or  intestinal  coils. 

I  fllous,  growth  beset  with  hair-like  extensions. 

Viscid,  growth  follows  the  needle  when  touched  and  withdrawn;  sediment 
on  shaking  rises  as  a  coherent  swirl. 

^oogloeae,  firm  gelatinous  masses  of  bacteria,  one  of  the  most  typical  examples 
^  which  is  the  streptococcus  mesenterioides  of  sugar  vats  (leuconostoc 
mwenterioides),  the  bacterial  chains  being  surrounded  by  an  enormously 
thickened  firm  covering  inside  of  which  there  may  be  one  or  many  groujw  of 
the  bacteria. 

Suggested  Procedure  for  Studying  Bacteria  According  to  the 
Descriptive  Chart  of  the  Society  of  American  Bacteriologists.  The 
ollowing  procedures  are  suggested  for  use  with  the  Descriptive  Chart. 
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One  nf  the  factors  which  hits  inhibited  ;i  more  extended-use  of  the 
has  been  the  lack  of  standard  method*  to  use  with  ii.  .Several  of 
tests  Deed  more  Bttidy.  The  Committee  on  the  Chart  fur  the  Identi- 
fication of  Bacterial  Secies  uf  the  Society  of  American  Bacteriologi-t* 
Ii  is  made  a  preliminary  report.  on  methods  to  be  used  with  the  Chart 
(Conn,  H.  J.T  1918).  Since  their  report  represents  the  attempt  on  the 
p.irt  of  an  organized  society  to  standardize  technique,  parts  of  their 
report  will  lie  reproduced  here. 

Media.  The  importance  of  using  carefully  prepared  media  does 
not  need  emphasis.  Greatest  care  should  be  used  in  adjusting  H 
reaction  to  true  neutrality  by  means  of  brom  thymol  blue.  All  media 
sin, uli!  !>e  prepared  after  the  Standard  Methods  of  the  American  Puhlif 
Health  Association. 

Invigoration  of  Cultures.  The  Committee*  has  made  the  following 
recommendation  with  regard  to  this  important  factor: 

Provided  a  medium  can  be  found  upon  which  the  organism  to  lie  studied 
grows  vigorously,  it  should  be  invigorated  Iwfore  study,  even  though  freshly 
isolated  from  its  natural  habitat.  The  procedure  to  be  employed  is  as  follows: 
Pre|Mire  duplicate  subcultures  in  standard  glurlosc  hroth,  and  on  standard  agar 
slopes,  placing  cultures  of  each  at  37°  and  25°.  On  the  basis  of  resulting  growth 
the  organism  falls  into  one  of  the  following  series: 

Series  I.  Organisms  which  produce  good  growth  (surface  growth,  dis- 
tinct turbidity,  or  heavy  precipitate)  in  twenty-four  hours  at  37°  in  glucose 
broth. 

.Smew  II.  Organisms  which  do  not  produce  good  growth  in  twenty-f"ar 
hours  as  above,  hut  do  in  forty-eight  hours  at  25°  in  glucose  broth. 

Strir*  III,  Organisms  which  do  not  grow  well  in  glucose  broth  but  do 
produce  good  growth,  on  the  surface  of  agar  in  twenty-four  hours  at  37°. 

Series  IV.  Organisms  excluded  from  the  above  groups  but  which  produce 
gooil  growth  on  the  surface  of  agar  in  forty-eight  hours  at  25°  C. 

Record  the  series  number  on  the  chart  at  the  proper  place  and  proceed 
with  the  invijrorat.ion  by  inoculating  into  another  tube  of  glucose  broth  (or 
Organisms  of  Series  III  and  IV.  Incubate  this  tube  at  the  temperature,  and 
for  the  time,  called  for  in  the  scries  which  it  belongs;  then  transfer  from  this 
tube  to  a  third  tube  and  incubate  as  before.  F'rom  this  third  culture  make  a 
gelatin  or  agar  plate  and  incubate  at  the  temperature  previously  used  until 
colonics  nf  sufficient  size  fur  isolation  arc  obtained. 

Transfer  from  a  typical  colony  to  one  or  more  agar  slants  and  incubate 
one  day  at  37°  or  for  two  days  at  25°  according  to  the  temperature  relation  of 
the  organism  studied. 

*  The  term  '"  Committee  "  when  used  in  this  chapter  will  refer  to  the  Committee 
mi  the  t'harl  fur  Idcntilication  of  Bacterial  Species  of  the  Society  of  American  liac- 
terinlogists. 
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[  In  case  the  organism  does  not  produce  growth  on  either  of  these  media  at 
either  temperature,  it  should  be  invigorated  with  any  medium  and  at  any  tern- 
-  perature  known  to  be  adapted  to  its  growth.  Under  such  circumstances, 
invigorate  by  the  procedure  just  outlined  but  using  the  medium  and  tempera- 
ture found  most  favorable  for  the  organism  in  question,  recording  on  the  chart 
the  method  of  invigoration  adapted.  If  no  conditions  are  known  under  which 
the  organism  in  question  produces  vigorous  growth,  it  should  be  studied  without 
preliminary  cultivation  as  soon  as  possible  after  isolation  from  its  natural 
habitat.  Such  an  organism  is  not  likely  to  give  good  growth  on  any  ordinary 
media,  and  the  results  of  the  study  called  for  by  the  chart  will  have  little 
significance. 

Motility.  Some  care  is  necessary  in  interpreting  the  results  of 
motility  determinations.  Positive  results  are  satisfactory  but  negative 
results  are  convincing  only  after  a  number  of  attempts.  The  safest 
method  to  follow  is  to  make  flagella  stains  for  if  the  organism  possesses 
flagella,  it  is  reasonable  to  assume  that  it  is  motile.  The  Committee 
states  that  even  negative  results  do  not  absolutely  prove  that  the 
organism  is  immotile. 

Vegetative  Cells.  Some  bacteria  go  into  the  spore  stage  so  quickly 
that  in  order  to  secure  vegetative  cells,  as  young  a  culture  as  possible 
should  be  used.  For  making  the  various  determinations  it  is  necessary 
tohave  a  young  and  vigorous  culture.  This  may  be  secured  by  passing 
it  through  a  process  of  rejuvenation  which  should  consist  of  continued 
transferring  to  a  medium  which  is  best  adapted  for  growth.  It  may  be 
necessary  to  determine  the  optimum  temperature  and  incubate  all 
cultures  at  this  temperature. 

Endospores.  These  may  usually  l>e  observed  on  the  smears  which 
have  been  stained  with  the  ordinary  alcoholic-aqueous  stains.  On 
account  of  a  different  type  of  protoplasm,  possibly,  they  resist  the 
staining  process  and  appear  on  the  smear  as  colorless  bodies  usually 
round  or  oval  in  shape.  In  some  celb  they  will  be  observed  in  the 
<ttfe  or  middle.  In  this  case  the  cell  has  not  decomposed  to  set  them 
fee.  Special  stains  may  be  used  for  indicating  the  presence  of  spores, 
the  procedure  for  which  has  been  given  in  the  Chapter  on  Staining. 
Very  often  these  special  methods  are  not  attended  with  much  success. 

Another  method  which  is  often  reliable  is  to  kill  the  vegetative 
cells  by  heating  in  broth  culture  for  thirty  minutes  at  80°  C  If  after 
this  procedure  growth  is  secured  by  subculturing  into  other  media, 
it  is  good  indication  that  the  culture  was  a  spore  former. 

Capsules.  The  presence  of  capsules  may  l>e  indicated  either  by 
special  staining  procedures  or  the  growth  in  the  common  media.     The 
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Special  staining  procedures  have  been  descril>od  in  the  Chapter 
Staining.  Capeulated  bacteria  usually  grow  with  a  sticky,  slimy  growth 
which  when  touched  with  a  needle,  will  pull  out  into  a  thread.  In 
liquid  media  the  sediment  in  the  bottom  of  the  culture  tube  will  often 
show  a  slimy  appearance.  On  the  ordinary  smears  stained  with  aque- 
ous alcoholic  solutions  of  the  aniline  dyes,  the  capsulated  baeterw 
often  show  a  halo  al>out  each  mil.  This  seems  to  resist  the  staining 
procedure  and  may  often  be  made  more  visible  by  slightly  moving  the 
fine  adjustment  of  the  microscope. 

Staining  Reactions.  The  theory  of  staining  and  the  preparation 
of  smears  has  been  fully  described  elsewhere.  To  "make  a  complete 
Study  of  the  staining  properties  of  an  organism,  all  of  the  stains  men- 
tioned on  the  Descriptive  Chart  should  be  used.  The  common  special 
Stains,  such  as  the  acid-fast,  should  also  be  tried. 

Oxygen  Relations.  The  relation  to  oxygen  may  lie  determined 
from  the  closed  arm  of  the  fermentation  tubes.  Before  using,  however, 
it  is  advisable  to  reduce  the  dissolved  oxygen  to  a  minimum.  This 
may  be  done  either  by  a  vacuum  pump  or  boiling. 

The  incubation  of  streak  plates  by  means  of  Torrcy's  method  will 
give  good  results.  Also  agar  streaks  of  the  organism  may  be  incubated 
in  a  Novy  jar. 

Nutrient  Broth.  After  this  medium  has  been  inoculated  from  » 
young  culture  of  the  organism,  it  should  Im?  incubated  at  the  optimum 
temperature  for  the  organism.  The  characteristics  of  growth  should 
be  recorded  on  the  ('hart  and  the  culture  saved  for  other  tests  as  here- 
after described.  Before  these  observations  are  made  the  tube  should 
be  shaken  as  little  as  possible  in  order  not  to  destroy  any  ring  or  pellicle 
formation. 

Agar  Stroke.     Streak  the  agar  slant,  in  a  straight  line  from  th' 
bottom  of  the  slant  to  the  top.     Care  should  lie  exercised  not  to  eu* 
through    the    surface   of   the   slant.      If   the    inoculum   is   depootei 
within    the    agar    when    it    is    intended    for    the    surface    anaerobic? 
conditions  may  l>e  established.     With  freshly  prepared  agar  streaks. 
in  the    bottom    of   which   is   water  "of   condensation,   cam   must  be? 
used  not  to  lay  them  flat  on    the  desk   since  a   spreading  growth  will 
usually  result. 

Agar  Colonies.  Pour  agar  plates  with  a  dilution  which  will  allow 
few  colonies  on  the  plate.  Ten  to  twenty  are  sufficient  when  cultural 
characteristics  are  to  Ih-  determined.  Spreading  colonies  should  lie 
avoided  either  by  inverting  the  plates  during  incubation  or  the  use  of 
Hill's  porous  covers. 
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Gelatin  Colonies.  See  the  directions  given  for  agar  colonies.  If 
the  culture  is  a  liquefier,  observations  should  be  made  at  frequent 
intervals  before  the  colonies  have  spoiled  the  plate. 

Gelatin  Stab.  A  straight  needle  should  be  used  and  the  tube 
stabbed  to  the  bottom.  It  should  be  incubated  at  20°  C.  and  frequent 
observations  made  to  determine  the  amount  of  liquefaction.  The 
amount  of  liquefaction  may  be  determined  by  means  of  a  millimeter 
rule.  The  Descriptive  Chart  adopted  at  the  1907  meeting  of  the 
Society  of  American  Bacteriologists  recommended  that  gelatin  tubes 
should  be  held  for  six  weeks  to  determine  liquefaction.  This  is  a  test 
upon  which  some  work  must  be  carried  out  in  order  to  secure  better 
methods  for  determining  gelatin  liquefaction  in  the  shortest  time. 
There  is  little  trouble  or  error  involved  in  reporting  positive  results 
but  the  time  is  an  important  element  with  negative  results.  Some 
bacteria  will  liquefy  gelatin  only  after  several  months.  This  indicates 
that  another  method,  by  which  to  more  sharply  distinguish  between 
the  liquefiers  and  the  non-liquefiers,  is  needed. 

The  Committee  has  proposed  to  make  the  method  of  Rothberg 
(1917)  provisional  until  it  may  be  tried  out.  Rothberg  gives  the 
organism  a  preliminary  cultivation  in  a  1  per  cent  gelatin  solution  at 
25°  or  37°;  then  inoculate  the  surface  of  gelatin  in  a  test  tube  and 
incubate  for  15  days  at  20°  C. 

Potato.  The  inoculation  of  potato  slants  should  be  made  in  the 
same  way  as  for  agar  slants.  After  the  observations  called  for  on  the 
Descriptive  Chart  have  been  made,  the  potato  may  l>e  tested  for 
diastasie  action  according  to  the  directions  given  under  "  Potato 
Starch  Jelly." 

Potato  Starch  Jelly.  Iodine  should  be  used  to  determine  the  presence 
of  diastasic  action.  Pour  the  contents  of  the  culture  tube  into  a  beaker 
and  dilute  with  distilled  water.  If  the  dilution  is  sufficient  and  if  the 
organism  possesses  a  diastase,  the  various  colors  of  the  starch  decom- 
position products  with  iodine  will  be  obtained.  Some  of  these  are  as 
follows: 

Starch blue  color  with  iodine 

Soluble  starch blue  color  with  iodine 

Erythordextrin .  red  color  with  iodine 

Achroodextrin no  color  with  iodine 

Maltose no  color  with  iodine 

Dextrose no  color  with  iodine 
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To  secure  success  with  this  method  !>oth  the  iodine  and  starch  solutions 
must  l>c  very  dilute.  The  same  method  has  been  applied  to  potato 
slants.  In  this  procedure  the  slants  are  thoroughly  mashed  and  after 
dilution  with  water  are  treated  as  above. 

Allen  (1918)  has  described  another  convenient  method  which  has 
had  rather  extended  use.  This  involves  the  use  of  a  0.2  per  cent  thymol 
starch  agar  which  is  poured  into  a  sterile  Petri  dish  and  allowed  to 
harden.  Streaks  are  made  on  this  and  after  incubation  the  dish  may  be 
flooded  with  iodine  solution.  A  clear  halo  about  the  growth  indicates 
diastasic  action  on  starch.  In  order  to  satisfy  the  requirements  of  the 
Descriptive  Chart  Allen  has  stated  that  a  clear  zone  of  more  than  2  mm. 
width  should  1m;  regarded  as  strong  while  a  feeble  action  is  denoted  by 
a  width  of  less  than  2  mm.  This  differentiation  called  for  on  Descrip- 
tive? Chart  is  rather  ambiguous  since  to  distinguish  between  feeble 
and  strong  diastasic  action  is  probably  unnecessary. 

Edson  and  Carpenter  (11)12)  to  determine  the  presence  or  absence 
of  diastasic  action  added  a  2  |>er  cent  thymol  starch  paste  to  a  10-day- 
old  broth  culture.  After  incubation  for  about  eight  hours,  the  culture 
was  tested  for  reducing  sugars  by  means  of  Kchling's  solution. 

Temperature  Relations.  The  determination  of  this  characteris*1* 
has  been  usually  limited  to  ^7°  C.  and  20°  ( ■.  Other  temperatures  iiuO' 
1k>  used  as  desired.  The  organism  should  be  inoculated  into  a  medi**1* 
in  which  it  will  grow  well.  This  culture  should  then  l>e  incubated  aX 
different  temperatures.  The  possibility  of  other  factors  inhibit*1" 
growth  should  be  carefully  guarded  against.  It  may  l>c  necessary  * 
study  this  characteristic  before  starting  the  other  culture  work  x 
order  to  determine  the  optimum  temperature.  , 

Cohn's  and   Uschinsky's  Media.     After  inoculation   they  shot** 
be  incubated  at  the  optimum  temperature.     The  observations  wh£^" 
should  l>e  made  are  mentioned  on  the  ('hart.     These  media  mav  aJ*^ 
be  used  as  a  base  to  which  other  compounds,  such  as  fats,  proteins,  et^~  ~ 
mav  be  added. 

Loeffler's  Blood  Serum.     Treat  in  the  same  wav  as  described  f*^ 
u  Agar  Stroke."     Make  the  necessary  records  on  the  Chart. 

Milk.     Frcshlv  skimmed  milk  should  be  sterilized  either  in  ter-= 
tubes    or    Krlenmeyer    flasks.     The    various    observations    should    \**- 
recorded  on  the  Chart.     The  proteolysis  of  casein  may  l>e  determine'** 
either  by  the  appearance  of  the  tube  or  by  means  of  the  Hastings  (1904  "* 
milk  agar  plate.     For  preparing  this  milk  agar  plate,  sterile  skimme*' 
milk  is  added  to  melted  plain  agar  which  has  Ikhmi  cooled  to  50°  C- 
and  poured  into  a  sterile  Petri  dish  to  harden.     The  strain  which  is 
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being;  studied  should  be  streaked  across  the  surface  of  the  agar, 
incubation  a  clear  zone  will  be  visible,  which,  if  due  to  true  proteolysis, 
will  not  be  rendered  opaque  if  treated  with  weak  acid.  If  a  clear  zone  is 
present  after  incubation,  it  may  be  due  to  either  proteolysis  or  the 
acid  formed  in  the  metabolism  of  the  organism.  To  prove  that  proteo- 
lytic enzymes  produced  it,  flood  the  plate  with  dilute  acetic  acid  and 
if  the  clear  zone  remains,  the  presence  of  a  protease  is  indicated. 

The  Descriptive  Chart  calls  for  the  determination  of  the  reaction 
on  certain  days.  In  the  past,  this  has  been  deternuned  by  titratine 
5  c.c.  of  the  culture  with  N/20  NaOH  or  HC1.  That  this  method  is 
not  accurate  has  been  shown  by  Clark  and  Lube,  In  order  to  take 
advantage  of  their  work  the  Committee  has  advised  the  following 
procedure: 

Acid  production  in  milk  can  be  detected  by  adding  bran  cresol  purple  to 
the  culture  and  comparing  with  the  color  obtained  by  adding  the  same  propor- 
tionate quantity  of  the  indicator  to  sterile  milk.     (Broro  thymol  blue  don  M* 
give  satisfactory  rendu  in  milk.)     Four  degrees  of  acidity  that  can  be  recog- 
nized in  milk  are  listed  in  Table  11.     They  correspond  closely  to  (hose  listed  •n 
Tahle  I,  differing  only  on  that  brum  cresol  purple  is  used  instead  of  hrom  thyn>°* 
blue  to  show  "neutrality"  and  that  the  curdling  point  (P,i=  i.7i  is  used  ,'-> 
tjeparate  between    "  moderate  "   and   "  strong  "   acidity   instead   of  the   le*^ 
definite  point  of  maximum  red  to  methyl  red.     The  same  method  of  m 
used  in  recording  acidity  in  clear  media  should  be  used  in  recording  that    ° 
milk. 


Table  VI 

DEGREES  OF  ACIDITY  EASILY  RECOGNIZED  IN  MILK 

(After  Conn  i-J  al.,  1918} 


N.iiiinl 

Weak 

Moderate.. 
Strong 

■ 


Indira  tur  lieu  tic 


\lppToimi»** 


S:ilrn-  COlOJ    Hltll  liiollL  r'N'So]    |il|l|)|i-    '     ;i-.  -I  r'rile  tllllk  :  ('<     2-fi.  S 

i.e..  I'l'i-  to  gray  green 
'  '.ili ii-  with  ht re.nl  [iur|ilf  lighter  than  i 

milk;  Le.,  gray  green  to  greenish  yaUovt 
YcIIoh  with  brom  itresol  purple.     Not  curdled. 
Curdled.     Blue  or  green 
Velio*  In  I  >n  hi  i  i  ilii],  nl   Mm  .Under  3  0 
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Table  VII 

SHOWING   DEGREES  OF  ACIDITY  EASILY  RECOGNIZED  IN  CLEAR 

MEDIA 

(After  Conn  it  a/.,  1918) 


Acidity. 


Indicator  Reactions. 


Neutral ,  Blue  or  preen  to  brom  thymol  blue, 


Weak 


Moderate 


Strung 

Very  strong. 


Yellow  to  brum  tlivmol  blue 

Purple  to  brom  ercsol  purple.* 

Yellow  to  brom  crcsol  purple 

Orange  to  methyl  red.f 
Maximum  red  to  methyl  red. 
Blue  or  green  to  brom  phenol  blue.* 
Yellow  to  bromphenol  blue 


*  l"*e  a  0.01  per  rent  alcoholic  solution. 
t  L*»c  a  0.02  per  cent  alcoholic  solution. 


Approximate 
P H  Value. 


Over  6.2 
5.2-6.0 

4.6-5.0 


3.2-4.4 
Under  3.0 


Litmus  Milk.  Growth  in  this  medium  is  not  much  different  from 
that  in  plain  milk.  If  the  tube  turns  to  a  white  with  a  pink  layer 
at  the  surface  which  is  in  contact  with  air,  the  presence  of  a  reductase 
for  litmus  is  indicated.  Clark  and  Lubs  (1017)  have  stated  that  brom 
crcsol  purple  may  be  used  as  a  substitute  for  litmus  in  milk.  The 
committee  regards  this  as  not  always  to  be  recommended  since  this 
dye  does  not  show  the  reduction  phenomena. 

Indol  Production.  Indol  is  formed  from  tryptophane  and  is  pro- 
duced in  media  which  contains  proteins  or  their  split  products  con- 
taining this  amino  acid.  Under  routine  conditions  the  production  of 
indol  may  be  determined  in  Dunham's  medium  or  in  the  plain  broth 
culture.  Zipfcl  (1912)  has  shown  that  trytophanc  in  an  inorganic 
medium  will  show  indol  formation  in  twenty-four  hours.  Since  tryp- 
tophane is  so  expensive  Cannon  (1916)  has  prepared  a  hydrolyzed 
casein  medium  with  which  it  is  claimed  that  good  indol  formation  is 
secured.  This  is  prepared  according  to  directions  which  are  given  in 
the  Chapter  on  Media.     The  following  tests  for  indol  may  be  used: 

Nitroso-Indol  Nitrate  Test :  Add  0.5  c.c.  of  concentrated  sulphuric 
acid  and  0.5  c.c.  of  dilute  sodium  nitrite  to  the  culture.  If  a  red  color 
is  obtained  the  presence  of  indol  is  indicated. 

Ehrlieh's  Test:  Add  0.5  c.c.  of  paradimethvlamidobenzaldehvde 
to  the  culture  and  if  indol  is  present,  a  deep  crimson  color  will  be 
formed. 
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Hydrogen  Sulphide.  Hydrogen  may  be  formed  from  many  of  the 
sulphur-containing  compounds.  When  formed  from  proteins  it  probably 
comes  from  cystine  or  some  other  sulphur  linkage.  It  may  be  detected 
by  suspending  a  strip  of  bibulous  paper  saturated  with  lead  acetate  to 
which  a  little  glycerol  has  been  added.  This  method  has  been  found 
to  yield  satisfactory  results  by  the  author. 

Ammonia  Production.  Dilute  the  culture  with  ammonia-free  water 
and  add  1  c.c.  of  Nessler's  reagent.  The  presence  of  a  yellowish-green 
color  indicates  the  formation  of  ammonia. 

Nitrate  in  Nitrate  Broth.  Ammonia,  see  above.  Nitrate.  The 
amount  of  nitrate  decomposed  by  an  organism  may  be  determined 
quantitatively  by  the  aluminum-reduction  method  which  has  been 
outlined  in  the  Chapter  on  Water  Analysis.  For  qualitative  results 
the  presence  of  nitrites  or  ammonia  in  a  medium  which  was  free  from 
these  substances  before  inoculation  may  be  taken  as  sufficient  evidence 
of  nitrate  reduction. 

Test  for  Nitrites.    The  same  method  may  be  used  for  the  qualita- 
tive estimation  of  the  presence  of  nitrites  that  is  used  in  the  quantitative 
determination.     The  Griess  method  has  had  much  application  and 
depends  on  the  formation  of  azobenzolnaphthylamin  whenever  nap**" 
thylamin  and  sulphanilic  acid  are  present  in  an  acid  solution  of  nitrites* 
Mason  (1912)  gives  the  reaction  as  follows: 


NH2-€6H4— HS03  +  HNO2  =  (YJti I^^q   +  2H2O 
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This  is  a  very  delicate  test  and  is  regarded  by  a  few  bacteriologists 
as  too  delicate  for  bacteriological  work.  If  a  control  tube  is  made 
accurate  results  should  Ix?  secured  by  its  use. 

To  determine  nitrites,  dilute  2  or  3  c.c.  of  the  culture  with  ammonia- 
free  water  and  add  \  c.c.  each  of  sulphanilic  acid  and  naphthylamin 
hydrochloride.  The  presence  of  a  red  color  when  viewed  the  long  way 
of  the  Nessler  tube  indicates  the  presence  of  nitrites. 
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Smith  (1905)  regards  the  iodine  starch  test  as  most  satisfactory  for 
microbiologists.  He  gives  the  procedure.as  follows:  "  Twenty-five  c.c. 
of  distilled  water  are  added  to  %  gin.  (more  or  less)  of  pure  potato 
starch  and  the  fluid  boiled.  One  cubic  centimeter  of  this  starch  water 
and  1  c.c.  of  freshly  prepared  potassium  iodide  water  (1:250)  are  now 
put  into  the  culture  fluid,  to  which  is  then  added  a  few  drops  of  strong 
sulphuric  acid  water  (2:1).  If  any  appreciable  quantity  of  nitrite  is 
present  the  culture  immediately  becomes  blue  black  from  the  libera- 
tion of  free  iodine  which  acts  upon  the  starch.  Old  potassium  iodide 
should  never  be  used  v/ithout  first  testing  carefully  as  it  usually  con- 
tains some  free  iodine."     Blank  determination  should  be  made. 

Silicate  Jelly.  Make  the  required  observations  and  record  on  the 
Chart. 

Fermentation  Reactions.  The  various  compounds  upon  which  it  is 
desired  to  study  the  action  of  microorganisms,  are  added  to  plain  broth. 
Great  care  should  be  used  in  the  sterilization  of  these  media  since 
Mudge  (1917)  and  Hasseltine  (1917)  have  shown  that  polysaccharides 
are  easily  hydrolyzed  to  monosaccharides.  The  latter  of  these  investi- 
gators found  that  serious  errors  were  introduced  in  the  study  of  B. 
prtm,  for  instance,  on  common  carbohydrates.  For  investigations 
requiring  accurate  data  other  methods  of  sterilization  than  moist  heat 
should  be  used.  The  broth  may  be  sterilized  by  filtration  after  the 
carbohydrates  have  been  added,  or  the  carbohydrate  solutions  may  be 
sterilized  by  filtration  and  added  to  the  broth  by  means  of  a  sterile 
Pipette  just  before  the  tubes  are  inoculated.  In  determinating  the 
reaction  of  the  fermentation  tubes,  it  has  been  the  custom  to  titrate 
5  c.c.  of  the  medium  with  N/20  NaOH  or  HC1  with  phenolphthalein 
as  the  indicator.  The  work  of  Clark  and  Lubs  has  shown  that  this 
method  does  not  allow  accurate  results.  They  have  advised  the  deter- 
nwnation  of  H-ion  concentration,  but  such  a  procedure  is  not  adapted 
to  routine  work  on  account  of  the  time  consumed.  In  place  of  this, 
these  workers  have  prepared  a  series  of  indicators  with  a  sufficient 
rauge  to  meet  the  requirements  of  bacteriological  media.  These 
should  be  used  where  it  is  possible.    They  are  given  in  the  appendix. 

Pathogenicity  to  Animals.  The  suspected  organism  should  be  fed 
to  different  laboratory  animals  and  also  injected  into  different  tissues. 
Hk  animal  should  be  kept  under  observation  for  a  short  period  before 
th«  experiment  begins.  After  injection,  it  should  be  constantly  watched 
and  weighed. 

The  Committee  recommends  the  use  of  these  indicators  and  makes 
the  following  statement: 
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In  careful  research  work  the  exact  shade  of  the  indicator  should  lie  compsrrd 
with  that  obtained  in  standard  "buffer"  solutions,  and  the  results  recorded 
in  terms  of  l'n.  In  laboratories  where  llie.se  solutions  cannot  lie  obtained,  itu 
better  to  record  the  results  as  simply  -+-  or  —  according  to  the  reaction  of  [be 
culture  to  litmus,  than  to  use  the  titration  method.  Under  such  conditions  it 
is  possible,  however,  to  obtain  a  rough  idea  of  the  hydrogen-ion  concentration 
by  the  u»e  of  Clark  and  Lubs'  series  of  indicators  without  making  accurate 
determinations  of  Pit.  Four  different  degrees  of  acidity  can  lie  easily  distin- 
guished by  this  simple  method  in  sugar  broth  with  initial  reaction  of  neutrality 
The  indicator  reactions  for  these  different  degree*  of  acidity  are  listed  in  table 
II  together  with  the  approximate  range  of  P„  to  which  each  corresponds.  In 
the  absence  of  accurate  determinations,  lliese  degrees  of  acidity  may  lie  recorded 
by  the  indefinite  terms.  "  weak,"  "  moderate,"  "  strong,"  and  "  very  strong," 
or  by  the  symbols  +,  +  +  ,  +  +  +,  aud  ++++• 

If  this  procedure  is  used  in  order  to  secure  data,  it  is  possible  tht 
a  more  satisfactory  method  may  be  developed  whereby  the  actus! 
acidities  of  the  culture  tubes  may  be  defined. 

Pathogenicity  to  Plants.  Apply  a  broth  culture  of  the  organism 
to  that  part  of  the  plant  feu-  which  it  is  supposed  to  be  specific. 

Loss  of  Virulence  on  Culture  Media.  The  loss  of  any  characteristic 
may  be  determined  by  comparing  it  before  and  after  prolonged  culti- 
vation on  artificial  media.  Attempts  should  also  be  made  to  bring  ''■ 
back  after  it  has  been  demonstrated  to  have  been  lost. 

Ferments.  The  presence  of  enzymes  may  l>e  determined  by  th*1 
decompositions  which  the  organisms  accomplish.  In  searching  for  th*' 
presence  of  any  special  enzyme,  a  substrate  containing  the  speci** 
compound  should  be  used.  Frankel's  medium  or  auy  other  suet 
medium  may  be  used  as  a  base. 

Toleration  to  Acids  or  Alkalis.     This  characteristic  may  be  del*^1 
mined  by  adding  different  amounts  of  normal  acid  to  alkali  to  pit*-1 
broth    before    inoculating   with    the   organism.     Quite   often   a   laf* 
amount  of  acid  or  alkali  may  precipitate  the  proteins  which  are 
the  media.     This  precipitation  must  not  be  confused  with  growth. 

Thermal  Death-point.     The  Committee  on  Identification  of  Spec  » 
of  the  Society  of  American  Bacteriologists  has  recommended  the  exp^ 
sure  of  the  organism  in  nutrient  broth  for  ten  minutes.     The  medit^ 
should  be  prepared  according  to  standard  methods  and  the  time  ve— 
Carefully  limited  to  ten  minutes. 
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CHAPTER  V 

STERILIZATION  AND  DISINFECTION 

Bacteria  do  not  exist  in  nature  as  pure  cultures.    Since  there  are  so 
many  varieties,  the  bacteriologist  must  use  media  and  apparatus  which 
we  free  from  not  only  bacteria  but  all  forms  of  life.    This  is  accom- 
plished by  sterilization,  which  is  to  be  distinguished  from  disinfection — 
the  removal  of  pathogenic  bacteria  only.    The  methods  for  sterilization 
may  be  classified  as  follows: 

L  Dry  heat: 
a.  Flaming  and  incineration. 
6.  Hot  air  oven. 

II.  Moist  heat: 

a.  Inspissator. 

b.  Streaming  steam  in  the  Arnold. 

c.  High  pressure  steam  in  the  autoclave. 

d.  Boiling. 

III.  Filtration: 
a.  Through  liquids. 

1.  Sodium  hydroxide,  sulphuric  acid,  etc. 
6.  Through  solids. 
1.  Sand,  cotton,  glass  wool,  porcelain,  etc. 

IV.  Light: 

a.  Sunlight. 

b.  Ultraviolet. 

Dry  Heat 

Death  by  drying  may  be  the  result  of  two  processes.    The  cell 

protoplasm  may  decompose  or  oxidation  may  take  place.    This  has  been 

studied  by  Paul  (1909)  and  his  co-workers  who  found,  in  general,  that 

the  rate  of  death  in  dry  heat  is  proportional  to  the  oxygen  concentration. 

This  would  seem  to  indicate  that  death  in  dry  heat  was  an  oxidation 

process,  although  other  reactions  may  enter.     With  regard  to  moist 
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bacteria,  the  oxidation  processes  would  be  limited  by  the  solubility 
of  the  oxygen  in  water.  According  to  Winkler  (1889)  this  is  10.14 
parts  per  million  at  15°  C.  and  760  mm. 

Incineration.  As  a  means  of  sterilization,  this  method  needs  no 
discussion.  It  is  plainly  a  process  of  oxidation  and  very  efficient. 
Small  incinerators  may  be  purchased  which  will  handle  practically  all 
ordinary  material. 

Flaming.  This  simple*  method  is  a  serviceable  one  for  the  bac- 
teriologist. Platinum  wires  may  be  sterilized  by  this  method.  Watch 
glasses,  slides,  etc.,  may  be  completely  sterilized  if  a  little  care  is  used 
during  the  flaming  process.  The  Bunscn  burner  or  alcohol  lamp  may 
furnish  the  heat. 

Hot-air  Oven.  The  apparatus  for  this  method  is  constructed. much 
like  the  ordinary  baking  oven.  Quite  often  an  attempt  is  made  to 
insulate  it  either  by  means  of  a  double  wall  or  some  special  material. 
The  temperature  is  usually  maintained  by  means  of  a  gas  flame  or 
electricity.  Some  hot-air  sterilizers  are  so  well  insulated  that  after 
the  tenn>erature  has  been  raised  to  180°  (■.,  this  temperature  is  main- 
tained for  a  long  time  even  though  the  source  of  heat  is  removed.  He 
hot-air  oven  is  used  for  sterilizing  all  dry  glassware.  This  should 
be  put  into  the  sterilizer  when  it  is  cool  and  gradually  raised  to  the 
sterilization  temperature.  A  temperature  of  180°  C.  for  from  one  hour 
to  one  hour  and  a  half  will  suffice  for  all  ordinary  apparatus.  H* 
method  has  definite  limitations  and  should  not  be  applied  to  the  aterih" 
zation  of  media,  thick  glassware,  etc.  1 

Moist  Hkat 

The  theory  of  sterilization  by  moist   heat   has  been  studied  l"*-2 
Chick   (1010).     Here  three  essentially  different   processes  take  plac*— - 

1.  Direct  effect  of  heat  on  bacterial  protein. 

2.  Effect  of  water  possibly  hydrolytic  on  these  proteins  at  hip 
temperature. 

3.  Desiccation  of  bacteria. 

It  was  |M)inted  out  by  Miss  Chick  that  an  analogy  exists  Ix'twccn^ 
the  disinfection  of  bacteria  by  hot  water  and  t he*  "heat  coagulation" 
of  proteins.  This  may  help  to  account  for  the  difficulty  with  which 
sjx)res  are  disinfected  by  hot  water  when  compared  with  the  vegetative 
cells.  The  protein  in  the*  spores  may  be  more  resistant  to  hydrolysis 
than  that  in  vegetative  cells.  Both  changes  follow  the  monomolecular 
law  and  both  are  greatly  increased  by  the  presence  of  minute  amounts 
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Chick  (1910)  states,  "The  sinking  similarity  between  the 
<rts  of  temperature  [drjO  oa  the  one  hand  and  hot  water  on  the  other 
icate  that  disinfection  by  the  latter  is  due  to  the  action  <>f  Water 
adulation  and  alteration)  upon  some  one  protein  which  is  essential 
life  of  the  bacterium  and  that  the  reaction  is  conditioned  by  ihe 
finical  action  of  water  upon  its  constituent  proteins."     The  follow- 


Stcriliier,  t-atilcnsctiliifccr  Type. 
itij:  facts  with  regard  to  disinfection  by  moist  heat  were  established 

by  Chick: 

1  Disinfection  proceeds  according  lo  Ihe  logarithmic  law  the  rata 
of  disinfection  being  proportional,  at  any  moment,  to  the  concentration 
of  surviving  bacteria. 

-■  The  presence  of  minute  quantities  of  acid  or  alkali  too  small  to 
produce,  any  direct  disinfectant  action  increases  the  reaction  greatly. 
The  acid,  however,  gave  the  greatest  increase.  This  presents  close 
y  to  the  "  heat  coagulation  "  of  proteins. 
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Rubner  (1913)  has  reviewed  the  application  of  steam  to  sterifi 
zation.  He  points  out  t hat.  vegetative  cells  contain  much  more  water 
than  spores  and  thus  succumb  mote  Quickly   to  the  action  of  heat 

Spores  contain  hydroscopic  water  which  soon  evaporates  leaving  dry 
bacterial  protein.  This  will  resist  heating  for  some  time.  Steam  at 
100°  C.  is  an  important  chemical  agent  since  hydrogen  sulphide, 
ammonia  and  carbon  dioxide  are  liberated  from  keratin,  casein,  and 
dried  bacteria  when  they  are  subjected  to  its  influence.  Rubner  found 
the  saturation  of  the  steam  to  be  about  as  important  as  the  temperature- 
Steam  at  100c  C.  with  a  saturation  of  80  per  cent  requires  five  times 
as  long  to  kill  bacteria  as  does  saturated  steam  and  steam  with  a 
saturation  of  70  per  cent  requires  twenty-two  times  as  long  as  saturated 
steam.  If  steam  at  100°  C.  is  superheated,  it  is  altered  in  two  ways. 
The  temperature  is  raised  which  makes  it  a  more  powerful  disinfectant 
and  the  saturation  is  lowered  which  makes  it  a  weaker  disinfectant. 
In  superheated  steam  at  110°  C.  made  from  steam  at  100°  C.  spores 
lived  twice  as  long  and  at  127°  C.  ten  times  as  long.  This  suggests  the 
correlation  between  the  temperature  and  saturation  which  are  very 
important  factors  in  sterilization.  According  to  the  laws  of  disin- 
fection, time  is  the  other  factor  and  it  cannot  lx-  separated  from  the 
first  two. 

High-pressure  Steam.  This  method  has  extensive  use  in  bacteri- 
ology. The  apparatus  is  called  an  autoclave  or  dressing  sterilizer. 
Several  types  are  used,  the  most  convenient  of  which  are  connected 
to  a  steam  main  from  a  power  plant.  Where  this  is  impossible,  it  may 
be  necessary  to  generate  the  steam  under  the  sterilizer.  This  usually 
requires  more  time  since  it  takes  some  time  to  get  up  the  pressure. 
Often  it  is  necessary  to  keep  water  in  the  bottom  of  the  sterilizer  in 
order  to  prevent  the  superheating  of  the  steam.  Under  practical 
conditions  this  is  usually  not.  necessary  since  the  steam  will  be  saturated. 
Tlie  following  table  will  show  the  relation  between  the  usual  pressures 
and  temperatures  required  for  sterilization  in  the  autoclave: 


Oa«e  Pressure. 

Ttmperaturo, 

Centigrade. 

Cage  Pntmrn. 

Temperature. 
Centigrade. 

0 

3 
10 

100 
109 
115.5 

15 
20 
40 

121.1 

126 
141 

In  the  presence  of  water,  Chick  has  shown  that  the  temperature 
is  an  important,  factor  in  sterilization.     The  temperature  coefficient 


high  nir-sKi  hi:  steam 
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pa  determined  for  li.  typhosus  and  tu  reported  ("  be  1.635  par  1° 
lr    136   per  ID0  C.     Here  again  the  killing  of  bacteria  in  llie  preaei 

r  w:ttiLr  ww  found  in  Ih'  analogous  to  the  "  heat  coagulation  "  of  their 
loBBtitoent   proteins. 


i ■-,...  : 

Tbe  autoclave  may  be  used  for  sterilizing  many  pieces  of  apparatus 
and  many  media.  It  has  the  advantage  over  other  methods  of  taking 
less*  lime.  It  has  been  recently  shown  that  less  hydrolysis  of  poly- 
rides  is  secured  in  the  autoclave  than  in  the  Arnold.  This  is 
what    was  believed,   for  it  is  statin!  in  many  places  that 


Titi.  38. — Autoclave  or  Dressing  Sterilizer.   Kuy-Schereer  Type. 
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the  Arnold  ste.im  sterilizer  too  should  he  used  on  such  substances  : 
[3gars  tn  prevent  hydrolysis. 

Boiling.  Practically  no  special  apparatus  is  required  by  tbi 
method  and  any  that  is  demanded  may  be  quickly  secured.  Probabl 
fifteen  minutes  is  sufficient,  for  vegetative  cells  by  spores  arc  too  resistar 
to  be  quickly  killed.  Surgical  instruments  may  be  sterilized  by  boilini 
The  wafer  should  be  boiled  for  ten  minutes  before  they  are  put  iu  i 
order  to  prevent  the  possibility  of  rusting. 

Streaming  Steam.     The  apparatus  which  is  used  in  this  method 
much   like  the  ordinary  steamer  which   is  available  in  the  kitche 


Fio.  39.— Arnold  St 


(Boston  Board  of  Health   PiittenO 


In  bacteriology  the  apparatus  is  known  as  the  Arnold  steam  sterilize 
It  was  devised  by  Tyndall,  and  improved  by  Koch  and  Arnold. 
consists  of  essentially  a  copper  box  with  a  false  bottom  through  whic 
the  steam  rises  to  escape  at  the  top.  There  is  no  superheating  in  tl 
Arnold  as  with  the  autoclave  and  it  requires  less  attention.  It  may  I 
used  in  two  ways — continuous  or  intermittently. 

With  the  continuous  method  the  material  to  be  sterilized  is  heate 
for  from  thirty  minutes  to  a  hour  and  a  half.  This  met  hod  has  tl 
disadvantage  that  such  prolonged  heating  may  cause  changes  in  tl 
materials.     Di-,  tri-,  and  poly-saccharidea  may  be  bydrolysed  proteii 
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tr.l,  etc.     Such  baa  been  found  to  be  the  case  as  mentioned 

•re. 

th  the  intermittent  method  the  material  is  heated  for  twenty  to 

ninitti'-  nil  three  successive  days.    On  the  firsl  day  the  vegetative 
e  killi-a.    Hie  second  .lay's  beating  will  destroy  those  vegetative 
liii'li  have  come  from  spores  which  passed  through  the  first  day's 
On  the  third  day  the  process  is  simply  checked  Up. 


(Inspissator). 


Bo media   which   arc  used   by   haeleriolotiists  inu.-t 

I  at  low  temperatures.     For  this  purpose  a  serum  coagulator 
lor  is   used.     The   media    is   heated  at   from  .57°   to  60"  C. 
nil   lengths  of  time.      Blood  serum  may  he.  heated  for  periods 
hour  or  for  a  longer  period  at  one  time. 

Btebiuzation  by  Filtration 

cation  is  an  efficient   method  of  sterilization  which  has  certain 
ages  over  other  methods.      It   leaves  the  filtrate  sterile 
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and  11  n changed.     Body  extracts  and  sera  may  be  thus  treated  to  rendg 
them  sterile. 

Filtration  through   Liquids.     The    action    is    entirely    mechanical   l 
unless  some  strong  liquid  such  as  sodium  hydroxide  or  sulphuric  arid  I 
are  used.     In  these  cases  the  bacterial  protein  is  decomposed  by  tlie 
chemical.     Rettgei'  applied  this  method  to  the  bacterial  examination 
of  air. 

Filtration  through  Solids.  The  same  principle  is  involved  here 
that  is  involved  in  the  use  of  the  cotton  plug  in  test  tubes  and  culture 
flasks.     Different  substances  have  been  used  but  most  attention  ha^ 


Fla.  41. — Diatomac;ous  Filters  fur  the.  ,Stfriliz:itii>ii  ■■!  liticferinl  Extracts  and  Boti.  ^ 
Fluids. 

been  given  to  cotton,  glass,  wool  and  sand.  Sand  is  used  in  the  standar-cJ 
method  for  the  bacteria!  examination  of  air  and  also  in  the  purificatio  »' 
of  water.  Stone  or  porcelain  filters  are  the  best  substances  for  labora- 
tory use.  They  may  be  secured  in  many  sizes  and  are  easily  sterilize<i 
and  cleaned. 

Dialysis.  In  this  medium  the  semi-permeable  membrane  is  useW 
as  the  filtering  medium.  Collodion  sacs  have  had  quite  a  little  use 
in  bacterial  work. 

Light 

Although  light  does  exert  an  antiseptic  action  on  bacteria  and 
may  even  totally  destroy  Ihein  after  a  long  period,  i(  is  scarcely  used 
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ay  the  bacteriologist  to  sterilize  media  or  apparatus.    The  work  on  the 
germicidal  action  of  light  is  extensive  and  those  wishing  bibliographies 
on  the  subject  should  consult  the  papers  of  Dieudonne  (1894),  Ward 
(1895)  and  Weinzirl  (1914). 

Ward  (1895)  using  anthrax  bacilli  and  spores  found  that  exposures 
of  one-half  to  one  hour  were  necessary  for  inhibition  of  growth  and 
that  one  and  a  half  hours  were  necessary  for  sterilization. 

Dieudonne  (1894)  worked  with  pathogenic  bacteria.  With  B. 
fwrescens  puditus  and  B.  prodigiosus  he  found  that  one  and  a  half 
koure  were  required  in  March,  July  and  August  and  nearly  twice  as 
long  in  November. 

Erase  found  that  an  atmosphere  of  oxygen  shortened  the  length 
of  life  by  one-half  over  that  of  hydrogen  when  bacteria  were  exposed 
to  sunlight. 

Weinzirl  (1914)  devised  a  new  technique  which  involved  exposure 
of  the  bacteria  on  paper  directly  to  the  sunlight.  He  stated  that  non- 
spore-forming  bacteria  were  killed  in  from  two  to  ten  minutes.  Such 
conditions  are  rarely  secured  in  nature  where  the  organisms  are  often 
accompanied  with  organic  matter.  For  spores  from  two  to  eight 
hours  were  necessary. 

The  various  colore  of  the  spectrum  exert  a  different  action  on  bac- 
teria. The  intensity  of  this  action  increases  as  one  goes  from  the  red 
toward  the  violet.  Apparent  destruction  is  noticed  only  after  the 
yellow  is  passed.  From  the  yellow  through  the  violet  and  ultra- 
violet, the  germicidal  action  is  at  its  maximum.  In  fact  it  is  now  well 
established  that  the  shorter  the  wave  length  the  greater  is  the  bacteri- 
cidal action.  Newcomer  (1917)  has  reported  experiments  which  indi- 
cate  that  X-ray  fluorescence  is  very  bactericidal.  X-rays  alone  exerted 
a  partial  bactericidal  effect  on  suspensions  of  typhoid  bacilli.  Kempster 
(1917)  exposed  tubercle  bacilli  to  X-rays  and  secured  a  reduction  in 
their  multiplication.  Inoculations  of  tubercle  bacilli,  which  have  been 
fcposed  to  X-rays,  into  guinea  pigs  caused  no  tubercular  lesions  to 
develop.  He  stated  that  the  phagocytes  were  able  to  overcome  the 
bacteria  if  their  multiplication  was  reduced. 

Ultra  Violet  Light.    This  light  on  account  of  its  short  wave  length 

possesses  decided  bactericidal  effects.     Ward  (1892)  in  studying  the 

effect  of  arc  spectra  on  bacteria  found  that  the  infected  plates  were 

sterilized  whenever  exposed   to   the  violet  or  ultra  violet  rays.    He 

successively  treated  Thames  River  water  by  submitting  it  the  effects 

of  ultra  violet  rays.     Houghton  and  Davis  (1913)  give  the  following 

conclusions  to  their  work: 
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A.  The  ultra  violet  rays  produced. by  the  Cooper  Hewitt  mercury 

9        q       arc     have    a    strong 
~       bactericidal  power. 

B.  Certain  varieties 
of  bacteria  in  aqueous 
suspension ,    including 
spore-forming    organ- 
isms,   arc    killed   by 
exposure  to  the  rays. 
Molds,    however,  are 
£       only      partially     de- 
§       st roved   l>v   the  ultra 
-  ^   violet  light. 
§  2        C.  The  action  seenis 
^  -    to  l>e  photo-meehani- 
|  s    cal  and  is  in  all  proba- 
g  |    bility  due  to  absorp- 
ff   tion    of    ultra   violet 
rays  by  bacterial  pro- 
toplasm. 

D.    Proteins   and 

other  bodies  of   high 

j:  5    molecular  weight  in- 

J  ~    t  erf  ere  with  the  action 

I  *    of  the  rays.  Turbidity • 

£  |.  both  organic  and  in- 

^  <    organic,  has  a  similar 

£  *j    action.     Color  within 

?§  t    certain    limits    seem? 

~  -    to  have  no  action. 

'2  Ultra    violet    light 

i        was  first  used  for  the 

?'       sterilization    of    milk 

and  since  this  time  its 

use  has  l>een  extended 

to     other      materials. 

Yon      Recklinghausen 

studied  the  action  of 

ultra    violet    light   on 

bacteria      in      water. 

Spores  are  said  to  be 
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1.5  and  five  times  as  resistant  as  vegetative  cells.  The  resistivity 
of  some  of  the  common  bacteria  is  shown  in  Fig.  42.  This  author 
does  not  believe  that  hydrogen  peroxide  is  formed  during  the 
action  of  these  rays.  Burge  has  demonstrated  that  these  radiations 
exert  a  strong  coagulation  of  the  protein  and  probably  the  same 
change  is  secured  on  bacterial  proteins.  He  declares  (Burge,  1917) 
that  the  theory  of  the  destruction  of  the  intracellular  enzymes  to 
explain  death,  is  not  true.  He  killed  some  bacteria  by  ultra  violet 
radiation  and  after  grinding  found  that  gelatin  was  liquefied.  In  this 
ease  the  intracellular  enzymes  were  not  destroyed  when  the  cells  had 
been  killed.  This  same-  opinion  was  advanced  by  Oker-Blom  (1913). 
He  argues  that  the  rays  act  directly  on  living  protoplasm  and  do  not 
act  through  ozone,  hydrogen  peroxide  or  nitrous  acid.  In  this  con- 
nection the  greater  resistance  of  the  fluorescent  bacteria  to  ultra  violet 
rays  found  by  Burge  and  Neill  (1915)  is  interesting.  They  found  the 
fiuorescent  bacteria  to  be  much  more  resistant  than  the  non-fluorescent. 
Harris  and  Hoyt  (1917)  state  that  visible  light  rays  are  not  as  a  rule 
absorbed  by  protoplasm.  Ultra  violet  rays  are  generally  toxic  and  they 
attempted  to  determine  what  constituent  of  the  protoplasm  was 
responsible  for  absorption  of  these  rays.  While  their  experiments 
were  carried  out  with  protozoa,  the  results  are  probably  applicable  to 
bacteria.  The  paramecia  were  suspended  in  different  solutions  such  as 
urca,  cane  sugar,  alanin,  leucine,  and  gelatin.  They  state  the  sus- 
ceptibility of  protoplasm  to  ultra  violet  light  is  conditioned  by  the 
absorption  of  the  toxic  rays  by  amino  acid  radicles  in  the  proteins. 
Newcomer  (1917)  reported  that  the  typhoid  bacilli  are  about  1  200 

o 

as  sensitive  to  ultra  violet  radiations  of  wave  lengths  2100-2800  Ang- 
strom units  as  a  photographic  plate.  This  decreases  to  almost  zero 
.  at  2970  units.  Browning  and  Russ  (1917)  working  the  Staphylococcus 
pyogenes  aureus,  B.  coli  and  B.  typhi  reported  that  ultra  violet  radia- 
tions with  wave  lengths  between  3800  and  2960  A  possessed  no  marked 
bactericidal  action.  Wave  lengths  between  2960  and  2100  A  were 
markedly  bactericidal. 

Disinfection 

The  distinction  between  sterilization  and  disinfection  is  quite 
artificial  in  many  cases.  In  both  processes  thq  death  of  bacteria  is 
concerned.  Disinfection  is  generally  regarded  as  the  removal  of  patho- 
genic bacteria  from  materials  while  sterilization  is  applied  to  those 
processes  which  remove  all  kinds  of  life.     Obviously  all  methods  of 
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sterilization  are  disinfection  processes.  Even  with  this  close  relation 
of  the  process  there  are  certain  procedures  and  reagents  which  are 
used  more  as  disinfectants  than  as  sterilizing  agents.  Many  of  these 
could  not  lie  applied  to  media  and  some  apparatus  since  some  of  the 
disinfectant  remains  after  the  treatment. 

Disinfection  is  a  chemical  process  and  therefore  follows  chemical 
laws.  Chick  ( 1908)  has  given  the  best  work  on  this  subject  and  much  of 
her  data  form  the  basis  upon  which  our  knowledge  with  regard  to 
disinfection  rests.  The  chemical  reaction  in  this  case  would  take  plate 
between  the  disinfectant  and  the  bacterium  protoplasm.  The  disin- 
fection process  follows  the  well-known  law  of  physical  chemistry— the 
monomolecular  law.  The  same  equation  may  be  used  provided  legi- 
timate substitutions  are  made  in  it  to  make  it  fit  disinfection. 


This  may  lie  changed  to 

; T  log  —  =  A  . 

(a  — d  12 
In  this  equation  cj  and  c>  have  been  substituted  for  ii)  and  n?  the 
numbers  of  surviving  bacteria.  For  such  a  discussion,  we  may  define 
the  monomolecular  law  as  one  governing  a  reaction  between  two  sub- 
stances where  the  change  in  concentration  of  one  may  be  measured. 
This  law  seems  to  l>e  followed  in  all  eases  of  disinfection  when  any 
agent  is  used  to  destroy  bacteria.  It  is  apparent  that  the  rate  of  death 
ia  always  proportional  to  the  number  of  cells  which  are  living  al  any 
given  time.  This  simply  means  that  where  there  are  larger  amounts 
of  reacting  substances,  more  reaction  is  secured.  Consequently  a 
greater  d:op  is  secured  in  the  curve  during  the  first  units  of  time. 
Some  objections  may  be  raised  against  regarding  disinfection  in  this 
light.  The  bacterial  cell  must  be  regarded  as  a  molecule.  It  is  quite 
different  since  it  possesses  "  life  "  and  is  surrounded  by  a  membrane. 
It  is  also  necessary  to  neglect  the  change  in  concentration  of  the  dis- 
infectant. At  present  the  disinfectant  is  usually  added  in  such  excess 
that  any  change  which  might  occur  is  neglected. 

Different  opinions  exist  with  regard  to  how  the  disinfection  process 
should  In*  explained.  For  disinfection  purposes,  a  bacterial  culture  is 
regarded  as  made  up  of  a  uniform  population.     Hewlett  (1909)   and 
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teichel  (1909)  explain  the  time  element  in  disinfection  by  assuming 
hat  the  different  cells  in  a  bacterial  suspension  possess  different 
resistances — the  weakest  or  less  resistant  cells  dying  first.  If  such 
rare  the  case  it  is  reasonable  that  most  of  the  cells  would  possess  the 
same  resistance  and  consequently  would  succumb  at  about  the  same 
time  and  that  at  each  end  of  the  process  we  would  be  dealing  with  the 
weakest  (less  resistant)  and  the  strongest  (most  resistant)  cells.  Such 
a  unimodal  curve  is  usually  secured  where  the  element  of  chance  or 
the  law  of  probability  enter.  This  same  monomolecular  law  is  followed 
among  human  beings  where  similar  individuals  and  a  multitude  of 
causes  of  death  obtain.  The  disinfectant  may  act  as  a  catalyzer  since 
the  process  demands  the  presence  of  water.  Where  water  is  absent 
disinfection  is  inhibited. 

Factors  which  Influence  the  Value  and  Use  of  Disinfectants.  The 
ideal  disinfectant  does  not  exist.  If  one  could  be  found,  it  would  con- 
form to  the  following  characteristics: 

1.  Low  cost. 

2.  Non-toxicity  to  man  and  animals. 

3.  Solubility  in  ordinary  reagents  in  sufficient  amounts  to  destroy 
bacteria. 

4.  Minimum  time  for  destruction  of  bacteria. 

5.  Great  penetrating  power. 

6.  Should  be  a  stable  compound  under  ordinary  conditions. 

7.  Should  not  react  with  cloth  dyes  or  wood  finishes. 

Inorganic  Compounds 

Lusini  (1912)  has  pointed  out  with  regard  to  the  cations  that 
although  the  disinfecting  property  is  not  a  function  of  the   atomic 
weight  the  heavy  metals  exert  the  greatest  action.     With  a  few  excep- 
tions, the  disinfecting  action  increases  with  the  chemical  affinity  of 
the  combined  elements.     The  alkali  group  is  less  powerful  than  the 
alkalin  earth  group.    The  last  mentioned  groyp  does  not  fit  in  with  the 
generalizations  above  since  its  disinfecting  power  is  in  inverse  ratio 
to  the  atomic  weight.     Among  the  other  elements  of  the  periodic 
system  iron  has  a  lower  activity  corresponding  to  its  low  atorfdc  weight; 
tin  has  a  higher  and  lead  still  higher  activity.     This  has  been  somewhat 
confirmed  by  other  investigations.     Bitter  (1912)  found  that  the  fol- 
lowing metals  exerted  an  antagonistic  action  toward  bacteria  drying 
mi  them.     The  intensity  of  action  is  in  the  following  order:     Copper, 
yrasa,  silver,  gold,  platinum,  lead,  cast  iron,  steel,  aluminum,  nickel. 
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zinc  and  tin.  The  action  was  found  to  lie  the  same  for  both  polishes 
ami  coJroded  metal.  Such  data  are  interesting  when  it  is  remembent 
that  some  of  these  elements  arc  used  for  the  manufacture  of  toilet 
articles  and  mouth  pieces  for  public  drinking  fountains.  Under  these 
conditions  a  disinfecting  action  could  hardly  be  expected.  Bacteria 
will  exhibit  great  development  in  cultures  containing  the  heavy  metals 
in  large  pieces. 

Halogens.  The  halogens  have  rather  important  positions  as  dis- 
infectants. Chlorine  has  had  much  use  as  an  internal  disinfectant  in 
diphtheria,  scarlet  fever,  etc.  It  is  contained  in  water  in  a  coneeo- 
t  ration  of  about  0.4  per  cent.  The  action  of  chlorine  is  generally 
admitted  to  be  an  oxidation  reaction.  Recently  it  has  replaced  blearh- 
ing  powder  in  the  treatment  of  public  water  supplies.  It  is  distributed 
in  the  liquid  form  and  has  many  advantages  over  calcium  hypochlorite. 

Bromine.  This  is  used  as  a  saturated  aqueous  solution  containing 
about  3  per  cent  of  the  element.  When  used  internally  the  strength 
of  the  solution  must  be  greatly  reduced  to  contain  about  0.3  per  cent 
It  is  a  strong  oxidizing  agent  and  readily  attacks  metals.  This  places 
some  limitations  on  its  use  as  a  disinfectant. 

to  dins.  A  5  per  cent  solution  with  lOper  cent  of  potassium  iodide 
is  a  reliable  disinfectant.  It  is  available  as  a  tincture  which  is  a» 
alcoholic  solution  of  the  element.  It  is  soluble  in  alcohol  to  the  extent 
of  ahnut  1  part  in  10.  Free  iodine  exerts  a  powerful  toxic  action  on 
bacteria  since  it.  unites  directly  with  the  bacterial  protoplasm,  tod* 
form  is  an  iodine  compound  (CHI3)  used  in  disinfection.  It  is  applied 
directly  to  wounds  and  unites  with  the  organic  matter.  Free  iodin 
results  and  iodoform  owes  its  action  to  the  iodine  which  is  thus  give 
off.  Often  it  is  made  into  an  ointment  by  mixing  with  some  carrie' 
Other  forms  of  iodine  which  may  be  used  as  antiseptics  are: 

lodoformogen — iodoform  albuminate. 
Iodo-Hemol  Merck — Iodized  hemol. 
Iodol — (O4H4NH)   iodoearbamid. 
lodomuth — Bismuth  iodine  compound. 

Mahon  and  White  (1915)  report  that  iodine  in  alcohol  is  about  foil 
linns  as  powerful  as  a  disinfectant  as  phenol.  Their  work  was  doin 
on  naked  organisms  with  H.  typhi  ae  the  test  organism.  Eugling  (1912 
in  studying  the  germicidal  action  of  iodoform  could  not  detect  a  reduc 
ing  action  of  bacteria  resulting  in  the  liberation  of  free  iodine. 

Silver  Salts.  .Silver  precipitates  proteins  from  solution  as  insolubl 
salts.     It    probably   acts   in    the    same    way   on  bacterial  protoplasm 
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Biasiotti  (1910)  reported  that  colloidal  silver  electrically  prepared 
would  kill  Staphylococcus  pyogenes  aureus,  B.  typhi,  and  Bacterium 
diphtheria  in  a  few  hours.  The  silver  is  probably  united  to  the  proto- 
plasm in  some  way  because  Gram  positive  bacteria  are  made  Gram 
negative.  Simpson  and  Hewlett  (1914)  experimented  with  colloidal 
silver  in  the  form  of  "collosol  "  on  the  typhoid  bacillus  and  found  it 
an  active  bactericide.  The  "  collasols  "  arc  said  to  be  non-poisonous 
but  slow  of  action  and  very  expensive. 

Silver  is  combined  with  several  substances  which  have  wide  appli- 
cation in  certain  phases  of  the  disinfection  problem.  Argyrol  is  the 
silver  salt  of  vitellin  and  is  used  in  solutions  of  from  1  to  4  per  thousand. 
Protargol  is  a  compound  of  silver  with  protein.  It  contains  8  per  cent 
of  silver  nitrate.  Albargin  is  a  silver  salt  of  galactose.  It  may  be  used 
on  mucous  membranes,  which  explains  its  use  in  the  venereal  diseases. 
It  contains  about  10  to  15  per  cent  of  silver.  Often  it  is  applied  as 
10  to  20  per  cent  solutions  in  20  per  cent  glycerol.  Argentamin,  a  10 
per  cent  solution  of  silver  nitrate  in  10  per  cent  ethylene-diamin,  has 
much  use  in  gonorrheal  infections.  It  is  usually  diluted  to  about  1 
part  in  300.  Argentose  is  a  silver  compound  of  nucleoprotcin  and  is 
uaed  like  silver  nitrate.  Argonin,  a  silver  caseinate,  is  used  in  a  3  per 
cent  solution  for  treatment  of  gonorrhea  and  ophthalmia  neonatorum. 

Silver  Nitrate,  AgNC>3.  This  is  a  common  silver  disinfectant.  It 
is  not  as  powerful  as  morcuric  chloride  but  does  not  precipitate  proteins 
w  does  mercuric  chloride. 

Silver  Citrate,  AgaCeHsOy.  This  is  used  as  a-  wash  for  wounds  and 
'or  gonorrhea  in  dilutions  of  about  0.25  per  cent.  Great  precautions 
must  be  used  to  obtain  fresh  solutions.     It  is  also  known  as  Urol. 

Silver  Lactate.  This  compound  of  silver  is  used  as  a  mild  disin- 
fectant.   It  has  about  the  same  applications  as  has  silver  citrate. 

Bismuth  Compounds.  Bismuth  eoibiodidc,  bismuth  subsalicylate, 
bismuth  nitrate  are  all  used  as  weak  disinfectants.  They  are  used  in 
solutions  of  1  to  1000  to  1  to  4000  and  are  probably  not  very  reliable. 

Calcium  Compounds.  Chloride  of  Lime.  This  is  also  known 
under  the  names  of  bleach,  hypo  and  bleaching  powder.  It  has  attained 
unimportant  position  in  sanitation  probably  for  two  reasons;  it  pos- 
sesses great  bactericidal  properties  and  may  be  secured  for  a  low  price. 
Thus  it  satisfies  two  of  the  characteristics  of  a  good  disinfectant.  In 
the  dry  condition  chloride  of  lime  is  calcium  oxychloride  which,  in 
the  presence  of  water  takes  on  another  atom  of  oxygen. 

2CaOCl2  =  Ca((X:i;a 
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Chloride  of  lime  is  soluble  according  to  Hooker  (1913)  in  about  J) 
times  it h  own  weight  of  water.  It  leaves  an  insoluble  residue  com- 
posed mostly  of  calcium  hydroxide.  It  is  prepared  from  Ca(OH)2  as 
follows : 

<0H         HC1  yC\ 

+  =   Ca<  -f  2H30. 

OH         HOC1  X>C1 

The  H0C1  is  made  by  treating  water  with  chlorine.  Some  care 
should  be  used  to  secure  clear  solutions  for  use  in  disinfection.  This  is 
especially  true  in  water  treatment.  The  potential  part  of  thi-  com- 
pound is  very  soluble  in  water  while  the  part,  with  no  sterilizing 
properties  quickly  settles  out.  Hooker  (1913)  gives  the  following  rules 
for  the  use  of  chloride  of  lime: 

First,  do  not  mix  too  stiff  a  paste,  otherwise  a  gelatinizing  action  takes  place 
and  greater  difficulty  in  settling  out  is  encountered.  Never  mix  a  paste  with 
less  than  J  gal.  of  water  for  1  lb.  of  chloride  of  lime.  Second,  it  is  not  necessary 
nor  desirable  to  grind  nor  break  up  (he  lumps  too  thoroughly;  the  available 
chlorine  nearly  all  dissolves  readily  ami  loo  much  agitation  is  detrimental  to 
prompt  settling. 

The  above  precautions  should  be  borne  in  mini!  in  any  application 
of  chloride  of  lime  to  salutation. 

The  strength  of  chloride  of  time  is  measured  in  terms  of  "  available 
chlorine."  This  is  an  unfortunate  term  since  it  implies  that  the  dis- 
infecting properties  of  the  compound  rest  in  the  chlorine.  The  work 
in  the  past  indicates  that  it  is  an  oxidation  and  not  a  chlori nation. 
The  oxygen  is  formed  in  the  following  manner; 

Ca(OCl)2+Hae03  =  CaCOa+2HC10. 

2HC10  =  2HCI+Oa 

It  has  been  suggested  by  some  sanitarians  that  the  term  "  available 
chlorine  "  be  substituted  by  the  term  "  potential  oxygen."    Lager  (1916) 

has  made  some  interesting  statements  in  regard  to  the  action  of  calcium 
hypochlorite.  He  states  that  the  disinfecting  action  does  not  depend 
upon  the  available  chlorine  nor  the  length  of  time  the  chlorine  acts. 
He  states  that  the  time  for  killing  depends  upon  the  resistance  of  the 
organism. 

The  United  States  Pharmacopoeia  specifies  that  chloride  of  lime  shall 
contain  35  per  cent  of  available  chlorine.  As  it  is  purchased  in  smr.ll 
cans  on  the  open  market  it  probably  falls  far  short  of  this  and  the  use 
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of  such  a  product  allows  a  false  sense  of  security.  Hooker,  in  the  book 
mentioned  above,  presents  a  table  which  contains  much  useful  infor- 
mation. It  appears  here  as  Table  VIII  and  is  based  on  30  per  cent 
bleach. 

Table  VIII 
SHOWING  STRENGTH  OF  SOLUTIONS  OF  CALCIUM  HYPOCHLORITE 

(After  Hooker,  1913) 


Pounds 

Bleaeh  per 

1*000,000 

Gallons 

Water. 

Parts  Bleach 
per  1,000,000 
Parts  Water. 

Parts  Chlorine 
per  1,000,000 
Parts  Water. 

Grains  Bleach 

per  Gallon 

Water. 

Grains  Avail- 
able Chlorine 
per  Gallon 
Water. 

Drops  Bleach 

Solution,  2  Per 

Cent  or  )  Lb. 

in  Gallon  Used 

per  Gallon 

Water. 

2 

.24 

.08 

.104 

.005 

.25 

4 

.48 

.16 

.028 

.009 

.50 

6 

.72 

.24 

.042 

.014 

.75 

8 

.96 

.32 

.056 

.019 

1.00 

10 

1  20 

.40 

.070 

.023 

1.25 

12 

1.44 

.48 

.084 

.028 

1  50 

14 

1.68 

.56 

.098 

.033 

1.75 

16 

1.92 

.64 

.112 

.037 

2.00 

18 

2.16 

.72 

.126 

.042 

2.25 

20 

2.40 

.80 

.140 

.047 

2.50 

22 

2.64 

.88 

.154 

.051 

2.75 

24 

2.88 

.96 

.168 

.056 

3.00 

26 

3.12 

1.04 

.182 

.061 

3.25 

28 

3.36 

1.12 

.196 

.065 

3.50 

30 

3.60 

1.20 

.210 

.070 

3.75 

The  objections  to  chloride  of  lime  are  important.  It  takes  the 
color  out  and  exerts  great  reactivity  with  organic  matter.  When  it  is 
used  in  the  presence  of  large  amounts  of  organic  matter,  a  sufficient 
amount  should  be  used  to  satisfy  the  requirements  of  it  and  leave 
enough  left  over  for  destroying  the  bacteria.  This  is  difficult  to 
determine. 

Laborraque's  Solution.  This  is  a  solution  of  chloride  of  lime  con- 
taining 2.4  per  cent  of  available  chlorine. 

Dakin-Carrel  Solution.  This  solution  has  been  found  to  be  of  great 
vmlue  in  the  treatment  of  wounds.  Different  methods  may  be  used 
in  the  preparation  of  this  solution.     Below  are  two  formula*: 

Formula  No.  1.  Dissolve  140  gms.  of  sodium  carbonate  in  10  liters 
of  distilled  water  and  add  200  gms.  of  calcium  hypochlorite.  Shake 
this  solution  .thoroughly  and  allow  the  sediment  to  settle.    After  sedi- 


i 

I 


138                         STERILIZATION  AND  DISINFECTION 

mentation  has  taken  place  decant  (he  clear  liquid  and  acid  40  gms.  of 
boric  acid.     The  solution  is  then  ready  to  use. 

Formula  No.  2.     Dissolve  100  pins,  of  sodium  carbonate,  80  gms.  of 
calcium  hypochlorite  in  10  liters  of  water.     This  should  Rive  a  solution 
of  about  \  per  cent  of  hypochlorite. 

In  the  use  of  this  solution  the  wound  should  be  kept  constantly 
moist.     Doctor  Carrel  applies  the  solution  evejn>  hour  or  two  hours, 
the  amount  used  generally  depending  upon  the  character  of  the  wound, 
Generally  5  to  10  e.c.  were  applied  every  two  hours.     The  use  of  this 
solution  is  being  extended  to  other  infections  such  as  puerperal  sepsis,  etc. 

The  absolute  germicidal   power  of  the  chemical  was  studied  by 
Nissen    (1890).     He   used   pure   cultures   and   secured   the   following 
results  which  are  quoted  from  Hooker: 

OrgBni.nn  Killed. 

Minutes. 

By  Dilution    ■ 
Cliiorid,.  of  tin*. 

1 

10 
10 

1 

5 

15 
30 

1-S00 
1-1B00 
1-800 
1-600 
1-1000 
1-800 
1-200 
1-20 

1-100 

Btrcptooooon  nysjpelatua 

Hooker  has  collected  an  excellent  resume-  of  the  literature  up  to  1913, 
Calcium  Oxide,  CaO.     This  is  known  as  quick  lime  and  is  caustic 
in  the  presence  of  organic  matter.     It  may  be  used  in  two  forma  ■ 
llaked  liiue  and  milk  of  lime.     Slaked  lime  is  prepared  by  adding  n  pint 
or  pound  of  water  in  two  pounds  of  lime.     The  reaction   proceeds  as 
Follows: 

CaO+H2O  =  Ca(0H)2. 

This  will  react  with  carbon  dioxide  to  give  calcium  carbonate  as 
follows: 

Ca(OH)2+ C02  =  CaCOa + HaO. 

Milk  of  lime  is  a  thick  mixture  containing  4  to  6  parts  of  slaked  lime. 
This  milk  of  lime  reacts  with  carbon  dioxide  to  form  the  carbonate  as 
does  the  slaked  lime.     Therefore  these  mixtures  should   be   used  as, 
soon  after  preparation  as  possible. 
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Chloramine.    Toluene  parasulfondichloramin  is  formed  when  nascent 

chlorine  formed  in  aqueous  solutions  of  hypochlorite  is  brought  in 

contact  with  suppurating  wounds.     Dakin  (1916,  1917)  has  proposed 

the  name  dichloramine-T  for  this  compound.     He   has  shown  that 

most  of  the  substances  containing  a  NCI  group  are  strongly  germicidal. 

The  presence  of  more  than  one  such  groups  does  not  seem  to  increase 

the  germicidal  properties  to  any  marked  degree.     It  may  be  used  in 

stronger  concentrations  than  with  some  of  the  other  disinfectants.     It 

b  claimed  that  its  use  is  as  simple  as  the  use  of  tincture  of  iodine. 

Zinc  Chloride.    This  compound  had  quite  a  reputation  as  a  disin- 
fectant at  one  time,  but  recent  knowledge  has  caused  the  compound 
to  fall  into  disuse.     McClintic  (1905)  found  that  B.  colt  was  not  killed 
in  one  hour's  exposure  to  a  5  per  cent  solution  and  that  it  required  ten 
minutes  for  a  25  per  ■  ent  solution  to  kill  the  same  organism.    The 
spores  of  B.  subtilis  and  B.  anthracis  were  found  to  resist  100  per  cent 
and  50  per  cent  solutions  for  30  and  40  days  respectively. 

Copper  Salts.  These  have  been  used  in  the  treatment  of  public 
water  supplies  but  not  generally  in  ordinary  disinfection.  Kellerman 
and  Beckwith  (1906)  have  given  a  r£sum6  of  the  literature  up  to  the 
time  when  their  paper  was  published.  Moore  and  Kellerman  (1905) 
reviewed  the  application  of  copper  sulphate  to  water  sterilization  and 
the  removal  of  algae.  About  10  lbs.  per  million  gallons  of  water  were 
sufficient.  Its  toxic  properties  are  said  to  be  due  to  the  copper  salts 
which  arc  formed  with  proteins.  Embrey  (1912)  reported  that  copper 
sulphate  would  destroy  algae  in  a  dilution  of  1  to  3  million.  De Witt  and 
Sherman  (1916)  studied  the  effects  of  both  copper  sulphate  and  cupric 
chloride  on  bacteria.  Their  results  showed  that  copper  was  not  a 
reliable  disinfectant.  They  state  that  2.5  parts  of  cupric  chloride 
and  4  parts  of  copper  sulphate  per  million  would  kill  B.  coli  and 
B.  typhi. 

Ferrous  Sulphate,  FeSOi.  This  has  little  germicidal  value  unless 
in  Holutions  of  over  2  per  cent.  When  it  is  present  above  5  per  cent, 
it  will  restrain  development  of  putrefactive  changes.  McLaughlin 
(1903)  secured  no  disinfection  in  applying  it  in  saturated  solution  to 


Boric  Acid,  H3BO3.  Boric  acid  is  a  mild  disinfectant  and  is  used 
in  5  to  100  per  cent  solution.  It  is  of  especial  value  for  use  on  mucous 
membranes  such  as  those  of  the  eye  and  the  nose.  Ochsner  (1916) 
stated  that  boric  acid  does  not  destroy  pathogenic  bacteria  but  does 
diminish  their  virulence.  Wet  dressings  of  boric  acid  were  much  more 
effective  on  the  pyogenic  cocci  than  on  other  infections. 
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Carbon.     Renon   (1914)   produced  colloidal  carbon  electrolytic-ally 
so  that  (lie  sice  of  the  particles  was  4  to  <W-     He  studied  tlie  antiseptic 

properties    by  measuring   I  lie   acidification   of   milk.     The   antiseptic 
action  increased  with  the  amount  of  carbon. 


Organic  Compounds 

The  infinite  number  of  possibilities  for  securing  compounds  de- 
structive to  bacterial  life  renders  a  discussion  of  the  organic  compounds, 
in  this  connection,  rather  difficult.  Kligler  (1918)  has  made  a  study 
of  the  action  of  aniline  and  some  of  its  derivatives  and  of  the  triphenyl- 
methane  dyes  on  bacteria.  Ho  stated  from  this  investigation  that 
the  action  on  bacteria  might  be  a  function  of  the  benzine  nucleus  and 
in  the  case  of  the  dyes  a  function  of  the  quinokl  structure  of  the  nucleus. 
Increasing  the  number  of  alkyl  radicals  increased  the  antiseptic  proper- 
ties. "  The  antiseptic  power  is  enhanced  to  a  greater  extent  by  an 
ethyl  than  by  a  methyl  group  and  the  second  aikyl  produces  a  pro- 
portionately greater  increase  than  the  first.  It  appears  that  the  relative 
position  of  the  introduced  group  may  be  a  factor  in  determining  the 
relative  improvement  in  the  effectiveness  of  the  compound."  An 
interesting  fact  is  mentioned  by  Kligler  that  the  Gram  positive  bacteria 
are  more  susceptible  to  the  aniline  dyes  than  are  the  Gram  negative 
bacteria. 

Alcohol.  Ethyl  alcohol  is  usually  used.  It  precipitates  proteins 
unaltered  and  if  they  are  allowed  to  remain  in  contact,  with  the  alcohol 
they  are  changed.  The  precipitation  is  probably  due  to  dehydration. 
The  greatest  disinfective  power  is  secured  in  strengths  of  between  50 
and  70  per  cent.  These  solutions  contain  sufficient  water  for  the 
coagulation  of  the  protein.  Beyer  (1912)  found  that  concentrations 
of  alcohol  under  60  per  cent  and  over  80  per  cent  were  practically 
worthless  as  disinfectants.  Absolute  alcohol,  on  account  of  its  drying 
action  exhibited  a  drying  and  preserving  action.  Frey  (1912)  found  that 
treatment  with  various  concentrations  of  alcohol  influenced  the  swelling 
and  solubility  of  protein  in  water.  Alcohol  diluted  to  10  per  cent 
dissolved  a  little  of  the  protein;  above  20  per  cent  of  alcohol  solution 
of  the  protein  stops  and  swelling  decreases;  above  90  per  cenl  tfcl 
protein  dissolves.  The  greatest  action  of  alcohol  on  protein  is  at  60  to 
70  per  cent  while  the  greatest  disinfecting  power  is  70  per  cent.  Frey 
explains  the  use  of  alcohol  as  a  disinfectant  in  the  irreversibility  of  the 
precipitation  of  protein  after  treatment  in  alcohol. 
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Phenol  and  Cresol: 

CH3  CH3 

AoH  /\ 

o-creaol  m-cresol 


OH 


CH3 


OH 

p-cresol 


phenol 


IH 


The  action  of  these  substances  as  disinfectants  has  been  studied 
y  Cooper  (1912),  who  found  that  the  entrance  of  the  methyl  and  nitro 
;roups  increased  the  bactericidal  and  protein  penetrating  powers  of 
)henol  while  the  entrance  of  the  hydroxyl  group  decreased  these 
properties.    Solutions  of  phenol  in  alcohol  and  in  fat  had^no  bactericidal 
aetion  on  spores  and  did  not  penetrate  solutions  of  gelatin.    The 
precipitating  action  of  phenol  is  increased  by  adding  acid.     Cooper 
points  out  that  the  selective  action  of  phenol  on  different   bacteria 
m  connected  with  the  different  susceptibilities  of  proteins  to  its  pre- 
cipitating action.    The  absorption  of  phenol  by  bacteria  is  only  the 
beginning  of  disinfection.    No  chemical  union  follows  between  the 
phenol  and  the  bacterial  protoplasm  but  it  is  associated  with  de-emul- 
afication  of  the  collodial  suspension  as  shown  by  the  precipitation  of 
proteins  when  a  certain  phenol  concentration  is  reached. 

The  superiority  of  ra-cresol  over  phenol  as  a  bactericide  is  due  to 
the  fact  that  cresol  precipitates  proteins  in  a  lower  concentration  than 
phenol.  Steenhauer  (1916)  showed  that  ra-cresol  is  the  strongest 
and  p-cresol  the  next  strongest  disinfectant.  The  cresol  solutions 
secured  on  the  market  are  mixtures  of  the  0-,  m-,  and  p-cresols.  The 
introduction  of  the  methyl  group  has  decreased  the  solubility:  On 
mount  of  this  the  cresols  are  often  suspended  in  or  mixed  with  some 
airier.  Both  hard  and  soft  soaps,  for  instance  may  be  used.  Lysol, 
a  highly  bactericidal  substance,  is  prepared  by  saponifying  Unseed  oil 
with  commercial  cresol  in  alcoholic  solution.  This  is  readily  soluble 
in  water  and  is  used  in  from  2  to  5  per  cent  solutions.  Weaker  solu- 
tions must  be  used  for  disinfection  of  mucous  membranes  as  the  lining 
of  the  mouth  and  vagina.  Steenhauer  reported  that  m-cresol  is  the 
■trongest  bactericide  with  p-cresol  next.  He  recommended  the  use 
of  5  per  cent  solutions. 

Thymol.  This  compound  is  probably  of  little  value  as  a  disin- 
fectant. Schmidt  (1910)  stated  that  thymol  does  not  affect  certain 
utrefactive  bacteria  and  is  not  entirely  efficient  as  an  antiseptic  in 
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enaymologica]  work.     It  is  used  in  many  pharmaceutical  preparation! 
but  probably  does  no  harm. 

CH3 


k)H 
CH(CH3)3 

Formaldehyde.  This  is  a  powerful  disinfectant  sold  in  35  per  cent 
solutions  under  the  name  of  formalin.  Formaldehyde  changes  to  para- 
.  formaldehyde  l>y  polymerization  when  kept  at  room  temperatures.  Il 
unites  easily  with  many  substances  especially  the  organic  compounds. 
For  instance  when  added  to  gelatin  it  forms  a  compound  which  t' 
insoluble  in  many  of  the  common  reagents.  Fermi  attempted  to  secure 
a  gelatin  medium  in  this  way  which  would  not  melt  at  room  lem- 
penture.  It  may  act  in  the  same  way  on  bacterial  protein.  It  is 
important  to  have  plenty  of  moisture  present  when  using  formaldehyde 
as  a  disinfectant.  Koch  (1901)  reported  that  a  0.05  per  cent  solution 
of  this  compound  would  kill  growing  yeast  while  a  0.005  per  ccni  nhj 
tion  would  not.  Since  carbon  dioxide  was  formed  after  the  cell  bad. 
bean  killed,  the  zymase  was  not  destroyed. 

Glycerol.  Roeenau  has  made  an  interesting  study  of  this  com- 
pound in  its  relation  to  dinsinfection.  He  found  that  a  50  per  cd 
solution  of  glycerol  would  restrain  all  bacterial  growth  and  that  lot* 
precentages  would  allow  better  growth.  Bacteria  would  not  grow 
in  media  containing  32  per  cent  of  glycerol  but  molds  grew  in  stronger 
snlutinns  of  40  and  49  per  cent.  Glycerol  was  found  to  have  a  distinct 
but  slight  germicidal  action  and  probably  acted  by  virtue  of  its  abatn* 
ing  water  from  the  bacterial  cell,  Spores  were  not  killed  and  anthrax 
sjMires  lived  200  days  in  strong  glycerol  solutions.  The  compound 
may  be  used  by  many  bacteria  as  a  food.  It  is  then  probably  oxidized 
lo  glyceric  aldehyde  and  glyceric  acid.  Glycerol  may  be  used,  however, 
as  a  carrier  for  many  other  disinfectants  such  as  phenol,  creso!,  etc- 
Goodrich  (1917),  however,  has  shown  that  glycerol  more  or  less  cow 
pletely  destroys  the  antiseptic  power  of  thymol,  phenol.  Iwiric  acid,  and 
mercuric  chloride  in  aqueous  solution.  Huediger  (1914)  found  a 
distinct  but  weak  bactericidal  action  nf  glycerol  which  was  stronger 
at  30"  than  at  15°  C.  The  action  is  limited  by  the  diluent.  Glycerol 
diluted  with  normal  salt  solution  killed  bacteria  more  quickly  than 
when  diluted    with   liouillon.     In   dilutions  of   50    per   cent   anthrax 
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organisms  were  not  killed  in  fifteen  days.     A  selective  action  was 
noticed. 

Quinone.  Bactericidal  activity  of  quinone  has  been  found  to  be 
due  to  its  chemical  action  on  certain  constituent  proteins  of  the  bacterial 
cell.  According  to  Cooper  quinone  is  a  stronger  bactericide  than 
phenol,  quinol,  or  acetone  on  account  of  its  reactivity  towards  proteins 
in  much  lower  concentrations. 

Dyes  as  Disinfectants.     Recently  it  has  been  observed  that  dye- 
stuffs  exert  a  distinct  retarding  action  on  bacteria.     Churchman  (1912) 
made  one  of  the  most  important  contributions  to  this  question.     He 
reported  that  gentian  violet  in  dilutions  of  1  to  100,000  when  added  to 
media  would  inhibit  the  development  of  certain  bacteria.    The  Gram 
negative  bacteria  grew  fairly  well  on  the  gentian  violet  media  while 
generally  the  Gram  positive  would  not.     The  subject  has  been  greatly 
enriched  by  much  recent  work  especially  that  of  Krumwiede  and  his 
co-workers.    Some  of  these  researches  are  mentioned  in  other  places. 

Table  IX 
8H0WIXG  ANTISEPTIC  VALUES  OF  SOME  COMMON  SUBSTANCES 


(After  Park  and  Williams) 


Atom 1 

Aluminum  acetate 1 

Boric  acid 1 

CUourn  chloride 1 

CUrium  hypochlorite 1 

Oubolic  acid 1 

CUoral  hydrate 1 

Coptic  gulphate 1 

Ferrous  sulphate 1 

formaldehyde 1 

Hydrogen  peroxide 1 


222 

6000 

9 

143 

25 

1000 

333 

107 

2000 

10,000 

20,000 


Mercuric  chloride 

Mercuric  iodide 

Potassium  bromide 

Potassium  iodide . 
Potassium  permanganate 

Pure  formaldehyde 

Quinine  sulphate 

Silver  nitrate 

Sodium  borate 

Sodium  chloride 

Zinc  sulphate 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


14,300 

40,000 

10 

10 

300 

25,000 

800 

12,500 

14 

6 

20 


Standardization  of  Disinfectants 

It  is  essential  to  know  as  far  as  possible  just  how  toxic  to  the 

bacterial  cell  certain  chemicals  are.     This  knowledge  is  important  in 

tie  purchase  of  large  amounts  of  disinfectants  and  in  their  application 

to  disinfection    problems.     That    the    chemical    analysis    would    not 

furnish   this   information    is   apparent.     Furthermore,    many   of   the 

disinfecting  compounds  are  of  such  complicated  nature  that  a  chemical 

analysis  would  be  impossible.     In  view  of  these  facts,  many  invest  i- 

grtors  have  attempted  to  devise  a  purely  bacteriological  method  since 
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in  disinfection  il  is  the  aim  to  destroy  bacteria  and  the  reaction  must 
take  place  between  ihc  bacteria]  ceD  ami  the  disinfectant. 

The  bactericidal  activity  of  chemicals  lias  l>ceii  studied  by  many 
Investigators,  Hubert  Koch  in  the  early  days  of  I  lie  science  gave 
some  attention  to  the  question.  He  devised  a  method  wherein  the 
bacteria  were  dried  on  silk  threads.  These  were  then  suspended  in 
known  dilutions  of  the  disinfectant.  After  the  process  had  been  com- 
pleted these  threads  were  then  transferred  to  media  in  order  to  deter- 
mine whether  the  bacteria  had  been  killed.  He  used  Bacillus  lutthratii 
for  the  test  organism.  Sternberg  mixed  5  c.c.  of  a  young  culture 
with  equal  quantities  of  the  germicide.  At  regular  intervals,  loops  of 
this  mixture  were  removed  and  put  in  broth.  Kronig  and  Paid  (1897) 
dipped  garnets  into  a  culture  of  Hacillita  anthmcis  containing  spores 
and  allowed  them  to  dry.  These  garnets  were  then  put  into  the  dis- 
infecting solutions  and  a  few  taken  out  at  intervals.  They  were 
shaken  in  a  definite  amount  of  water  and  plates  made  from  this,  in 
this  way  they  determined  the  rate  of  death.  They  realized  that  the 
value  of  any  disinfectant  varied  with  the  conditions  under  which 
it  acted. 

Upon  such  data  as  these  our  present  methods  have  heen  devised. 
These  represent  the  present  stage  in  the  effort  to  secure  satisfactory 
methods  with  which  to  measure  strength  of  disinfect  ants.  Walters 
(1917)  has  pointed  out  that  disinfectants  possess  a  certain  specificity 
for  certain  bacteria.  He  further  argues  that  the  strength  of  a  disin- 
fectant may  only  be  stated  in  terms  of  the  organism  on  which  it  is  to 
l>e  used  in  actual  practice. 

Rideal-Walker  Method.  Anderson  and  McClintie  (1912)  have 
summed  up  this  method  as  follows: 

Briefly  stated,  the  carbolic  coefficient  in  the  Rideal-Walker  method 
is  arrived  at  by  dividing  the  figure  indicating  the  degree  of  dilution 
of  the  disinfectant  that  kills  an  organism  in  a  given  time  by  thai 
expressing  the  degree  of  dilution  of  the  carbolic  acid  that  kills  the 
same  organism  in  the  same  time  under  exactly  similar  conditions. 
Leaving  out  details,  the  determination  of  the  Rideal-Walker  coefficient 
is  substantially  as  follows: 

Certain  standard  conditions  are  considered  essential  to  the  proper 
performance  of  the  test.  Phenol  solutions  of  known  strength  are 
Used;  cultures  are  grown  in  a  standard  medium,  transplants  Ix-ing 
made  every  twenty-four  hours;  the  loops  used  for  all  inoculations  are 
of  a  standard  size  (about  4  mm.  in  diameter).  Usually  four  dilutions 
of  suitable  strengths  of  the  disinfectant  to  \m  used  are  made.     Phenol 
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controls  of  a  suitable  strength  are  also  prepared.  Five  c.c.  of  each 
of  these  dilutions  are  placed  in  sterile  test  tubes,  to  which  are  added 
at  intervals  of  one-half  minute  a  twenty-four-hour  broth  culture  of 
B.  typhosus  in  the  proportion  of  1  drop  of  culture  to  each  cubic  centi- 
meter of  disinfectant  used  (according  to  Partridge,  1  drop  of  culture 
equals  about  0.1  c.c). 

At  the  end  of  two  and  a  half  minutes  a  loopful  of  each  of  the  mix- 
tures is  inoculated  into  a  test  tube  containing  5  c.c.  of  standard  broth, 
an  interval  of  half  a  minute  being  thus  allowed  between  taking  the 
samples  from  the  different  dilutions.  This  is  repeated  at  five,  seven  and 
a  half,  ten,  twelve  and  a  half,  and  fifteen  minutes.  The  broth  tubes, 
after  being  incubated  at  37°  C.  for  forty-eight  hours,  are  examined  for 
growth. 

The  results  of  the  examination  are  then  noted,  and  if  suitable 
comparative  strengths  of  the  disinfectant  and  carbolic  acid  have  been 
selected  the  carbolic  acid  coefficient  is  determined  as  above  stated. 

The  following  table  (Table  10)  illustrates  the  manner  of  determining 
the  carbolic  acid  coefficient  of  a  disinfectant  according  to  the  Rideal- 
Walker  method: 

Table    X 
Name,  "  A." 

Temperature  of  medication,  20°  C. 

Culture  uaed,  B.  typhosus,  twenty-four-hour,  extract,  broth,  filtered. 
Proportkm  of  culture  and  disinfectant,  0.1  c.c.  +5  c.c. 


Time  Culture  Eiposrd  to  Action 

21 

is 

7t 

to 

U| 

1, 

100)550 
5.5 

1  :  100 

+ 

+ 

+ 

- 

- 

_ 

coefficient. 

I  >.-  l  i  i  fee  i  :  ill  1  "  A  " 

1  :SO0 

+ 

+ 

— 

— 

— 

— 

1  :550 

+ 

+ 

+ 

— 

— 

— 

1  ;600 

+ 

4 

+ 

+ 

~ 

~ 

This  method  has  had  to  be  greatly  modified.  There  are  certain 
things  taken  for  granted  which  may  materially  alter  the  results.  It  is 
assumed  that  the  rate  of  death  is  proportional  to  the  concentration 
of  the  disinfectant.  Bacteria  are  regarded  as  molecules  in  their  reaction 
with  the  disinfectant.  Chick  lias  recommended  thirty  minutes  as  the 
standard  time  in  place  of  fifteen  minutes.     She  |x>inted  out  the  error 
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in  the  method  by  working  with  anthrax  spores.    The  Rideal-Walker 
method  does  not  consider  the  presence  of  organic  matter. 

Chick  and  Martin's  Modification  of  the  Rideal-Walker  Method. 
These  authors  have  pointed  out  that  an  arbitrary  time  must  be  selected 
during  which  the  disinfectant  shall  be  allowed  to  act.  The  Ridcal- 
Walker  method  is  modified  with  this  in  view.  The  procedure  is  as 
follows : 

Without  Organic  Matter 

K  very  thing  used   in   the  experiment,   tulws,   pipettes,   etc.,  being 
previously  sterilized,  a  series  of  tul>es  containing  5  c.c.  of  disinfectant 
in  different  concentrations  are  placed  in  a  water  bath  at  20°  C.    When 
the  tut>cs  have  taken  the  teni])erature  of  the  bath,  they  are  one  after 
another  inoculated  with  five  drops  of  a  twenty-four  hour  culture  of  8- 
typhosus  from    a  standard    pipette,  the   time   Iwing  registered  by  a 
chronograph.     Exactly  one  minute  is  allowed  to  pass  between  each 
inoculation.     When  thirty  minutes  have  elapsed  since  the  first  tube 
was  inoculated,  samples  in  duplicate1  are  taken  from  it  with  a  platinum 
loop,  and  sown  in  10  c.c.  glucose  broth  containing  litmus.     One  min- 
ute later  the  second  tube  is  sampled  and  so  on.     These  test  cultures 
are  incubated  at  37°  (\  and  always  kept  four  days  under  observation- 

Sup]>osing  the  value  of  the  disinfectant  to  1k>  tested  is  totally 
unknown,  the  first  series  of  observations  must  l>c  scattered  over  * 
wide  range,  e.g.,  concentrations  from  1  in  10  to  1  in  10,000.  Having 
ascertained  that  the  concentration  necessary  to  kill  in  thirty  minute^ 
is  between,  say,  10  in  1000  and  1  in  1000  the  second  series  is  arrange** 
to  narrow  it  down  to  between,  say,  4  and  5  jx?r  1000,  and  a  third  sen***5 
mav  determine  the  neccssarv  concentration  as  between  4.2  and  4-^> 
per  1000.  At  this  last  trial  a  series  of  tubes,  containing  various 
strengths  of  pure  phenol,  are  simultaneously  tested. 

With  Organic  Mattkr 

In  order  to  determine  the  effect  of  the  presence  of  organic  matter, 
Chick  and  Martin  use  dried,  pulverized  feces  as  follows: 

The  feces  used  were  dried  first  in  a  water  bath  and  subsequently 
at  105°  (\,  ground  to  a  fine  |x>wderf  and  passed  through  a  fine  sieve 
with  a  mesh  of  130  to  the  inch.  Quantities  of  0.15  germs  were  weighed 
out  and  placed  in  test  tul>es.  To  each  test  tube  2.5  c.c.  distilled  water 
was  added  and  the  tube  sterilized  in  the  autoclave  (ten  minutes  at 
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12Q8  C.)     The  mix's  were  covered  with  india-rubber  caps  and  kept  in 
'jars  wilh  greased  lids  to  prevent  evaporation. 

At  the  time  of  the  experiment  different,  amounts  of  a  suitable 
dilution  of  the  disinfectant  were  added  to  each  tube  together  with 
stilled  water  to  make  the  total  volume  up  to  5  cc.  The 
uii*s  then  contained  different  concent  rations  of  the  disinfectant  in 
question  in  the  presence  of  3  per  cent  feces.  The  tubes  were  inoculated 
Mil  sampled  in  exactly  the  same  way  as  when  the  beol  was  made  in 
distilled  water  without  organic  matter. 

Lancet   Method.     This   is   a    mollification    of    the    R ideal-Walker 
method.     The  following  method  was  advised: 

Badlha   eoH   communis   from    a   twenty-four  hour   broth   culture 

•feich  hail  bean  incubated  at  37°  C.  was  used  M  the  (est  organism. 

The  disinfectants  were  diluted  with  distilled  water  and  placed  in  special 

mntainers  2\  by  \  ins.     Platinum  spoons  were  advised  instead  of  loops 

•      lini;.     By  tbii  technique  more  fluid  could  be  carried  than 

any  ordinary  loop.     These  spoons  carried  about  0.08  c.e.  of  water. 

MarCon  key's  lactose  bile  broth  was  advised  for  the  secondary  culture 

Samples  were  to  be  removed  every  two  and  a  half  minutes 

from  each  container  up  to  fifteen  minutes.     After  this  the  time  interval 

was  to  be  fifteen,  twenty,  twenty-five  and  thirty  minutes.     All  tests 

were  carried  out  between  02°  and  67°  F.     The  carbolic  acid  coefficient 

was   deduced  as  follows:     "  The   figure    representing    the   |>ercentage 

strength  of  the  weakest  lethal  dilution  of  the  carbolic,  acid  control  was 

ihviiled    by  the   figure    representing  the    percentage  strength  of   the 

weakest  lethal  dilution  of  the  disinfectant  betui*  tested.     This  was  done 

both  at  the  two-and-a-half-iuinutc  line  and  at  a  thirty-minute  lineanda 

mean  of  the  resulting  figures  was  taken  as  the  carbolic  acid  coefficient." 

Determinations  of  the  phenol  coefficient  have  not  yielded  consistent 

■i  the  hands  of  the  various  investigators.     This  may  not  lie  due 

to  the  method  itself,  although  it  is  not  perfect  in  its  present  technique, 

but  to  the  media  used  in  the  various  lalx>ratories.     Phelps  has  pointed 

r.nt    some  of  the  limitations  and  Suprle  and  Dlugeler,  Norton,  and 

liave  emphasized  the  necessity  of  great  care  in  the  preparation  of  the 

media.     The  H-ion  concentration  appears  to  be  very  important.     Dc- 

ese  objections,  the  phenol  coefficient  is  probably  the  best  method 

available  at  present,  for  the  comparison  of  the  disinfecting  properties 

of  the  coal-tar  products. 
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Hygienic  Laboratory  Phenol  Coefficient 

a.     without  organic  matter 

Having  discussed  the  necessity  for  a  satisfactory  method  of  stand- 
ardizing disinfectants  and  the  factors  involved  in  the  examination 
of  disinfectants,  we  present  below  the  method  we*  have  devised. 

When  this  method  is  used  for  the  standardization  of  disinfectants 
we  recommend  that  it  be  referred  to  as  the  "  Hygienic  Laboratory 
phenol  coefficient.,, 

We  prefer  to  use  the  word  "  phenol "  instead  of  "  carbolic  acid" 
when  speaking  of  the  coefficient,  especially  since  certain  dealers  adver- 
tise for  sale  carbolic  acids  which  vary  greatly  in  the  proportion  of 
phenol  present. 

Media.    Standard  extract  broth  is  used,  both  for  the  culture  to  be 
tested  and  for  the  subcultures  made  after  exposure  to  the  disinfectant. 
The  broth  is  made  from  Liebig's  extract  of  beef  and  is  in  exact  accord- 
ance with  the  standard  methods  adopted  by  the  American  Public  Health 
Association  for  water  analysis.     Ten  c.c.  of  the  broth  are  put  into  eacb 
test  tube.     This  amount  of  broth  has  been  found  sufficient  to  avoid  any 
antiseptic  action  of  the  disinfectant  carried  over.     It  is  important  tha* 
the  reaction  of  the  media  is  just  +1.5. 

Organism.  For  the  test  organism  a  twenty-four-hour-old  brot-t 
culture  in  extract  broth  of  the  B.  typhosus  (Hopkins)  is  used.  Befo*"16 
beginning  a  test  the  culture  should  be  carried  over  every  twenty-fov*r 
hours  on  at  least  three  successive  days.  For  carrying  over  the  cultu*"* 
one  loopful  of  a  4  mm.  platinum  loop  is  used. 

Before  being  added  to  the  disinfectant  the  culture  is  well  shake***1 
filtered  through  sterile  filter  paper,  and  placed  in  the  water  bath  i^ 
order  that  it  may  reach  a  temperature  of  20°  C.  before  being  added  t-^- 
the  disinfectant. 

Temperature.     A  standard  temperature  of  20°  C.  has  been  adoptee^* 
for  all  experiments.     This  temperature  is  obtained  by  the  use  of  ^ 
specially  devised  water  bath.     The  cultures  and  dilutions  of  the  dis^ 
infectant  are  brought  to  this  temi>erature  before  the  beginning  of  th^ 
test. 

Proportion  of  Culture  to  Disinfectant.  One-tenth  c.c.  of  the  culture 
is  used,  added  to  5  c.c.  of  the  disinfectant  dilution.  The  amount  of 
culture  is  measured  with  a  pi|)otta  graduated  in  tenths  of  a  .cubic  cen- 
timeter. 

*  This  method  is  quoted  from  Anderson  and  MrClintic'M  original  publication. 
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Inoculation  Loops.  For  making  the  transfer  of  the  culture  after 
exposure  to  the  disinfectant  a  platinum  loop  4  mm.  in  diameter  of  23 
United  States  standard  gauge  wire  is  used.  We  have  found  it  is  of 
advantage  to  have  at  least  4,  and  preferably  6,  loops.  In  order  to  save 
time  in  flaming  the  following  method  was  devised : 

A  block  about  3  ins.  wide,  10  ins.  high,  and  12  ins.  long,  containing 
4  or  6  grooves,  spaced  2  ins.  apart,  is  used.  Into  each  of  the  grooves 
the  platinum  loop  is  laid  so  that  the  end  of  the  loops  extend  about  5  ins. 
beyond  the  side  of  the  block.  The  first  step  in  the  operation  is  to  ster- 
ilise each  loop  by  flaming  with  a  fantail  Bunsen  burner  before  beginning 
the  experiment. 

When  ready  to  begin  the  operation  the  loop  farthest  from  the  operator 
is  taken  in  the  right  hand  and  the  inoculation  made.  It  is  then  replaced 
in  the  groove  with  the  right  hand  and  the  Bunsen  burner  (fantail) 
placed  under  it  with  the  left  hand.  The  next  loop  is  then  used  replaced 
in  its  groove,  and  the  Bunsen  burner  placed  under  it  with  the  left  hand, 
the  first  loop  having  been  heated  to  redness  while  the  second  loop  was  in 
we.  This  procedure  is  then  continued  until  all  the  inoculations  have 
been  made.  The  time  required  in  making  the  inoculations  and  in 
replacing  the  loop  is  short,  it  being  found  that  fifteen  seconds  is  ample. 
Incubation.  The  subcultures  are  incubated  forty-eight  hours  at 
37°  C,  and  the  results  then  read  off  and  tabulated. 

Dilations.  Capacity  pipettes  for  the  original  dilutions  are  invariably 
tod.  For  the  phenol  controls  a  standard  dilution  of  pure  phenol 
("Merck's  Silver  Label  ")  is  made  and  standardized  by  the  U.  S.  P. 
method  (Koppeschaar)  to  contain  exactly  5  per  cent  of  pure  phenol  by 
*0ght.  From  this  stock  solution  the  higher  dilutions  are  made  fresh 
*ch  day  for  that  day's  test. 

For  the  dilutions  of  the  disinfectant  a  5  per  cent  solution  is  made 
by  adding  5  c.c.  of  the  disinfectant  to  95  c.c.  of  sterile  distilled  water. 
A  standardized  5  c.c.  capacity  pipette  is  used  for  this,  and  after  filling 
&  pipette  all  excess  of  the  disinfectant  on  the  outside  of  the  pipette  is 
•iped  off  with  sterile  gauze.     The  contents  of  the  pipette  are  then 
delivered  into  a  cylinder  containing  95  c.c.  of  sterile  distilled  water  and 
the  pipette  washed  out  as  clean  as  possible  by  aspiration  and  blowing 
out  the  contents  of  the  pipette  into  the  cylinder.    The  contents  of  the 
cylinder  are  then  thoroughly  shaken  and  the  dilutions  up  to  1  :  500 
made  from  it,  using  delivery  pipettes  for  measuring.     For  those  dis- 
infectants which  do  not  readily  form  a  5  per  cent  solution  we  make  a 
I  per  cent  stock  solution,  and  from  this  make  the  dilutions  greater  than 
1 :  100  in  accordance  with  the  second  table  of  dilutions.     If  greater 
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ns  than  1  :  500  hit  to  !m:  made  a  1  pel  oent  solution  is  madf 
the  5  per  cent  solution  and  the  higher  dilutions  made  from 

■  have  adopted  the  following  wale  for  making  dilutions: 

■  dilutions  up  to  1  :  70,  increase  or  decrease  by  a  difference  of  5 

parts  of  water). 

From  1  :  70  to  1  :  60  by  a  difference  of  10. 
from  1  :  160  to  1  :  200  by  a  difference  of  20. 
From  1  :  200  to  1  :  400  by  a  difference  of  25. 
From  1  :  400  to  1  :  900  by  a  difference  of  50. 
From  1  :  900  to  1  :  1800  by  a  difference  of  100. 
From  1  :  1800  to  1  :  3200  by  a  difference  of  200. 

»  on  if  higher  dilutions  are  necessary. 

.s  important  that  the  cylinders  used  for  making  the  dilutions  be 
ly  graduated,  as  we  have  found  disregard  of  this  factor  an  im- 
t  source  of  error.  It  is  preferable  to  use  standardized  cylinders 
pettes,  and  we  recommend  that  they  be  used  whenever  possible, 
of  course,  should  be  perfectly  clean.  For  making  the  dilutions 
■rdance  with  the  above  scheme  we  have  found  the  following  tables 
■h  service: 

tding  Tubes.  The  seeding  tubes  are  glass  test  tubes  1  in.  in 
er  and  about  3  ins.  long,  with  round  bottoms.  In  order  to 
■e  the  disinfectant  into  them  they  are  placed  in  a  suitable  wooden 
;o  receive  them.  We  found  it  convenient  to  use  a  wooden  block 
ling  0  rows  of  15  holes  each  for  the  disinfectant  to  be  tested  :uu! 
rate  stand  for  the  phenol  controls.  The  tubes  are  placed  in  tlic 
and   each   marked    with    the    strength   of    dilution    it     is   to 

rting  with  the  lowest  dilution  (i.e.,  the  strongest),  the  cylinder 
:en,  then  5  c.e.  are  measured  into  the  tubes  marked  to  reeeivc 
.rength,  using  a  5-c.e.  delivery  pipette.  In  order  to  economize 
ire,  the  same  pipette  is  used  for  measuring  out  the  next  dilution, 
owing  out  as  much  of  the  remaining  liquid  us  possible,  then 
g  a  pipetteful  of  the  next  dilution  to  be  used  and  discarding  that ; 
lling  the  pipette  a  second  time  which  is  emptied  into  the  seeding 

3  measuring  out  being  completed,  the  tubes  are  placed  in  the 
bath  and  allowed  to  stand  a  few  minutes  in  order  that  the  dis- 
nt  solution  may   reach   the  standard   temperature.     We   have 
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b  found  it  necessary  to  use  cotton  plugs  in  the  seeding  tubes.  They 
►  sterilized  in  paper-lined  wire  baskets,  with  the  closed  end  of  the 
?es  up. 


Table  XI 
(FOR  DILUTIONS)-STOCK  5  PER  CENT  SOLUTION 
[5  c.c.  Disinfectant +95  c.c.  Distilled  Water  =  Solution  A] 


c.c. 

of 

A. 

c.c.        c.c. 

dist.          of 

water.       A. 

c.c. 

dist. 

watei 

c.c. 
of 
•       A. 

c.c. 
dist 
water 

1  : 

20=20 

+ 

0or 

10 

— 

0 

or  4 

+ 

0 

1  : 

25  =  20 

+ 

5  or 

10 

+ 

2* 

or  4 

+ 

1 

1  : 

30  =  20 

+ 

10  or 

10 

+ 

5 

or  4 

+ 

2 

1  : 

35  =  20 

+ 

15  or 

10 

+ 

7i 

or  4 

+ 

3 

1  : 

40  =  20 

+ 

20  or 

10 

+ 

10 

or  4 

+ 

4 

1  : 

45  =  20 

+ 

25  or 

10 

+ 

12J 

or  4 

+ 

5 

1  : 

50  =  20 

+ 

30  or 

10 

+ 

15 

or  4 

+ 

6 

1  : 

55=20 

+ 

35  or 

10 

+ 

m 

or  4 

+ 

7 

1  : 

60  =  20 

+ 

40  or 

10 

+ 

20 

or  4 

+ 

8 

1  : 

65=20 

+ 

45  or 

10 

+ 

22* 

or  4 

+ 

9 

1  : 

70=20 

+ 

50  or 

10 

+ 

25 

or  4 

+ 

10 

1  : 

70=20 

+ 

50  or 

10 

+ 

25 

or  4 

+ 

10 

1  . 

:    80  =  20 

+ 

60  or 

10 

+ 

30 

or  4 

+ 

12 

1 

:    90=20 

+ 

70  or 

10 

+ 

35 

or  4 

+ 

14 

1  : 

:  100  =  20 

+ 

80  or 

10 

+ 

40 

or  4 

+ 

16 

1 

:  110=20 

+ 

90  or 

10 

+ 

45 

or  4 

+ 

18 

1 

:  120  =  20 

+ 

100  or 

10 

+ 

50 

or  4 

+ 

20 

1 

:  139  =  20 

+ 

110  or 

10 

+ 

55 

or  4 

+ 

22 

1 

:  140  =  20 

+ 

120  or 

10 

+ 

60 

or  4 

+ 

24 

1 

:  150  =  20 

+ 

133  or 

10 

+ 

65 

or  4 

+ 

26 

1 

:  160=20 

+ 

140  or 

10 

+ 

70 

or  4 

+ 

28 

1 

:  160=20 

+ 

140  or 

10 

+ 

70 

or  4 

+ 

28 

1 

:  180=20 

+ 

160  or 

10 

+ 

80 

or  4 

+ 

32 

1 

:  200  =  20 

+ 

180  or 

10 

+ 

90 

or  4 

+ 

So 

1 

:  200=20 

+ 

180  or 

4 

+ 

36 

or  2 

+ 

18 

1 

:  225  =  20 

+ 

205  or 

4 

+ 

41 

or  2 

+ 

201 

1 

:  250  =  20 

+ 

230  or 

4 

+ 

46 

or  2 

— 

23 

1 

:  275  =  20 

+ 

255  or 

4 

+ 

51 

or  2 

+ 

25J 

1 

:  300  =  20 

+ 

280  or 

4 

+ 

56 

or  2 

+ 

28 

1 

:  325  =  20 

+ 

305  or 

4 

+ 

61 

or  2 

+ 

30J 

1 

:  350=20 

+ 

330  or 

4 

+ 

66 

or  2 

+ 

33 

1 

:  375=20 

+ 

355  or 

4 

+ 

71 

or  2 

+ 

351 

1 

:  400  =  20 

+ 

380  or 

4 

+ 

76 

or  2 

+ 

38 

1 

:  450  =  20 

+ 

430  or 

4 

+ 

86 

or  2 

+ 

43 

1 

;  500=20 

+ 

480  or 

4 

+ 

96 

or  2 

+ 

48 
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Table  XII 

(FOR  DILUTIONS)— STOCK  1  PER  CENT  SOLUTION 

[1  c.c.  Disinfectant +99  c.c.  Distilled  Water = Solution  B] 


c.c. 
of 

C.C. 

dist. 

c.c. 
of 

c.e. 
dist. 

c.c. 
of 

c.c. 
diet. 

B. 

water. 

B. 

water 

.     B. 

\ 

irater. 

:    100  = 

100 

+ 

0or 

10 

+ 

0 

:    110  = 

100 

+ 

10  or 

10 

+ 

1 

:    120  = 

100 

'  + 

20  or 

10 

+ 

2 

:    130  = 

100 

+ 

30  or 

10 

+ 

3 

:    140  = 

100 

+ 

40  or 

10 

+ 

4 

:    150  = 

100 

+ 

50  or 

10 

+ 

5 

:    160  = 

100 

+ 

60  or 

10 

+ 

6 

:    160  = 

100 

+ 

60  or 

10 

+ 

6 

:    180  = 

100 

+ 

80  or 

10 

+ 

8 

:    200  = 

100 

+ 

100  or 

10 

+ 

10 

:    200  = 

100 

+ 

100  or 

10 

+ 

10 

or  4 

+ 

4 

:    225  = 

100 

+ 

125  or 

10 

+ 

12* 

or  4 

+ 

5 

:    250  = 

100 

+ 

150  or 

10 

+ 

15 

or  4 

+ 

6 

.    275  = 

100 

+ 

175  or 

10 

+ 

m 

or  4 

+ 

7 

:    300  = 

100 

+ 

200  or 

10 

+ 

20 

or  4 

+ 

8 

325  = 

UK) 

+ 

225  or 

10 

+ 

22J 

or  4 

+ 

9 

:    350  = 

100 

+ 

250  or 

10 

+ 

25 

or  4 

+ 

10 

:    375  = 

UK) 

+ 

275  or 

10 

+ 

27| 

or  4 

+ 

11- 

400  = 

100 

+ 

300  or 

10 

+ 

30 

or  4 

+ 

12 

400  = 

10 

+ 

30  or 

+. 

12 

or2 

+ 

6 

450  = 

10 

+ 

35  or 

+ 

14 

or  2 

+ 

7 

500  = 

10 

+ 

40  or 

+ 

16 

or2 

+ 

8 

:    550  = 

10 

+ 

45  or 

+ 

18 

or  2 

+ 

9 

600  = 

10 

+ 

50  or 

+ 

20 

or2 

+ 

10 

two  - 

10 

+ 

55  or 

+ 

22 

or  2 

+ 

11 

700- 

10 

+ 

00  or 

+ 

24 

or2 

+ 

12 

750- 

10 

+ 

05  or 

+ 

26 

or2 

+ 

13 

$00  = 

10 

+ 

70  or 

+ 

2S 

or2 

+ 

14 

S50- 

10 

+ 

75  or 

+ 

30 

or2 

+ 

15 

000  - 

10 

+ 

SO  or 

+ 

32 

or2 

+ 

16 

1  :    900  - 

5 

+ 

40  or 

1 

32 

or2 

+ 

16 

1  :  UXV 

5 

-A. 

i 

45  or 

— 

36 

or  2 

+ 

18 

1     IUV  - 

5 

^ 

50  or 

— 

40 

or  2 

+ 

20 

1  :  1200  - 

5 

-*- 

55  or 

— 

44 

or  2 

+ 

22 

I  :  l,W  - 

* 

+ 

00  or 

- 

4$ 

or  2 

1 

24 

I     IfcV 

- 

lV>  or 

- 

52 

or  2 

-*~ 

26 

1     LW 

* 

70  AT 

« 

or  2 

j 

2$ 

\     IftV 

* 

,» 

00 

or  2 

-u 

30 

1     1  T\  V 

* 

* 

rV  or 

- 

t»4 

«■: 

— 

32 

i  . 

:av- 

« 

c 

i 

>c  or 

- 

$S 

or.: 

^- 

34 
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Table  XII— -Continued 

(FOR   DILUTIONS)- STOCK   I   PES   CENT  SOLUTION 
[1  c.c.  Disinfectant +1)9  cc.  Di.-*Iillr.l  Water  -  Solution  l(| 


1  :  1800  = 
1  :2000  = 
1  :2200= 
1  :2400  = 
1  :2600  = 
1  :2800  = 
1  :3000  = 
1  :3200  = 
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Subculture  Tube  Racks.  Wooden  racks,  with  5  rows  of  14  holes 
each,  are  used  for  holding  the  subculture  tubes,  and  as  plants  are  made 
from  eaeh  mixture  of  culture  and  disinfectant  every  2J  minutes  up 
to  fifteen  minutes,  6  tubes  are  required  for  each  dilution.  Thus,  in 
each  rack  we  have  10  rows  of  6  tubal  each  with  2  empty  cross  rows  of 


Fiu.  43—  Block  for  Subculture  Tubes. 

holes  remaining;,  which  are  utilized  by  placing  over  in  the  next  row  cuh 
tube  as  it  is  planted.  This  makes  it  easy  to  keep  run  of  the  tube*  tk,i 
are  planted.  It  is  well  also  always  to  plant  from  the  seeding  tube  in  ■ 
certain  hole  in  the  water  bath  into  a  certain  row  of  tubes  in  the  nek. 
This,  after  a  little  practice,  will  help  to  avoid  errors  in  planting. 

Method  of  Conducting  the  Test.  If  there  are  in  one  experiflBMl 
more  than  10  dilutions  of  the  disinfectant,  including  the  phenol  controls, 
the  stronger  solutions  of  the  disinfectant  and  phenol  are  tested  first, 
a-  it  will  not  be  necessary  to  plant  them  after  seven  and  a  hall  n 
Tbe  weaker  solutions  are  then  immediately  done  and  are  then  pkatad 
every  two  and  a  half  minutes  for  fifteen  minutes. 

For  keeping  the  time  a  stop  watch  can  be  used,  but  an  OfdfUfy 
watch  will  serve  the  same  purpose  by  simply  starting  on  tin 
one-half-  or  five-minute  periods. 


: 
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When  everything  is  in  readiness  the  culture  is  added  to  the  dis- 
infectant BolutioDB  with  a  sterile  pipette  in  quantities  of  a  tenth  of 
a  cubic  centimeter  to  eaeh  dilution. 

To  add  the  culture,  the  seeding  tube  containing  the  disinfectant 
is  removed  from  the  water  bath  with  the  left  hand  and  slanted  at 
an  angle  of  about  45°,  and  with  the  right  hand  the  end  of  the  pipett* 
containing  the  culture  is  introduced  and  lightly  touched  against  rh< 
side  of  the  tube  where  the  liquid  has  run  away  on  account  of  the 
slanting.  At  the  proper  time  the  culture  is  allowed  to  run  into 
disinfectant  solution,  the  pipette  removed,  the  tube  straightened  up, 
gently  shaken  three  times,  and 
replaced  in  the  water  bath.  The 
other  tubes  are  done  the  same  way 
in  succession,  and  it  will  be  found 
that  fifteen  seconds  is  ample  time  for 
each  tulie.  By  adding  the  culture 
to  the  disinfectant  with  a  pipette 
touched  against  the  side  of  the 
seeding  tube,  accurate  measure- 
ments can  be  made  and  each  tube 
receive  exactly  the  same  amount 
of  "  seeding,"  which  is  not  the  case 
when  the  culture  is  added  by  the 
"  drop." 

If    ten    tubes    are    to    be    inocu- 
lated, only  a  few  seconds  will  remain 
after  inoculating  the  last  tube  liofore 
a  plant  from  the  first  tube  will   have 
to  be  made. 
The  mixing  tubes  are  not  removed  or  distur!>ed  in  making  the 
planting  except  to  insert  the  loop  or  spoon  into  them,  touch  the  botton,    '- 
withdraw,  and  then  make  the  plant  in  broth.     Every  effort  is  made  to    I 
insert  and  withdraw  the  loops  or  spoons  in  a  uniform  manner.     The 
loops  and  spoons  are  bent  to  an  angle  of  about  45°  where  they  are 
jointed  to  the  shank,  and  therefore  are  always  filled  with  the  mixture 
when  withdrawn  from  the  seeding  tubes.     After  making  the  plants 
the  loops  or  spoons  arc  flamed  as  already  described. 

After  an  experiment  is  finished  the  date  and  any  necessary  details 
can  l>e  marked  on  one  of  the  broth  tubes  and  the  rack  placed  in  the 
incubator  at  37°  C.  for  forty-eight  hours.  At  the  end  of  thia  time 
the  results  are  recorded  on  a  chart  specially  devised  for  the  purpose. 


Fra.  44 - 

HiiiK  Showing  We. 
I'Ihcc. 
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Determining  the  Coefficient.  After  a  large  number  of  experiments 
e  have  concluded  that  the  method  employed  by  the  Lancet  commission, 
ith  certain  modifications,  is  the  best  one  for  determining  the  coeffi- 
ent,  i.e.,  the  mean  between  the  strength  and  time  coefficients. 

In  performing  the  test,  plants  are  made  every  two  and  a  half  minutes 
»  to  and  including  fifteen  minutes.  To  determine  the  coefficient,  the 
[lire  representing  the  degree  of  dilution  of  the  weakest  strength  of  the 
triiifectant  that  kills  within  two  and  a  half  minutes  is  divided  by 
e  figure  representing  the  degree  of  dilution  of  the  weakest  Btrength  of 


Fio.  45.— Device  for  Flaming  Inoculating  Loops. 

te  phenol  control  that  kills  within  the  same  time.  The  same  is  done  for 
ie  weakest  strength  that  kills  in  fifteen  minutes.  The  mean  of  the 
ro  is  the  coefficient.  The  method  of  determining  the  coefficient  will 
e  seen  in  Table  XIII. 


.       THE    DETEBJIINATION   OF  THE   COEFFICIENT  WITH   THE  ADDITION   OF 
ORGANIC    MATTER 

It  may  be  well  to  briefly  discuss  here  the  meaning  or  significance 
f  the  term  "  phenol  coefficient,"  particularly  when  it  is  determined 
a  the  presence  of  organic  matter.     In  general   terms  the   coefficient 
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of  a  disinfectant  may,  for  practical  purposes,  be  defined  as  the  fi 
that  represents  the  ratio  of  the  germicidal  power  of  the  disinfec 
to  the  germicidal  power  of  carbolic  acid,  both  having  been  tested  u 
the  same  conditions. 

Table  XIII 

Name  "A." 

Temperature  of  medication,  20s  C. 

Culture  used,  B.  typhosus,  24-hour,  extract,  broth,  altered. 

Proportion  of  culture  and  disinfectant,  0.1  c.c.-t-5  c.  c. 


TimeCul 

u»& 

ixwd  10  Action 

of  Diai 

st  (or  Minute.. 

Dilution. 



Coeffld. 

31         ' 

71 

10 

111 

IS 

Phenol 

1  :  SO 
1  :90 

+ 

" 

" 

375    8 

80~+" 

1  :  100 

+ 

+ 

+ 

— 

— 

— 

2 

1  :  110 

+       + 

+ 

+ 

+ 

— 

4.88+5. 

1  :  350 

2 

1  :375 

- 

- 

- 

5.30 

1  :400 

+ 

— 

— 

— 

1  :  425 

+ 

+ 

- 

- 

- 

— 

1  :450 

+ 

+ 

— 

— 

— 

— 

1  :  500 

+ 

+ 

— 

— 

— 

— 

1  :  550 

+ 

"f- 

+ 

_ 

— 

— 

1  :600 

+ 

+ 

+ 

+ 

— 

— 

I  :650 

+ 

+ 

+ 

+ 

+ 

— 

1  :700 

+ 

+ 

+ 

+ 

-f 

+ 

1  :750 

- 

+ 

+ 

+ 

+ 

+ 

Although  the  germicidal  power  of  carbolic  acid  is  taken  as  the 
of  comparison,  it  is  influenced  to  a  certain  extent  by  the  conditions, 
ticularly  the  addition  of  organic  matter,  or,  in  other  words,  it  is 
a  constant  unit.  This  has  to  be  borne  in  mind  when  making  a  c 
parison  of  the  relative  values  of  the  phenol  coefficients  of  a  di 
fectant  determined  with  and  without  the  addition  of  organic  mat 
respectively.  It  will  readily  be  seen,  for  instance,  that  if  the  gei 
cidal  powers  of  a  disinfectant  and  of  carbolic  acid  were  proporti 
ately  reduced  by  the  addition  of  organic  matter  the  coefficient  of 
disinfectant  would  remain  unchanged  regardless  of  whether  or 
organic  matter  was  used.  However,  the  germicidal  power  of  > 
holic  acid,  like  the  other  pure  phenols,  is,  as  compared  with  n 
other  disinfectants,  only  slightly  affected  by  the  addition  of  orgj 
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r,  and  therefore  serves  as  a  fairly  accurate  means  of  estimat- 
l  the  presence  of  organic  matter,  the  germicidal  values  of  dis- 
Etnts  in  general. 

le  method  of  determining  the  coefficient  of  disinfectants  with 
idition  of  organic  matter  is  identical  in  many  respects  with  the 
>d  in  which  no  organic  matter  is  used,  the  former  differing  from  the) 

principally  in  the  strength  of  the  disinfectant  dilutions  that 
to  be  prepared  and  in  the  prepa- 
i  and  addition  of  the  organic 
r  to  the  disinfectant  dilutions 

performing  the  test.  As  the 
k1  in  which  no  organic  matter 
ded  has  already  been  given  in 
,  further  description  here  will 
t  only  of  the  differences  between 
to  methods. 

lotions.  In  making  the  dilutions 
disinfectant  for  determining  its 
aent  in  the  presence  of  organic 
r,  allowance  must  be  made  for  the 
■r  dilution  of  the  disinfectant  when 
>lume  of  organic  matter  is  added 
o.  For  instance,  if  1  c.c.  of 
ic  matter  is  added  to  5  c.c.  of  a 
cent  dilution  of  a  disinfectant  the 
itage  strength  of  the  disin- 
it  is  proportionately  reduced,  it 
seing  about  0.83  per  cent. 
ie  volume  of  organic  matter  that 
be  added  to  the  disinfectant 
on  is,  of  course,  variable,  as 
»    the   volume    of    disinfectant 

on  to  which  it  can  be  added.  Consequently,  we  have  decided 
r  arbitrarily  to  use  the  organic  matter  by  adding  1  c.c.  of  it  to 
.  of  the  disinfectant  dilution  contained  in  a  seeding  tube.  It 
be  seen  that  the  strength  of  the  disinfectant  is  reduced  20  per 
by  the  addition  of  the  organic  matter  and  that  the  dilutions  of 
lisinfectant  must  be  made  accordingly.  For  example,  if  it  is 
id  to  test  a  1  per  cent  strength  of  a  disinfectant  it  is  necessary 
epare  a  strength  of  1.25  per  cent,  4  c.c.  of  which  becomes  a  1  per 
strength  when  1  c.c.  of  the  organic  matter  is  added  to  it. 


Fro.  46  —Water  Bath  Showing  Po- 
sition of  Holes  for  Seeding  Tubes 
and  Thermometer  in  Place. 
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We  also  tried  adding  2.5  c.c.  of  the  organic  matter  to  2.5  c.c.  of 
the  disinfectant  dilution,  but  found  it  rather  difficult  and  cumber- 
some to  do,  particularly  when  the  experiment  has  to  be  performed 
with  a  number  of  different  strengths  of  the  disinfectant.  When  using 
the  proportions  as  just  stated,  the  dilutions  of  the  disinfectant  are 
made  double  the  strengths  it  is  desired  to  test,  thus  allowing  for  the 
further  dilution  when  an  equal  volume  of  organic  matter  is  added 
thereto. 

In  using  the  proportions  of  1  c.c.  of  organic  matter  to  4  c.c.  of  the 
disinfectant  dilution  we  have  found  the  following  tables  (XIV  and  XV) 
of  service  in  preparing  the  dilutions  of  the  disinfectant: 

It  will  be  seen  that  by  preparing  the  dilutions  of  the  disinfectant 
according  to  the  strengths  shown  in  the  second  column  of  Table  XIV, 
and  then  adding  1  c.c.  of  organic  matter  to  4  c.c.  of  the  dilutions,  the 
final  dilutions  of  the  disinfectant  become  as  represented  in  the  first 
column  of  the  table  given  above. 

Preparation  and  Use  of  the  Peptone-gelatine  Organic  Matter. 
As  already  stated,  we  prefer  to  use  a  mixture  of  peptone  and  gelatine 
dissolved  in  distilled  water.  It  is  prepared  from  Witte's  peptone 
(siccum)  and  "  Best  French  Gold  Label  "  gelatine.  The  stock  prepara- 
tion is  made  to  contain  10  per  cent  peptone  and  5  per  cent  gelatine. 
Proportionate  amounts  of  peptone  and  gelatine,  respectively,  are 
weighed  out  and  liquefied  separately  in  small  quantities  of  water  by 
means  of  heat.  They  are  then  mixed  in  a  graduate  and  sufficient 
water  added  thereto  to  make  a  mixture  containing  10  per  cent  of  pep- 
tone and  5  per  cent  of  gelatine.  It  is  then  placed  in  bottles  of  appro- 
priate size  and  sterilized  on  three  successive  days.  When  the  mixture 
has  become  cold  it  will  be  observed  that  some  of  the  peptone  settles  to 
the  bottom  of  the  bottles  as  a  flocculent  deposit.  Consequently,  the 
bottle  should  be  shaken  before  using  it.  The  stock  preparation  con- 
taining 5  per  cent  gelatin  becomes  semi-solid  if  it  is  kept  in  the  cold  room 
at  a  temperature  of  16°  C.  However,  by  wanning  it  until  it  becomes 
perfectly  liquefied  and  then  not  allowing  it  to  go  l>elow  the  temperature 
of  20°  C.  we  found  that  it  remains  liquid  and  is  easily  measured  in  the 
pipette. 

By  adding  1  c.c.  of  the  stock  preparation  of  10  per  cent  i>eptone 
and  5  per  cent  gelatin  to  4  c.c.  of  the  disinfectant  dilutions  a  result- 
ing mixture  is  obtained  containing  2  per  cent  of  i>eptonc  and  1  per  cent 
of  gelatin,  or  a  total  of  3  per  cent  organic  matter. 

The  Method  of  Conducting  the  Test.  Four  c.c.  of  each  disinfectant 
dilution,  including  the  phenol  controls,  are  accurately  measured  into 
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Table  XIV 


STOCK  5  PER  CENT  SOLUTION 


[5  c.c.  Disinfectant +95  c.c.  Distilled  Water = Solution  A] 


rength  to 
«  tested 

Strength  to 
be  made. 

c.c.  of 
A. 

c.c.  dist. 
water. 

c.c.  of      c.c.  dist 
A,            water. 

1  :30 

1 

:24 

ss 

20 

+ 

4 

01 

>     10 

+ 

2 

1  :35 

1 

:28 

« 

20 

+ 

8 

01 

>     10 

+ 

4 

1  :  40 

1 

:32 

» 

20 

+ 

12 

Ol 

•     10 

+ 

6 

1  :  45 

1 

:36 

«= 

20 

+ 

16 

Ol 

"     10 

+ 

8 

1  :  50 

1 

:40 

s= 

20 

+ 

20 

Ol 

•     10 

+ 

10 

1  :  55 

1 

:44 

- 

20 

+ 

24 

Ol 

•     10 

+ 

12 

1  :  60 

1 

:48 

= 

20 

+ 

28 

Ol 

•     10 

+ 

14 

1  :  65 

1 

:52 

* 

20 

+ 

32 

Ol 

•     10 

+ 

16 

1  :  70 

1 

:56 

s 

20 

+ 

36 

Ol 

•     10 

+ 

18 

1  :  70 

1 

:56 

= 

10 

+ 

18 

Ol 

•       5 

+ 

9 

1  :80 

1 

:34 

= 

10 

+ 

22 

Ol 

•       5 

+ 

11 

1  :  90 

1 

:72 

s= 

10 

+ 

26 

Ol 

•       5 

+ 

13 

1  :  100 

1 

:80 
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10 

+ 

30 

Ol 

•       5 

+ 

15 

1  :  110 

1 

:88 

= 

10 

+ 

34 

Ol 

■       5 

+ 

17 

1  :  120 

1 

:96 

=s 

10 

+ 

38 

Ol 

•       5 

+ 

19 

1  :  130 

1 

:  104 

ss 

10 

+ 

42 

Ol 

•       5 

+ 

21 

1  :  140 

1 

:  112 

« 

10 

+ 

46 

Ol 

5 

+ 

23 

1  :  150 

1 

:  120 

ss 

10 

= 

50 

Ol 

■       5 

+ 

25 

1  :  160 

1 

:  128 

" 

10 

+ 

54 

Ol 

•       5 

+ 

27 

1  :  160 

1 

:  128 

— 

10 

+ 

54 

Ol 

•       5 

+ 

27 

1  :  180 

1 

:  144 

ss 

10 

+ 

62 

• 

Ol 

■       5 

+ 

31 

1  :  200 

1 

:  160 

=* 

10 

+ 

70 

Ol 

o 

+ 

35 

1  :200 

1 

:  160 

ss 

5 

+ 

35 

Ol 

•       2 

+ 

14 

1  :225 

1 

:  180 

= 

5 

+ 

40 

Ol 

2 

+ 

16 

1  :250 

1 

:200 

- 

5 

+  " 

45 

Ol 

■      2 

+ 

18 

1  :275 

1 

:220 

= 

5 

+ 

50 

Ol 

•       2 

+ 

20 

1  :300 

1 

:240 

= 

5 

+ 

55 

Ol 

■       2 

+ 

22 

1  :325 

1 

:260' 

= 

5 

+ 

60 

Ol 

■       2 

+ 

24 

1  :350 

1 

:280 

=* 

5 

+ 

65 

Ol 

•       2 

+ 

26 

1  :  375 

1 

:300 

= 

5 

+ 

70 

Ol 

•> 

Art 

+ 

28 

1  :400 

1 

:320 

= 

5 

+ 

75 

Ol 

•> 

Art 

+ 

30 

1  :400 

1 

:320 

=s 

m 

+ 

75 

Ol 

2 

+ 

30 

1  :450 

1 

:360 

— 

5 

+ 

80 

Ol 

Art 

+ 

32 

1  :500 

1 

:400 

= 

5 

+ 

85 

or 

2 

+ 

34 

1  :500 

1 

:440 

= 

5 

+ 

90 

OT 

•> 

+ 

36 

1  :600 

1 

:480 

= 

5 

+ 

95 

or 

•> 

+ 

38 

1  :650 

1 

:520 

= 

5 

+ 

100 

or 

2 

+ 

40 

160 


STERILIZATION  AND  DISINFECTION 


Table  XV 

STOCK   1   PER  CENT 

SOLUTION 

c.  Disinfectant  +99 

c.c.  Distilled  Water = Solution 

Strength  to             Strength  to 
be  tested                 ,  be  made. 

e.e.  of 
B. 

c.c.  diat 
water. 

1 

:500                1 

:400 

5 

+        15 

1 

:550                 1 

:440 

5 

+        17 

1 

:600                 1 

:480   . 

5 

+        19 

1 

:650                 1 

:520 

5 

+        21 

1 

:700                 1 

:560 

5 

+        23 

1 

:750                 1 

:600 

5 

+        25 

1 

:800                 1 

:640 

5 

+        27 

1 

:850                 1 

:680 

5 

+        29 

1 

:900                 1 

:720 

5 

+        31 

1  : 

900                 1 

:720 

5 

+        31 

1  : 

1000               1 

:800 

5 

+        35 

1 

:  1100               1 

:880 

5 

+        39 

1  : 

1200               1 

:960 

5 

+        43 

1  : 

1300               1 

:  1040 

5 

+        47 

1  : 

1400                1 

:  1120 

5 

+        51 

1  : 

1500               1 

:  1200 

5 

+        55 

1  : 

1600                1 

:  1280 

5 

+        59 

1  : 

1700               1 

:  1360 

5 

+        63 

1  : 

1800               1 

:  1440 

5 

+        67 

the  seeding  tubes  and  placed  in  the  water  bath.  For  reasons  t 
be  obvious  later,  it  is  difficult  to  handle  more  than  nine  dilution 
time  in  making  a  test.  The  broth  culture  of  B.  typhosus  is  filte 
placed  in  the  water  bath.  The  desired  quantity  of  stock  p 
gelatine  mixture  is  measured  into  a  large  test  tube  or  flask  a 
placed  in  the  water  bath.  It  is  necessary  to  have  a  slight  exces 
organic  matter,  so  that  there  will  be  no  trouble  in  getting  the 
pipette  full  when  adding  the  organic  matter  and  culture  to  th 
fectant.  Thus,  for  nine  tubes  we  usually  measure  out  15  c.c. 
organic  matter.  When  the  disinfectant  dilutions,  the  typhoid  < 
and  the  organic  matter  have  reached  the  temperature  of  the  wat 
(20°  C.)  1.5  c.c.  of  the  typhoid  culture  is  added  to  the  15  c.c.  of 
matter  and  thoroughly  mixed  by  means  of  a  10-c.e.  pipette.  W 
same  pipette  the  seeding  tubes  containing  the  disinfectant  d 
then  have  added  to  them,  successively  every  fifteen  seconds,  1.1 
the  mixture  of  the  organic  matter  and  typhoid  culture.  The  te< 
of  shaking,  planting,  etc.,  is  then  as  has  already  been  described. 

From  the  above  it  will  be  seen  that  each  seeding  tube,  as  t 
is  conducted,  contains  4  c.c.  of  the  disinfectant  dilution  plus 
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T  organic  matter,  plus  0.1  c.o,  of  typhoid  culture,  and  that  the  quali- 
ty of  organic  matter  represented  is  3  per  cent. 

In  computing  the  strengths  of  the  disinfectant  and  the  percentage 
f  organic  matter  present  in  the  seeding  tubes  when  the  test  is  made, 
e  have  disregarded  the  slight  change  resulting  from  the  addition  of  the 
.1  c.c.  of  typhoid  culture  to  each  tube.  By  so  doing  the  experiment 
t  very  much  simplified,  as  it  would  be  very  difficult  to  prepare  the 
ilutions  of  the  disinfectant  on  the  basis  of  allowing  for  so  slight  a 
hange  as  is  caused  by  the  addition  of  0.1  c.c.  of  liquid. 

Many  of  the  details  of  conducting  the  experiment  and  the  method 
f  determining  the  coefficient  will  be  seen  in  Table  No.  16: 

Table  XVI 
Name,  "A." 

Temperature  of  medication,  20°  C. 

Culture  used,  B.  typhosus,  twenty-four-hour,  extract  broth,  filtered. 
Proportion  of  culture,  organic  matter  and  disinfectant,  0.1  c.c.-f-l  c.c. +4  c.c. 
Percentage  of  organic  matter,  2  per  cent  peptone  and  t  per  cent  gelatin. 
Total  percentage  of  organic  matter,  3  per  cent. 


Stub 

.,i 

«. 

Phenol  cor  IB- 

91 

7\ 

10 

121  |    IS 

Ph        I 

I  :D0 

+ 

+ 
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_ 

_ 

_ 

80  +  B0 

1  :  100 

~ 
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+ 

+ 

+ 

+ 

2 

I  :  110 

+ 

+ 

+ 

+ 

+ 

+ 

2.25+4.17 

1  :200 

+ 

1  :225 

+ 

1  :250 

+ 

1  :300 

+ 

+ 
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_ 
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1  :325 

+ 

f 

— 

— 

— 

— 

1  :350 

+ 

+ 

+ 

- 

- 

- 

1  :375 

+ 

+ 

+ 

+ 

— 

— - 

1  :400 

+ 

+ 

+ 

+ 

+ 

+ 

1  :450 

+ 

+ 

+ 

+ 

+ 

+ 

To  Determine  die  Cost  of  a  Disinfectant  per  Unit  of  Disinfecting 

I  Flrieocy  as  Compared  with  Pure  Phenol.     It  is  manifestly  t'heaper  to 

purchase  a  disinfectant  for  60  cents  a  gallon  than  it  is  to  purchase  one 

for  30  cents  a  gallon,  provided  the  former  has  four  times  the  efficiency  of 

toe  latter.     The  true  cost  of  a  disinfectant  can  only  be  determined  by 
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taking  into  consideration  the  phenol  coefficient  and  the  cost  of  the  disin- 
fectant per  gallon. 

The  cost  of  a  disinfectant  per  100  units  of  efficiency  as  compared 
with  [Mire  phenol  is  obtained  by  first  dividing  the  cost  per  gallon  of 
the  disinfectant  by  the  cost  per  gallon  of  pure  phenol;  the  efficiency 
ratio  of  course  is  obtained  by  dividing  the  coefficient  of  the  disinferiMi 
by  the  coefficient  of  phenol,  but  as  the  coefficient  is  always  1  the  effi- 
ciency ratio  is  represented  by  the  phenol  coefficient  of  the  disinlWlani- 
The  cost  ratio  divided  by  the  efficiency  ratio  (the  coefficient  of  the  dis- 
infectant) gives  the  cost  of  the  disinfectant  per  unit  of  efficiency  as  com- 
pared with  the  cost  per  unit  of  efficiency  of  pure  phenol  =  1.  By  mul- 
tiplying by  100  the  relative  cost  per  100  units  is  obtained.     Thus, 


Cost  of  disinfectant  per  gallon , 
Cost  of  phenol  per  gallon 


.  .Coefficient  of  disinfemni 
'  Coefficient  of  phenol!  =  1 1 


(~  efficiency  ratio)  =  the  cast  of  the  disinfectant  per  unit  of  efficiency 
as  compared  with  phenol  =  1.  And  by  multiplying  by  100  the  cos' 
per  100  units  is  obtained. 

For  instance,  the  cost  of  disinfectant  "  Car  "  is  $0.30  per  gallon,  anc 
it  has  a  coefficient  of  2.12;  the  cost  of  phenol  is  $2.07  and  has  a  coeffi- 
cient of  1.     Then. 

.20  .2.12 
2167  ' 


■  .052 


Therefore,  the  comparative  cost  per  unit  of  efficiency  of  "  Car  "  ,ia« 
phenol,  respectively,  is  as  0.052  is  to  1;  or,  by  multiplying  by  10CJ 
the  relative  cost  per  100  units — 5.2  to  100 — is  obtained. 

The  following  table  illustrates  the  value  of  the  determination  of  U»« 
cost  per  100  units  of  efficiency  of  a  disinfectant  as  compared  with  thv 
cost  of  100  units  of  pure  phenol: 

Table  XVII 


2.12 

4  44 
1.40 
1.13 


IB  ColnJMr* 

Phtnol-H 


14.5 
34.8 
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It  will  be  seen  that  the  disinfectant  Chi  has  a  higher  coefficient  than 
any  of  the  others  in  the  table,  but  its  higher  cost  per  gallon  results  in 
its  being  placed  second  in  cost  per  100  units  of  efficiency. 

When  bids  are  solicited  for  supplying  disinfectants  they  should  be 
required  to  be  made  so  as  to  show  the  cost  per  100  units  of  efficiency 
of  the  disinfectant  as  compared  with  the  cost  of  100  units  of  efficiency 
of  pure  phenol.    In  that  way  only  can  a  contract  for  Supplying  disin- 
fectants be  awarded  in  the  combined  interests  of  economy  and  cffi- 
\    ciency. 

It  may  be  proper  to  state  here  that  in  the  specifications  for  bids  for 
1  supplies  for  the  fiscal  year  beginning  July  1,  1912,  prepared  by  the 
[  General  Supply  Committee,  is  the  following  specification  for  bids  on 
:   disinfectants: 

i 
• 

Item  4136  (d),  noncorrosive,  cresol,  phenol,  or  analogous  compound;  must 
t    be  uniform  material  at  43°  F.  and  'dilute  with  water  and  form  a  practically 
[.    perfect  emulsion  or  solution  and  have  a  phenol  coefficient  according  to  present 
method  of  Hygienic  Laboratory  of  not  less  than  2;  1  gal.  sample  required. 

J        Note. — The  phenol  coefficient  of  disinfectants  on  which  bids  are  made  must  be 
\     stated. 

I  The  General  Supply  Committee  prepares  specifications  on  which 
bids  are  solicited  for  supplies  for  all  the  departments  in  Washington. 

McClintic  (1912)  determined  the  phenol  coefficient  of  some  common 
disinfectants.    The  results  are  indicated  in  Table  XVIII. 

Kendall  and  Edward's  Method  for  Determining  Penetrating  Power. 
The  authors  have  attempted  to  broaden  the  standardization  of  dis- 
infectants by  determining  the  relative  penetrating  power  of  these.agents. 
The  important  features  of  the  Rideal- Walker  method  are  retained. 

(1)  Prepare  a  twenty-four-hour  culture  of  B.  Coli  in  plain  broth 
of  standard  composition  and  reaction;  (2)  add  10  c.c.  of  this  standard 
culture  to  1  liter  of  agar  (1.5  per  cent  agar)  and  mix  thoroughly;  (3) 
pour  the  infected  agar  into  sterile  tubes  of  convenient  length  (1  meter) 
and  of  exactly  1.5  cm.  diameter  and  allow  to  harden,  after  closing  the 
ends  with  sterile  rubber  stoppers;  (4)  allow  to  harden  at  20°  C;  (5) 
prepare  dilutions  of  the  desired  disinfectants  and  a  standard  5  per  cent 
carbolic  acid  solution — the  latter  is  the  standard  to  which  the  other 
disinfectants  are  referred;  (6)  place  the  disinfectants  so  prepared  in 
sterile  beakers,  allowing  50  c.c.  for  each  agar  cylinder;  (7)  remove 
stoppers  from  the  infected  agar  tubes,  and  permit  the  contents  to  run 
out  slowly  as  a  long  cylinder;  with  a  sterile  knife  cut  off  portions  by 
transverse  cuts  of  2  cm.  length,  and  allow  these  smaller  cylinders  to 
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Table  XVIII 

SHOWING  THE  PHENOL  COEFFICIENTS  OF  SOME  COMMON 

DISINFECTANTS 

(McClintic,  1912) 


Name  of  Disinfectant. 


Bacterol 

Benetol 

Cabot's  silpho-naphthol 

Carbolene 

Carbolozone 

Car-eul 

Chloro-naphtholeum 

Cremoline 

Creo-carboline 

Creolin-Pearson 

Crcsoleum 

Crude  carbolic  acid 

Dusenberry's  liquid  creoleum 

Germol 

Hycol 

Kreosota 

Kreotas 

Kreso 

Kresolig 

Li(]Uor  cresolis  compositus  (U.  S.  P.) 

Lysol 

Phenoco  disinfecting  fluid 

Saponified  cresol 

Tarola 

Trikre8ol 

Zonol 

Creola  disinfectant 


With  Organic 
Matter. 


1.34 
0.92 
2.33 
0.65 
0.48 
1.75 
3.21 
0.69 
2.26 
2.52 
1.75 
2.63 
0.40 
1.79 
9.37 
0.65 
0.30 
2.32 
1.48 
1.87 
1.57 
9.86 
0.57 
1  93 
2.50 
1.57 


Without  Organic 
Matter. 


1.58 
1.23 
3.87 
1.36 
1  48 
2.00 
6.06 
1.26 
4.03 
3.25 
2.90 
2.75 
1.00 
2.12 
12.30 
1.26 
1.10 
3.92 
2.13 
3.00 
2.12 
5.00 
1  03 
3.12 
2.62 
2.37 
.52 


fall  directly  into  the  disinfectant  solutions,  one  cylinder  for  each  time 
interval  selected ;  (8)  note  the  temperature  of  the  solutions  (they  should 
be  kept  at  exactly  20°  C.  during  the  experiment) ;  (9)  note  the  time  at 
which  the  cylinders  were  dropped  into  the  disinfectant  solutions; 
(10)  at  the  end  of  stated  intervals  (usually  at  hourly  intervals  for  pre- 
liminary tests)  remove  one  cylinder  from  each  solution  with  one  of  the 
sterile  holders  mentioned  above,  wash  it  thoroughly  with  sterile  water, 
and  remove  a  core  from  the  center  with  a  sterile  piece  of  quill  tubing 
(3-mm.  bore);  (11)  place  these  cores  in  lactose  fermentation  tubes, 
after  they  are  properly  labeled,  and  incubate  at  37°  C.  for  several  days, 
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I 


making  daily  ol>servations;    (12)   compare  the  killing  times  of  the 
various  solutions  tested  with  that  obtained  from  carbolic  acid,  and 
determine  the  carbolic  coefficient  of  germicidal  and  penetrating  powers 
combined. 

In  teste  with  some  common  disinfectants  and  a  seventy-two-hour 
incubation,  there  was  no  growth  after  one  hour's  exposure  to  4  per  cent 
formalin;  no  growth  after  three  hours'  exposure  to  1  per  cent  formalin,  or 

1  per  cent  corrosive  sublimate  solution;  and  no  growth  after  five  hours' 
exposure  to  5  per  cent  carbolic  acid,  0.25  per  cent  formalin,  and  10  per 
cent  chloride  of  lime.  Even  after  five  hours'  exposure,  however,  there 
was  growth  with  1  per  cent  carbolic  acid,  0.1  per  cent  corrosive  subli- 
mate, 4  per  cent  chloride  of  lime,  2  per  cent  hyco,  1  per  cent  cresol,  and 

2  per  cent  sulphonaphthol. 


Table  XIX 

SHOWING  COMBINED   GERMICIDAL   AND    PENETRATING    POWERS 

OF    SOME    COMMON     DISINFECTANTS 

(After  Kendall  and  Edwards.) 


Disinfectants. 


Dilution, 
Per  Cent. 


Time  of  Exposure 


1  Hour. 


Carbolic  acid  .... 
Carbolic  acid  .... 

Formalin 

Formalin 

Formalin 

Mercuric  chloride. 
Mercuric  chloride. 
CWorideof  lime. . 
Chloride  of  lime. . 
Hyco 


Creaol 

^bonaphthol 


5 
1 
4 
1 

0.25 
0  1 
1.0 
10.0 
4.0 
2.0 
1.0 
2.0 


+ 

+ 
+ 
+ 
+ 
+ 
+ 
+ 
+ 
+ 


3  Hours 

+ 
+ 


+ 
+ 

+ 
+ 
+ 
+ 
+ 


5  Hours. 


+ 
+ 
+ 
+ 


The  American  Public  Health  Association  Standard  Phenol  Coeffi- 
cient This  association  appointed  a  committee  to  report  on  the  stand- 
ardisation of  disinfectants  and  the  material  given  below  is  taken  from 
that  report  as  published  in  the  American  Journal  of  Public  Health  for 
%,  1918. 

Apparatus:  Subculture  Tubes.  A  test-tube  rack  of  eight  rows  of 
ten  holes  each  may  l>e  used  for  the  subcultures.     If  the  test  be  of 
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twenty  dilutions,  eighty  lubes  are  numbered  serially  and  placed  in  (he 
rack  which  is  placed  conveniently  at  the  worker's  left  hand. 

Bunsen  Burner.  A  Bunsen  burner  with  a  fantail  top  is  led  from 
the  left  and  back  of  the  bench  with  a  little  spare  tubing. 

Loop  Rack.  This  is  made  of  four  pieces  of  j-in.  wood,  each  4  ins. 
by  9  ins.  joined  in  a  frame  so  that  the  top  is  about  10  ins.  high.  Thf 
top  is  provided  with  about  six  grooves  for  the  loops.  The  latter  ure 
placed  in  their  grooves  and  the  rack  is  placed  in  front  of  the  worker*! 
right  shoulder,  close  to  the  front  of  the  bench  and  almost  at  right  angles 
to  the  front  edge  but.  with  a  slight  slant  to  the  right  and  rear.  Tbe 
loops  point  to  the  left  and  the  fantail  burner  is  so  adjusted  as  to  prop- 
erly envelop  the  loop  which  is  over  it.  The  loons  are  used  in  succession 
and,  after  each  one  is  returned  to  its  place,  the  burner  is  moved  under  it 
thus  providing  at  all  times  for  a  sterile  ami  cool  loop. 

Loops.  The  loops  used  for  transferring  the  culture  after  exposure 
to  the  disinfectant  are  made  as  follows:  A  close  cylindrical  spiral  is 
made  by  winding  nichrome  wire  No.  23  B.  &  S.,  as  tightly  as  possible 
about  a  piece  of  steel  or  other  hard  wire  having  a  diameter  of  ,072  in. 
(B.  &  S.,  No.  13).  Wind  about  five  full  turns,  bend  the  remainder  of 
the  wire  sharply  at  a  right  angle  to  the  wound  portion  and  parallel  to 
the  axis  of  the  cylinder.  Remove  from  the  core  and  cut  off  the  lower 
end  to  leave  exactly  four  complete  turns.  When  completer!  the  suc- 
cessive turns  of  the  spiral  must  touch  one  another  continuously. 

Seeding  Tubes.  The  characters  of  the  seeding  tubes  to  be  used 
depends  entirely  upon  local  conditions.  In  places  in  which  there  is 
any  doubt  as  to  air  contamination  cotton  plugged  tubes  are  to  1*  pre- 
ferred. However,  under  conditions  as  exist  in  most  laboratories  the 
open  seeding  tubes  recommended  in  the  present  standard  methods  are 
most  convenient  and  quite  satisfactory. 

Seeding  Tube  Holder.  Cut  down  an  oblong  wire  test-tube  basket 
to  about  2.5  ins.  in  depth  and  to  the  top  fit  a  piece  of  J-in.  wood  through 
which  three  rows  of  seven  holes  each  have  I  wen  bored,  the  holes  hein(£ 
of  proper  size  to  accommodate  the  tubes  loosely.  An  ordinary  tripo** 
is  used  to  support  this  rack  in  the  water  bath.  The  legs  of  the  tripo** 
arc  out  so  that  the  tops  of  tbe  seeding  tubes  are  a  little  above  tliesur' 
bice  of  the  water. 

Inoculator.  The  inoculations  of  the  diluted  disinfectant  with  the 
culture  are  made  with  an  apparatus  described  by  Rosenau  (Hyg.  Lob. 
Bull.  21,  p.  60).  A  capillary  pipette  graduated  in  tenths  c.c.  is  fitted 
with  a  rubber  bulb  and  clamped  to  a  ring  stand.  The  bulb  is  actuated 
by  a  second  spring  clamp  the  jaws  of  which  engage  it.     This  apparatus 
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is  placed  at  the  right  of  the  worker  so  that  he  can  push  the  loop  rack 
away  from  him  and  draw  the  inoculator  toward  him  and  when  through 
inoculating  reverse  the  action. 

Water  Bath.  The  water  bath  consists  of  a  wooden  box  about  18  ins. 
square  and  deep,  containing  a  three-  or  four-gallon  pail  packed  around 
with  sawdust  which  is  lightly  oiled  so  as  not  to  become  dusty.  The 
bath  is  raised  from  the  floor  about  6  ins.  by  cleats  and  castors,  and  when 
not  in  use  is  rolled  under  the  bench.  During  the  test  it  is  on  the  floor 
at  the  right  of  the  worker. 

Timepiece.  A  watch  or  small  clock  of  fair  accuracy,  provided 
with  a  second  hand,  is  so  mounted  as  to  be  conveniently  and  com- 
fortably read  by  the  worker  from  his  place  at  the  bench. 

Culture  Media,  Broth.  Ten  grams  of  peptone  (Witte's),  3  gms.  of 
extract  of  meat  (Liebig's),  5  gms.  of  sodium  chloride,  C.  P.  Distilled 
water  1000  c.c.  Boil  for  fifteen  minutes,  make  up  to  weight,  filter  tube, 
sterilize  at  10  lbs.  pressure  for  twenty  minutes.  No  adjustment  what- 
ever of  the  acidity  should  be  attempted.  Determine  and  record  the 
Pk  value.     This  should  be  between  6  and  7. 

Agar.     To  1000  c.c.  of  the  standard  broth  add  15  gms.  of  best  grade 
agar,  boil  thirty  minutes,  make  up  to  weight,  filter  and  sterilize  at  1  lb. 
for  twenty  minutes.     Do  not  use  egg  albumen  to  clarify. 
;        Organism.     For  the  standard  test  organism  in  determining  the 
coefficient  against  the  typhoid  organism  a  twenty-four-hour-old  broth 
[    culture  of  B.  typhosus  (Hopkins)  is  used.     Before  beginning  a  test  the 
I     culture  is  carried  over  in  broth  at  37°  every  twenty-four  hours  for  at 
I     least  five  successive  days,  and  the  last  culture  well  shaken  and  filtered 
|    through  sterile  filter  paper.     For  carrying  over  the  culture  one  standard 
!     loop  is  used.     It  is  important  that  the  transfers  be  made  as  nearly  as 
possible  as  exactly  on  the  twenty-four-hour  interval,  although  a  varia- 
tion of  not  more  than  two  hours  is  allowable.     The  stock  culture  of  B. 
typhosus  (Hopkins)  is  kept  on  agar  slants.     These  cultures  are  incubated 
at  37°  C.  for  twenty-four  hours  and  then  placed  in  the  refrigerator 
until  ready  for  use.      In  no  case  should   they  be   kept  more  than 
one  month. 

Phenol.  While  pure  phenol  crystals  are  undoubtedly  the  best  stand- 
ard which  we  have  at  present,  they  are  far  from  being  entirely  satis- 
factory. Commercial  phenol  crystals  are  often  contaminated  with 
cresols  and  other  phenol  hoinologues.  It  is  important  that  nothing 
but  the  highest  grade  of  pure  white  synthetic  phenol  crystals  be  used 
of  a  solidifying  point  not  less  than  40°  C.  as  determined  by  the  method 
of  Weiss  and  Downs. 
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Phenol  crystals  themselves  as  well  as  solutions  change  in  germiritla. 
strength  upon  standing,  particularly  when  exposed  to  direct  sunlight 
and  to  high  temperature.  Phenol  changes  more  readily  when  melted 
or  in  the  presence  of  moisture  than  when  in  crystalline  form.  I!  is 
important,  therefore,  that  the  crystals  of  phenol  be  kept  in  a  tightlj 
stoppered  bottle,  in  a  cool,  dry  place  and  exposed  to  the  light  and  me-is* 
ture  as  little  as  possible.  Phenol  which  has  been  exposed  to  the  air  an< 
allowed  to  aleorb  enough  water  to  alter  its  melting-point  or  which  hiu 
become  at  all  red  should  l>e  discarded  for  the  purpose  of  this  test.  Th- 
5  per  cent  stock  solution  is  prepared  as  follows:  Melt  the  phenol  in  th 
original  container  and  pour  out  approximately  50  gms.  into  a  close* 
weighing  bottle;  weigh  and  dissolve  in  the  proper  amount  of  water  t- 
give  a  5  per  cent  solution.  Do  not  attempt  any  further  standardization 
This  stock  solution  is  kept  in  the  refrigerator  in  am  be  red -colored  bottle? 
of  not  more  than  500-c.e.  capacity,  and  for  a  period  of  not  longer  thai 
three  months. 

Dilutions,  Distilled  Water.  Sterile  distilled  water  is  reeommeailci 
for  all  dilutions.  Attention  is  directed  to  the  danger  of  metallic  eoppe- 
in  the  distilled  water  prepared  from  the  common  type  of  laboratory 
still  in  which  the  condensation  surface  is  of  tin-coated  copper  or  bras? 
If  the  tin-plate  is  worn  away  sufficient  copper  may  be  dissolved  to 
materially  influence  the  coefficient . 

Five  Per  Cent  Stock  Solution.  Accurately  graduated  capacity 
pipettes  are  to  be  used  in  preparing  the  stock  dilution  of  disinfectant 
Five  c.c.  of  disinfectant  are  measured  into  a  flask  containing  05  c.c  of 
sterile  distilled  water  the  interior  of  the  pipette  being  rinsed  several 
times  with  the  contents  of  the  flask.  From  this  solution  or  emulsion, 
and  from  the  stock  5  per  cenl  phenol  solution  the  required  dilutions  a" 
prepared. 

Initial  Dilution  from  5  Per  Cent  Dilution.  Take  50  c.c.  of  the  < 
per  cent  stock  solution,  place  in  a  100-c.c.  graduated  flask  and  mak 
up  to  the  mark  with  sterile  distilled  water.  Mix  by  pouring.  Th1 
gives  a  dilution  of  1  :  40.  With  50  c.c.  of  this  dilution  repeat  the  procef 
to  obtain  a  dilution  of  1  :  80  anil  so  on  by  successive  dilutions  until  th 
following  initial  dilutions  or  such  as  these  as  are  necessary'  for  the  tesl 
are  prepared: 

1  :  20  1  :  160 

1  :  40  1  :  320 

1  :  80  1  :  640 

Final  Dilutions  from  Initial  Dilutions.  With  sterile  delivery-  pipett* 
measure  the  quantities  of  initial  dilutions  and  sterile  distilled  wati 
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inquired  in  accordance  with  the  following  table  to  obtain  the  desired 

•   final  dilutions: 

Table  XX 


Initial  Dilution. 


Initial 

Dilution 

+W»t«  (c.c) 


4+4 

4+5 
4+6 
4+7 
4+8 
4+9 
4+10 


1  :20 


1  :40 


1  :80 


1  :  160 


1  :320    ' 


1  :64 


Final   Dilution. 


1  : 

40  ' 

.  1  : 

80 

I 
1  :  160 

1  : 

320 

1  :640 

1  :  1280 

1  : 

45 

1  : 

90 

1  :  180 

1  : 

360 

1  :720 

1  :  1440 

1  : 

.50 

1 

.  100 

1  :200 

1  : 

400 

1  :800 

1  :  1600 

1 

:55 

1 

:  110 

1  :220 

1  : 

440 

1  :880 

1  :  1760 

1 

:60 

1 

:  120 

1  :240 

1 

480 

1  :960 

1  :  1920 

1 

:65 

1 

:  130 

1  :260 

1 

:520 

1  :  1040 

1  :2080 

1 

:70 

1 

:  140 

1  :280 

1 

:560 

1  :  1120 

1  :2240 

Temperature.  The  standard  temperature  at  which  the  organism  is 
exposed  to  the  action  of  the  disinfectant  is  20°  C,  but  a  variation  of 
not  more  than  0.5°  on  either  side  of  this  figure  is  allowable.  The  tem- 
perature should  be  maintained  by  the  use  of  a  water  bath,  the  design 
of  which  may  be  left  to  the  individual  operator.  It  is  important,  how- 
ever, that  the  bath  be  so  arranged  that  the  waiter  will  rise  to  a  height 
greater  than  that  of  the  dilution  of  disinfectant  contained  in  these  seed- 
mg  tubes.  The  cultures  and  dilutions  of  disinfectants  should  be  brought 
to  a  temperature  of  20°  C.  before  starting  the  test.  In  very  warm 
weather,  it  will  be  found  that  there  is  a  material  increase  in  the  tempera- 
ture of  the  water  bath  during  the  twenty-minute  period.  If,  however, 
the  bath  is  brought  at  the  start  to  a  temperature  of  19.5°  C.  it  will  not 
generally  exceed  20.5°  C.  during  the  test.  For  the  determination  of  the 
temperature  coefficient  a  temperature  of  30°  C.  is  also  employed. 

All  subcultures  are  incubated  at  37°  C.  for  forty-eight  hours.  The 
temperature  of  the  incubator  should  be  maintained  between  36°  and  38°. 

Technique.  In  the  test  of  a  new  preparation  the  coefficient  of  which 
fc  unknown  it  will  be  necessary  to  make  a  set  of  range-finding  tests. 
For  this  purpose  use  the  series  1  :  40,  1  :  80,  etc.,  at  the  head  of  the  col- 
umns in  the  table  of  final  dilutions  and  select  for  the  actual  test  with 
Phenol  a  series  of  final  dilutions  ranging  from  the  highest  dilution  which 
lolled  in  five  minutes  to  the  lowest  dilution  which  failed  to  kill  in  twenty 
minutes.  If  some  approximate  idea  of  the  coefficient  is  available,  or  if 
the  preliminary  test  indicates  a  too  extensive  range  of  dilutions  for  the 
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final  test.  :i  closer  range  may  Ik?  obtained  by  restricting  the  test  to  few* 
columns  and  using  the  middle  row  of  dilutions  together  with  the  top  row. 

The  seeding  tubes  having  been  properly  sterilized  are  brought  to 
the  bench  Mid  placed  in  the  seeding  racks  to  the  number  required. 
Five  c.c.  of  each  of  the  dilutions  of  phenol  and  disinfectant  to  be  tested 
are  placed  in  order  in  these  seeding  tubes,  which  are  appropriately  num- 
bered, a  separate  5-c.c.  delivery  tube  being  used  for  each  dilution.  The 
tuln?  containing  the  filtered  culture  is  next  placed  in  one  of  the  holes  of 
thl  eeeding-tube  holder  which  is  then  placed  in  the  water  hath  and 
allowed  to  stand  there  for  sufficient  time  to  bring  the  contents  to  tem- 
perature. The  inoculator  is  then  filled  with  culture  and.  at  the  begUffifa| 
of  an  even  five-minute  period  the  first  seeding  tube  is  inoculated  with 
0.1  c.c.  of  culture  and  the  succeeding  tubes  are  then  inoculated  al 
appropriate  intervals.  If  the  manipulator  is  sufficiently  skilled  to  make 
inoculations  and  transfers  at,  fifteen -second  intervals  the  total  number 
of  dilutions  including  the  phenol  dilutions  that  can  be  carried  thrtmdi 
a  test  simultaneously  is  20.  Five  of  these  are  necessary  for  the  phenol, 
I  :  SO  In  I  :  120.  inclusive,  leaving  a  maximum  of  15  for  the  disiiifri-lniil- 
This  will  permit  the  employment  of  two  of  the  columns  of  the  table  a 
final  dilutions,  if  nee  canary.  In  practice,  however,  it  will  seldom  bt 
found  necessary  to  extend  the  range  over  more  than  one  complete  col- 
umn or  eight  dilutions  which  with  five  phenol  dilutions  gives  UnrtOO 
in  all.  This  wilt  permit  the  making  of  inoculations  and  transfers  at 
Iwotily-seeond  intervals,  with  one  minute  leeway  at  the  end  of  eiu'b 
round,  a  safer  and  more  comfortable  schedule.  For  the  beginner  I  Hirn- 
SMQnd  intervals  an1  recommended  which  permit  the  carrying  (|f  lea 
dilutions  simultaneously.  Whatever  the  interval  decided  upon  it  is 
quite  desirable  that  a  plan  of  the  test  showing  the  dilutions  to  be  uBWi 
intervals  between  inoculations,  and  times  of  making  sulx-nltons  I*" 
carefully  laid  out  on  paper  so  that  there  shall  l»c  no  confusion  in  thes^ 
matters  during  the  actual  test. 

When  the  tabes  have  been  inoculated,  the  inoeulator  is  pushed  awnV 
diagonally  and  the  loop  holder  is  drawn  up  to  the  edge  of  the  bench  anJ 
just  before  the  expiration  of  the  time  interval,  subculture  tube  No.  1 
is  bkken  in  the  hand,  the  plug  withdrawn,  and  a  loop  dipped  perpen- 
dicularly into  the  first  seeding  tube.  At  the  expiration  of  the  time 
interval,  the  loop  is  withdrawn,  and  the  transfer  i -on  sun  una  ted.  The 
loop  is  returned  to  its  groove  on  the  loop  hoUler.  the  burner  moved  in 
place  under  it  and  the  subculture  lube  given  a  rapid  whirling  movement 
to  mix  its  contents  and  replaced  Another  tube  and  another  loop  are 
then  taken  in  hand  for  the  next  transfer.     At  the  completion  of  the  test 
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subculture  tubes  are  placed  in  the  incubator  and  forty-eight  hours 

•  they  are  removed,  read  and  recorded. 

)etermining  the  Coefficient.    The  concentrations  of  the  highest  dilu- 

3  which  gave  negative  results  in  five,  ten,  fifteen  and  twenty  minutes, 
ectively,  are  divided  by  the  corresponding  concentrations  of  phenol 
btain  a  series  of  four  coefficients.  The  arithmetical  mean  of  the  four 
&ken  as  the  "  Mean  Phenol  Coefficient  against  Typhoid  20°  C, 
to  twenty  minutes,  A.  P.  H.  A."  It  is  recommended  that  a  final 
irt  be  based  upon  the  results  of  not  less  than  three  separate  tests. 

coefficient  will  be  known  for  brevity  as  the  "  A.  P.  H.  A.  Standard 
nol  Coefficient/'  but  for  any  other  organism  temperature,  time 
jes  that  may  be  employed  the  word  "  Standard  "  will  be  omitted 

the  full  expression  given.  The  determination  of  these  special 
Bcient  for  special  uses  is  recommended. 

Determination  of  Coagulation  Coefficient.  (After  Schneider,  1912). 
tab  chemicals  which  are  used  as  disinfectants  precipitate  proteins 

may  be  used  up  in  that  way.    Mercuric  chloride,  for  instance,  is 

0 

i  a  disinfectant  and  does  not  do  its  maximum  work  under  such  con- 
ons.  Many  of  the  disinfectants  do  not  coagulate  albumin  in  the 
itions  which  are  used  for  disinfecting.  There  seems  to  be  no  relation 
ween  the  "  phenol  "  coefficient  and  the  "  coagulating  coefficient " 
;  it  is  often  desirable  to  know  just  how  active  a  certain  substance  is 
the  precipitation  of  proteins.  For  this  purpose  Schneider  (1912) 
rised  the  following  procedure; 

Albumen  Test  Solution 

Based  upon  the  results  of  the  preliminary  experiments  a  1  per  cent 
[ueous  (distilled  water)  solution  of  pure  dried  egg  albumen  is  recom- 
ended  as  the  substance  upon  which  the  different  strength  solutions 
the  various  disinfectants  is  to  act. 

The  following  methods  for  making  the  albumen  solution  are  sub- 
itted  for  consideration,  hoping  that  other  investigators  may  try  them 

4  comparatively: 

(a)  Gravimetric  Method  A.  Place  2  gins,  of  pure  powdered  egg 
ximen  in  100  c.c.  of  boiled  distilled  water,  shake  and  set  aside  for 

•  to  twelve  hours,  shaking  frequently.  Filter  through  a  tared  filter 
per  which  has  been  dried  (at  100°  C.)  to  constant  weight.  Filtering 
slow,  requiring  perhaps  one  hour's  time.  When  the  last  drop  has 
ered  through,  dry  the  filter  paper  with  the  unfiltered  albumen  residue 
A  it  to  constant  weight  and  weigh.     Deduct  from  this  weight  the 
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weight  of  the  albumin  residue.  From  1  gin.  of  egg  albumen  dried  to 
constant-  weight  determine  the  percentage  of  moisture.  From  the  data 
thus  obtained  it  is  easy  to  determine  the  amount  of  boiled  distilled 
water  which  must  l>c  added  to  the  filtrate  (100  c.c.)  to  make  1  per  cent 
dried  albumen  solution. 

We  will  suppose  that  the  dried  filter  paper  to  be  used  in  filtering  the 
albumen  solution  weighs  1.570  gms.  and  this  same  paper  with  the 
undissolved  albumen  residue  (also  dried  at  100°  C.  to  constant  weight) 
weighs  1.965  gms.,  then  the  weight  of  the  undissolved  dried  albumen 
residue  equals  0.395  gm.  We  will  suppose  that  1  gm.  of  albumen  loses 
0.126  gm.  on  drying,  or  12.6  per  cent  moisture.  0.395  gm.  raised  to  its 
normal  air  moisture  (0.395  gm.+  12.6  per  cent  of  0.395  gm.  =  0.444  gm.) 
and  subtracted  from  2.00  gms.  leaves  1.556  gms.,  the  amount  of  albumen 
that  passed  through  the  filter  paper.  12.6  per  cent  of  1.556  gms. =0.196 
gm.  and  1.446  gms.  less  0.196  gm.  =  1.360  gms.  which  represents  the 
amount  of  albumen,  dried  to  constant  weight,  that  passed  into  solution. 
Therefore  to  make  a  1  per  cent  solution  it  is  necessary  to  add  enough 
boiled  distilled  water  to  the  filtrate  to  make  1/100,  in  this  case  add  water 
up  to  the  136  c.c.  mark.  We  now  have  a  1  per  cent  solution  sufficiently 
accurate  for  all  practical  purposes. 

This  albumen  test  solution  is  now  ready  for  use  but  it  must  be  kept 
in  mind  that  it  is  readily  attacked  by  microbes.  However,  if  carefully 
prepared  with  pure  albumen,  boiled  distilled  water,  in  sterile  vessels, 
and  put  on  ice  or  in  a  cool  place,  it  will  keep  for  perhaps  four  days. 

Any  quantity  of  albumen  solution  may  be  made,  it  merely  beinfc 
advised  not  to  prepare  more  than  may  be  required  for  the  tests  contef**" 
plated. 

(b)  Gravimetric  Method  B.  In  a  dried  and  tarred  platinum  dis" 
place  5  c.c.  of  the  albumen  filtrate  (2  gms.  in  100  c.c.  of  boiled  distill^ 
water),  evaporate  over  water  bath  and  dry  to  constant  weight,  and  frC^  * 
this  determine  the  percentage  of  albumen  in  the  solution  and  t  ^ 
amount  of  water  that  must  be  added  to  the  albumen  filtrate  to  ma^ 
1  per  cent. 

(c)  Nitrogen  Determination.  By  means  of  the  Kjeldahl  apparat-^ 
determine  the  percentage  of  nitrogen  representing  the  albumen  ^ 
solution. 

Having  prepared  the  egg  albumen  solution  the  next  step  is  to  mat^ 
the  phenol  control  solution,  the  primary  stock  solutions  of  the  disir* 
fectants  to  t>e  tested  for  coagulating  powers,  and,  from  these,  ti+€ 
secondary  or  sub-stock  solutions,  from  which  the  final  test  dilution* 
are  made  as  the  experiment  progresses. 
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The  standard  of  comparison  is  the  opacity  produced  in  5  c.c.  of  the 
1  per  cent  egg  albumen  solution  when  5  c.c.  of  5  per  cent  phenol  solu- 
tion is  added  (in  a  standard  test  tube  of  about  15  c.c.  capacity).     This 
phenol  tube  is  placed  against  a  black  background.     In  making  a  test, 
varying  dilutions  of  the  disinfectant  are  added  to  the  egg  albumen 
solution  until  the  opacity  produced  is  the  same  as  that  in  the  phenol 
tube.    In  each  test  5  c.c.  of  the  dilution  is  added  to  5  c.c.  of  the  egg 
albumen  in  a  standard  test  tube  and  the  two  tubes  compared,  placed 
against  the  black  background.    The  following  tentative  procedure  for 
'  making  dilutions  is  suggested: 

Dilutions  op  Disinfectants  to  be  Used 

The  phenol  control  solution  (5  per  cent)  is  made  as  for  the  Anderson- 
McCIintic  method  of  standardizing  disinfectants,  using  only  pure 
phenol  crystals. 

Of  the  disinfectants  to  be  tested  10  per  cent  and  1  per  cent  primary 
stock  solutions  are  made;  10  per  cent  solutions  of  liquid  disinfectants 
*8  alcohol,  formalin,  and  acids,  and  1  per  cent  solutions  of  the  salts  of 
keavy  metals  and  of  soluble  substances  generally.  From  these  primary 
Mock  solutions  the  following  secondary  dilutions  or  sub-stock  solutions 
,  we  made,  always  in  those  amounts  which  will  serve  the  purpose,  that  is, 
n  amounts  for  perhaps  ten  sub-dilutions  for  each  and  every  disinfectant 
to  be  tested: 

1/10  (of  liquids  only) 

1/100 

1/1000 

1/10,000 

1/100,000. 

Method  of  Testing 

(a)  Phenol  Standard.  Pour  5  c.c.  of  the  egg  albumen  solution  in  a 
•tondard  test  tube,  using  a  6-c.c.  pipette  having  a  free  outflow.  Add 
to  this  5  c.c.  of  the  phenol  stock  solution  (5  per  cent).  Set  the  tube 
to  the  standard  test  rack  (with  black  background  made  of  cardboard 
Wvered  with  black  tissue  paper).  The  degree  of  opacity  developed  is 
to  serve  as  the  standard  of  comparison. 

(6)  Preliminary  Testing.  The  albumen  coagulating  power  of  the 
dfefefectant  being  unknown,  much  time  and  labor  can  be  saved  by 
testing  with  the  four  or  five  sub-stock  solutions,  adding  5  c.c.  to  5  c.c.  of 
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the  egg  albumen  test  solution,  in  order  to  find  that  dilution  of  the  disin- 
fectant which  fails  to  show  any  opacity.  We  will  suppose  that  the 
1/1000  sub-stock  solution  shows  very  marked  opacity  or  precipitation, 
then  the  1/10,000  solution  might  be  tried,  which  may  also  show  quite 
marked  opacity,  then  the  1/100,000  may  be  tried.  If  this  gives  nega- 
tive results  then  we  know  that  the  phenol  standard  lies  between 
1/10,000  and  1/100,000,  with  the  probabilities  that  it  is  nearer  1/10,000. 

Table  XXI 
PLAN  FOR  TEN   DILUTIONS  AT  THIRTY-SECOND  INTERVALS 


Seeding 
Tube 


Inoculate.  !  5-Mix.  Test. 


Dilution. 


10- Mix.  Tut. 


15-Mix.Test.  20-Mix.Tut. 


Min.  '    Sec.      Min.      Sop.    :   Min.  i    Sec. 


1 

1 

:80 

00 

2 

1 

:90 

00 

3 

1 

:  100 

1 

4 

1 

:  110 

1 

5 

1 

:  120 

2 

6 

1 

:360 

2 

/ 

1 

:4()0 

3 

8 

1 

:  440 

3 

9 

1 

:4S0 

4 

10 

1 

:  520 

4 

00 
30 
00 
30 
00 

30 
00 
30 
00 
30 


5 
5 
6 
6 

7 


00    !    10    I   00 


30    .    10    !   30 


I  00 
|  30 
I   00 


11 
11 


00 
30 


12    '   00 


I 


7 

30 

12 

8 

00 

13 

8 

30 

13 

9 

00 

14 

9 

30 

14 

30 
00 
30 
00 
30 


(c)  Concluding  Testing.  Going  back  to  the  1.  10,000  dilution  ma  - 
ten  sub-dilutions,  increasing  the  dilutions  by  a  difference  of  1000  ^ 
simply  adding  the  required  parts  of  distilled  water,  using  small  qua  — 
tities,  thus: 

10  parts  of  1  10,000+1  pail  water  =1/11,000. 

10  parts  of  1  10,000+2  parts  water=l' 12,000. 

10  parts  of  1  10,000+3  parts  water  =1/13,000,  etc. 

Any  other  quantity  proportions  may  be  used,  however,  as  10,  1^ 
20,  etc.,  parts  of  the  sub-stock  solution  with  the  required  parts  of  di?551 
tilled  water.     If  the  1  1000  sub-stock  solution  is  to  be  used  then  th~ 
dilutions  should  be  increased  by  100  as  follows: 


10+1 
10+2 
10+3 
10+4 


1  1100 
1  1200 
1  1300 
1/1400; 
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w  any  other  equal  proportion  of  stock  solution  and  distilled  water  may 
be  used,  as  5+0.5,  100+10,  or  1000+100,  etc. 

If  the  highest  stock  dilution  (1/100,000)  is  to  be  used,  then  the 
increase  should  be  by  10,000,  thus: 

10+1  =  1/110,000 
10+2=1/120,000 
10+3  =  1/130,000,  etc. 


Determination  of  the  Phenol  Coefficient 


Having  determined  that  dilution  which  gives  the  same  coagulation 
opacity  as  the  5  per  cent  carbolic  acid,  it  is  a  very  simple  matter  to 
determine  the  phenol  albumen  coagulating  coefficient  by  simply  dividing 
the  strength  of  the  dilution  of  the  disinfectant  tested  by  the  phenol 
dilution  (1/20). 

We  conclude  by  giving  the  coagulating  coefficients  of  a  few  disin- 
fectants: 


Name  of  Disinfectant. 

Phenol 

C°Pper  sulphate 

Mercuric  chloride 

^ver  nitrate 

^cohol 


Reaction 
Limit. 


>         Phenol 
Coefficient. 


1/20 
1/15,000 
1/10,000 
1/9,500 

1/3 


1.00 
750.00 
500.00 
475.00 

0.15 


The  Hale  Toxicity  Coefficient  of  Disinfectants.  Hale  has  attempted 
m  this  procedure  to  establish  the  toxicity  of  different  substances  and  to 
4  #ve  them  a  definite  numerical  relation  to  other  toxic  agents.  He 
'Urther  proposed  that  this  toxicity  coefficient  be  established  for  groups 
°*  substances  having,  in  general,  a  similar  pharmacological  action. 
***^  following  procedure  was  proposed  for  determining  the  toxicity 
co^fficient  of  phenol-like  compounds: 

The  animal  upon  which  the  substance  in  question  is  to  be  tested 

shall  be  the  white  mouse  of  not  less  than  15  nor  more  than  30  gms. 

w^ight.     The  dose  is  to  be  calculated  per  gram  of  body  weight  and 

should,  when  diluted,  equal  between  0.03  and  0.04  c.c.  per  gram  weight; 

&&t  is,  0.06  to  0.08  c.c.  for  a  20-gm.  mouse.     The  diluent  is  to  be  dis- 
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tilled  water  and  primary  dilutions  are  to  be  made  of  such  strength  that 
the  dose  is  easily  measured  with  a  1-e.c.  pipette  graduated  in  hun- 
dredths. This  is  most  easily  accomplished  by  the  use;  of  the  substance 
in  greater  concentration  than  that  required  to  kill  in  the  above  volume 
dose.  After  the  required  dose  of  the  diluted  disinfectant  has  been 
estimated  it  is  measured  into  a  suitable  dish  and  is  then  diluted  further 
to  the  required  volume  by  adding  water  in  sufficient  quantity.  A  aeries 
of  mice  are  then  to  be  injected  with  varying  amounts  of  the  substance 
until  the  least  fatal  dose  is  determined,  the  mice  being  kept  under 
observation  for  a  period  of  twenty-four  hours  unless  death  results  in  a 
shorter  time. 

Mice  of  the  same  lot  are  similarly  injected  with  pure  phenol  prop- 
erly diluted  to  make  the  measurement  of  the  dose  easy  and  then  further 
diluted  in  a  small  dish  to  equal  a  volume  dose  of  0.03  to  0.04  c.c.  per  gram 
of  body  weight  and  the  least  fatal  dose  determined  as  above.  The  dose 
thus  obtained  is  considered  unity  and  the  least  fatal  dose  of  the  sub- 
stance in  question  is  estimated  in  per  cent  of  this,  as  is  illustrated  in  the 
table  following: 


Mouse 
Weight. 


Disinfectant  A 


Phenol 


21.13 
20.64 
18.32 
19.05 

18.46 
20.10 
19.23 
18.90 


Dose  per  Gram 
of  Body 
Weight. 


0.0012 
0.0016 
0.0018 
0.0020 

0.00035 
0.00040 
0.00045 
0.00050 


'    Result*. 


Survived 

Survived 

Lethal 

Lethal 

Survived 

Survived 

Lethal 

Lethal 


Time. 


Hrs. 


10 
2 


1 


1 
0 


lj 


The  least  fatal  dose  of  disinfectant  A  was  estimated  to  be  0.001 
that  of  phenol  0.00045.  The  phenol  toxicity  coefficient  of  disinfectant 
therefore  is,  according  to  the  proportion  4.5  :  18 : :  X  :  100,  25  per  cen 

The  following  are  some  toxicity  coefficients  secured  by  Hale  in  tl^ 
application  of  his  procedure  to  some  commercial  disinfectants.  Fc^ 
the  sake  of  comparison,  the  "  phenol  coefficients  "  as  determined  by 
McClintic  have  been  included: 
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Phenol  Coefficient. 

• 

Toxicity 
Coefficient. 

Without  Or- 
ganic Matter. 

With  Or- 
ganic Matter. 

Bacterid 

45 
33 

1.58 
1.23 

1.34 

Benet&l 

0.92 

Creola 

12.8 

Creolin-Pearson 

18.0 

3.25 

2.52 

Cresoleum 

11 

•    2.90 

1.75 

Germol 

16 

2.12 

1.79 

Hycol 

32 

12.30 

9.37 

Kreotas * 

5.6 

1.10 

0.30 

Krwo 

22.5 
45 

4.5 
90 

3.92 
2.12 

2.62 

2.32 

Lysol 

1.57 

Phenol  sodiaue 

IWrool 

2  50 
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CHAPTER   VI 
PROTEINS   AND   CARBOHYDRATES 

Classification  of  Proteins.     Committees  for  the  American  Society  of 
Biological  Chemists  and  the  American  Physiological  Society  have  i 
the  following  recommendations  concerning  the  proteins; 

FihSt.     The  word  proteid  should  lie  abandoned. 

Second.  The  word  protein  should  designate  that  group  of 
stances  which  consists,  wo  far  as  at  present  is  known,  essentially  trf 
binations  of  the  a-arnino  acids  and  their  derivatives,  e.g.,  o-amino  arettt 
acid  or  glycocoll;  ((-amino  propionic  acid  or  alanin;  phenyl-a -amino 
propionic  acid  or  phenylalanin ;  guanidin-aniino  valerianic  acid  or 
arginin,  etc.,  and  are,  therefore,  essentially  polypeptide. 

Third.  That  the  following  terms  Ije  used  to  designate  the  various 
groups  qf  proteins; 

I.  Simple  Proteins.     Protein  substances  which  yield  only  «■ 
acids  or  their  derivatives  on  hydrolysis. 

Although  no  means  are  at  present  available  whereby  the  chcmiral 
individuality  of  any  protein  can  be  established,  a  number  of  simple 
proteins  have  been  isolated  from  animal  and  vegetable  tissues  which 
have  been  so  well  characterized  by  Constance  of  ultimate  compoaiDO* 
and  uniformity  of  physical  properties  that  they  may  be  treated  3s 
chemical  individuals  until  further  knowledge  makes  it  possible  to  char- 
acterize them  more  definitely. 

The  various  groups  of  simple  proteins  may  l>e  designated  as  folfcnr*' 

(a)  Albumins.  Simple  proteins  soluble  in  pure  water  and  coagul&bl* 
by  heat. 

(b)  Globulins.  Simple  proteins  insoluble  in  pure  water  but  solnb'** 
in  neutral  solutions  of  salts  of  strong  bases  with  strong  acids. 

(c)  Glutelins.-  Simple  proteins  insoluble  in  all  neutral  solvents  hu1 
readily  soluble  in  ran/  dilute  acids  anil  alkalies. 

(d)  Alcohol  Soluble  Proteins.  Simple  proteins  soluble  in  relatively 
strong  alcohol  (70  to  80  per  cent)  but  insoluble  in  water,  ahsoluW 
alcohol,  and  other  neutral  solvents. 

(f)  Albuminoids.    Simple   proteins   which    possess   essentially    the 
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same  chemical  structure  as  the  other  proteins,  but  are  characterized  by 

&  great  insolubility  in  all  neutral  solvents. 

(/)  Histories.  Soluble  in  water  and  insoluble  in  very  dilute  ammonia 
and,  in  the  absence  of  ammonium  salts,  insoluble  even  in  an  excess  of 
ammonia;  yield  precipitates  with  solutions  of  other  proteins  and  a 
coagulum  on  heating,  which  is  easily  soluble  in  very  dilute  acids.  On 
hydrolysis  they  yield  a  large  number  of  amino  acids,  among  which 
the  basic  ones  predominate. 

(g)  Protamine.  Simpler  polypeptide  than  ihe  proteins  including  the 
preceding  groups.  They  are  soluble  in  water  uncoagulable  by  heat, 
have  the  property  of  precipitating  aqueous  solutions  of  other  proteins, 
possess  strong  basic  properties  and  form  stable  salts  with  strong  mineral 
acids,  among  which  the  basic  amino  acids  predominate. 

II  Conjugated  Proteins.  Substances  which  contain  the  protein 
molecule  with  nucleic  acid. 

(a)  NucUoprvteins.  Compounds  of  one  or  more  protein  molecules 
with  nucleic  acid. 

(6)  Glycoproteins.  Compounds  of  the  protein  molecule  with  a  sub- 
stance or  substances  containing  a  carbohydrate  group  other  than  a 
nucleic  acid. 

(c)  Phosphoproteiiis.  Compounds  of  the  protein  molecule  with 
some,  as  yet  undefined,  phosphorus  containing  substance  other  than  a 
nucleic  acid  or  lecithin. 

{<U  Hemoglobins.     Compounds  of  the  protein  molecule  with  hema- 
tin  or  some  similar  substance. 
i        If)  Lecitho-protciits.     Compounds    of    the    protein    molecule    with 
j   Withins  flecithans,  phosphatids). 
I       III.  Derived  Proteins. 

1.  Primary  Protein  Dcrivalin:*.  Derivatives  of  the  protein  mole- 
nilo  apparently  formed  through  hydrolytic  changes  which  involve  only 
slight  alterations  of  the  protein  molecule. 

(o)  Proteins.  Insoluble  products  which  apparently  result  from  the 
innpicnt  action  of  water,  very  dilute  acids  or  enzymes. 

"n  M etapTOteinx.  Products  of  the  further  action  of  acids  and  alka- 
lis whereby  the  molecule  is  so  far  altered  as  to  form  products  soluble 
in  very  weak  acids  and  alkalies  but  insoluble  in  neutral  fluids. 

This  group  will  include  the  familiar  "  acid  proteins  "  and  "  alkali 
proteins  "  not  the  salts  of  proteins  with  acids. 

(e)  Coagulated  Proteins.  Insoluble  products  which  result  from  (1) 
'he  action  of  heat  on  their  solutions,  (2)  the  action  of  alcohols  on  the 
prutclii. 
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2.  Secondary  Protein  Derivatives.  Products  of  the  further  hydrolytie 
cleavage  of  the  protein  molecule. 

{a)  Proteoses.  Soluble  in  water,  uncoagulable  by  heat  and  pre- 
cipitated by  saturating  their  solutions  with  ammonium  sulphate  or  anc 
sulphate. 

(b)  Peptones.  Soluble  in  water,  uncoagulable  by  heat,  but  not 
precipitated  by  saturating  their  solutions  with  ammonium  sulphate. 

(c)  Peplid-s.  Definitely  characterized  combinations  of  two  or  more 
amino  acids,  the  carboxyl  group  of  one  being  united  with  the  amino 
group  of  the  other,  with  the  elimination  of  a  molecule  of  water. 

Structure  of  Proteins.  Proteins  are  combinations  of  amino  acids 
the  unions  being  between  the  carboxyl  group  of  one  acid  and  the  amino 
a;roup  of  the  other.     The  following  will  serve  to  illustrate  the  linkage. 
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The  free  amino  and  carboxyl  groups  on  the  givey  l-alanin  molecule 
are  free  to  react  in  the  same  way.  This  yields  infinite  possibilities  with 
regard  to  the  size  of  the  protein  molecule.  Fischer  has  done  much 
toward  synthesizing  proteins  from  these  smaller  units  the  amino  acids. 

The  amino  acids  which  have  been  isolated  from  proteins  may  be 
classified  as  follows: 

I.  Monoamine  Monobasic  Acids. 

Glycocoll,  o-amiuo  acetic  acid. 

H 


t        NH3 

Alanin,  a-amino  propionic  acid. 
H    H 

B-LU 

i  i 

H    NH2 


^thccturf.  of  amino  acids 


Phenylalanin,  a-amino,  d-phciiyl  propionic  acid. 
H    H 

ac— c—c^oh 
a  nh. 

Serine,  a-amino,  0-hydroxy  propionic-  acid. 
H    H 

H-C— C— C^OH 

I      I 
OBNH. 

Tyrosine,  o-ainino,  0-para  hydroxy  phenyl  propionic  acid. 
H    H 

-C— C^OH 
,      I 
H    NHj 


H— C— NH2  H— C-NHz 
COOH  COOH 

ucine,  isobutyl  a-araino  acetic  acid. 
CH 

-CH>— CH-COOH 
CH,X 

NHa 

Isoleucine  ethyl  methyl,  a-amino  propionic  acid. 

CH:, 7CH— CH-COOH 

CH,— CH,/  | 

NHs 
Valine,  a-amino,  isovalerianic  acid. 
CHS    NHj 

H— C C— cA)H 

I  I 

CH,    H 
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II.  Dicarboxylic  acids. 

Aspartic  acids,  a-amino  succinic  acid. 

H 

NH2— C— C^OH 

H-C-(M)H 


H 

Glutamic  acid,  a-amino,  n-glutaric  acid. 

NH2 

H— C— C^OH 


>0 


H— C— H 


1        J* 
H— C— C^-OH 


H 
III.  Diamino  acids. 

Lysine,  a-e-diamino  caproic  acids. 

NH2  H    H    H    NH2 

H— C C— C— C— C C^-OH 


H       H    H    H    H 

Arginine,  d-guanidine,  amino  valerianic  acid. 

H    H    H    NH2 

N— C— C— C— C-C^-OH 
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IV.  Heterocyclic  amino  acids. 

Tryptophane,  0-indole,  a-amino  propionic  acid. 

H    H 
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imiduzol  propionic  add. 
H    NHa 

H— C=C— C-C— C^- 

I  III 

H— N.    ^N    H    H 


Proline,  a-pyrrolidinc  carboxylic  acid. 
H2C CH2 


N 


That  amino  acids  are  utilized  by  bacteria  has  been  pointed  out  in 
other  places.  The  commercial  peptones  which  are  used  in  the  prepara- 
tion of  media  are,  among;  other  things,  mixtures  of  amino  acids.  The 
changes  induced  by  bacteria  on  certain  amino  acids  in  the  intestinal 
tract  are  discussed  in  that  chapter.  Raistrick  (1917)  has  shown  that 
the  bacteria  of  the  eoli-typhi  group  are  able  to  change  histidine  into 
urocaiiie  acid  (iminazolylacrylic  acid).  Most  of  the  other  amino  acids 
may  be  changed  by  bacterial  enzymes  to  smaller  molecules.  Bacterial 
changes  induced  in  other  amino  acids  have  been  dismissed  elsewhere  in 
this  book. 

Qualitative  Analysis  for  the  Elements  in  Organic  Compounds.  The 
inorganic  elements  may  be  detected  by  heating  some  of  the  sample  on  a 
piece  of  platinum  foil  or  porcelain.  During  this  ignition  the  organic 
elements  are  driven  off.  The  organic  elements  are  determined  by 
ignition  with  sodium.  It  often  happens  that  an  element  is  present  in 
both  organic  and  inorganic  forms. 

Inorganic  Elements.  The  substance  is  ignited  on  a  piece  of  platinum 
foil  or  porcelain  until  all  of  the  organic  portion  is  destroyed.  If  the 
sample  chars  during  this  procedure,  the  presence  of  an  organic  substance 
is  shown.  If  an  inorganic  substance  is  shown  in  the  charring  it  may 
further  be  determined  by  the  procedures  of  qualitative  analysis. 

Organic  Elements.  Place  a  small  piece  of  sodium  in  an  ignition 
tube  about  4  ins.  long.     Incline  the  tube  in  a  slanting  position  and 
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heat  the  closed  end  very  gently  at  first  and  later  heat  the  bottom  to 
a  dull  red.  As  soon  its  the  sodium  has  begun  to  volatilize  and  condense 
on  the  sides  of  the  tube,  add  a  few  drops  of  the  sample  or  a  few  pieces  of 
a  solid,  being  careful  to  keep  off  the  3ideB  of  the  tube.  As  soon  u  tbe 
tube  has  cooled  any  excess  of  sodium  may  be  removed  by  adding  a  little 
alcohol  or  if  the  sodium  excess  is  not  large  the  tube  may  be  plunged  info 
warm  water.  This  solution  must  be  filtered  free  of  free  carbon.  Tbe 
filtrate  may  then  be  tested  for  the  halogens,  nitrogen  and  sulphur. 
Hydrogen  and  oxygen  are  assumed  to  lie  present. 

Test  for  Organic  Sulphur.  Treat  about  1  c.c.  of  the  solution  secured 
from  the  sodium  ignition  with  lead  acetate  solution.  If  sulphur  is 
present  a  black  precipitate  will  be  formed  according  to  the  following 
equation.     The  solution  must  be  strongly  alkaline. 

Na2S+Pb(C2H302)2  =  PbS+2NaC2H302. 

Sodium  nitro-prusside  may  also  be  used  to  test  for  organic  sulphur. 
Add  a  few  drops  to  about  1  c.c.  of  the  filtrate  secured  from  the  sodium 
ignition  and  if  a  violet  color  results,  the  presence  of  sulphur  is  indicated. 
Test  for  Organic  Nitrogen.  Add  to  about  3  c.c.  of  the  filtrate  four 
drops  of  NaOH  solution,  four  drops  of  FeSO*  solution  and  one  drop  of 
FeCl3.  Add  a  little  concentrated  HCI  to  dissolve  the  precipitated 
ferrous  and  ferric  hydroxides  and  boil.  If  N  is  present  in  the  samples 
precipitate  of  Prussian  blue  will  come  down.  It  may  be  necessary  M 
heat  the  tube  gently  and  leave  it  for  a  time.  The  following  reactions 
take  place: 

6NaCN  +  FeSO*  =  Na4Fe(CN)fi+  NaaS04, 

FeCla  +  NaOH    =Fe(OHh+3NaCl. 

4Fe(OH)a+3Na«Fe(CN)li+I2HCl  =  Fe<fFe(CN)«)3+  12H?0+  12NaCl. 

Test  for  Sulphur  and  Nitrogen  when  Present  Together.  Acidify 
about  1  c.c.  of  the  solution  with  HCI  and  add  three  drops  of  ferric  chloride 
solution.     A  dark  red  indicates  the  presence  of  sulphur  and  nitrogen' 

3NaSCN  +  FeCla  =  Fe(SCN);i+3NaCl. 

To  be  certain  of  result*  the  above  tests  for  sulphur  and  nitrogen  should 
be  made  along  with  this  test. 

Test  for  Organic  Halogens:  Group  Test.  This  is  carried  out  by 
removing  H2S,  and  cyanide.  To  do  this  the  solution  is  acidified  wita 
dilute  nitric  acid  and  boiling.     The  addition  of  silver  nitrate  at  this 
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point  will  precipitate  the  halids  of  silver  which  have  the  characteristic 

appearance. 

Tests  for  Bromine  and  Iodine.  Acidify  a  few  cubic  centimeters  of 
the  sample  and  boil  to  remove  H2S  and  the  cyanids.  Add  a  few  drops 
of  carbon  bisulphide  and  a  little  chlorine  water.  If  iodine  is  present, 
it  is  taken  up  by  the  heavier  bisulphide  which  settle  to  the  bottom 
of  the  tube  with  a  distinct  violet  color. 

Nal + H3SO4  =  HI + NaHSO* 

2HI+Cl3  =  H40+I2. 

Qualitative  Tests  for  Elements  in  Proteins.  Carbon.  Heat  the 
protein  on  a  piece  of  platinum  foil  and  if  charring  takes  place  the  pres- 
ence of  carbon  is  indicated. 

Hydrogen.    Test  for  water  in  the  top  of  the  test  tube. 

Nitrogen.  Heat  with  soda  lime  and  test  for  ammonia  by  smell  and 
moist  litmus  paper. 

Sulphur.  Heat  with  concentrated  potassium  hydroxide  which  will 
set  free  potassium  sulphide.  Cool  and  add  lead  acetate  solution,  which 
will  precipitate  black  lead  sulphide.  After  adding  the  lead  acetate  solu- 
tion acidify,  boil  and  suspend  lead  acetate  paper  above  the  liquid. 

Detection  of  Proteins.  (1)  The  coagulation  of  proteins  by  heat 
especially  in  slightly  acid  solutions  may  be  used  in  their  detection. 
This  precipitate  does  not  disappear  on  continued  addition  of  acid. 
(2)  Alcohol  in  excess  will  form  a  precipitate  which  is  soluble  in  water 
at  first;  if  the  precipitate  is  left  in  contact  with  the  alcohol,  it  is  changed. 
The  proteins  come  down  unchanged  but  are  probably  dehydrated  when 
left  in  contact  with  the  alcohol.  The  fixing  of  tissue  in  histological  work 
fwta  upon  this  fact.  (3)  Heller's  Ring  Test  rests  upon  the  fact  that 
strong  mineral  acids  will  coagulate  proteins.  A  small  amount  of  con- 
centrated nitric  acid  is  put  into  a  test  tube  and  some  of  the  test  solution 
is  floated  upon  it.  If  proteins  are  present  a  whitish  layer  will  be  formed 
at  the  point  of  contact  between  the  two  liquids. 

Action  of  Bacteria  on  Proteins.  The  hydrolysis  of  proteins  by 
bacteria  has  been  studied  by  different  investigators  with  the  production 
of  data  which  is  not  in  agreement.  Bainbridge  (1911)  found  that  bac- 
teria could  not  decompose  "  purified  native  proteins."  This  was  later 
verified  by  Sperry  and  Rettger  (1915)  who  worked  with  purified  serum 
Albumin,  egg  albumin  and  edestin  and  the  common  proteolytic  bacteria. 
They  reported  that  when  all  other  forms  of  nitrogen  were  removed, 
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bacteria  could  not  start  the  decomposition  of  the  proteins.  Rettger, 
Berman  and  Sturges  (1916)  have  continued  this  work  and  reported  that 
proteoses  and  peptones  follow  essentially  the  same  law  of  resistance  to 
bacterial  action  as  do  the  native  proteins.  They  found  that  if  there 
was  sufficient  nitrogen  in  other  combinations  to  allow  growth  of  the 
bacteria  in  order  that  proteoses  could  be  secreted,  the  proteins  woe 
hydrolyzed.  When  no  growth  took  place  due  to  the  lack  of  available 
nitrogen,  no  hydrolysis  occurred.  The  bacteria  used  in  the  above 
experiment  might  be  regarded  as  "  starved  "  and  thus  not  in  a  normal 
condition.  Robinson  and  Tartar  (1917)  when  studying  this  question 
made  no  attempts  to  use  purified  proteins:  blood  "fibrin,  egg  albumin, 
casein,  gliadin  and  peptone  were  split  by  bacteria  to  ammonia.  The 
chief  source  of  ammonia  seemed  to  be  the  monoamino  and  diamino 
nitrogen.  The  work  of  these  investigators  simulates  more  closely  the 
conditions  in  our  common  media  and  in  nature. 

Action  of  Bacteria  on  Polypeptids.     Sasaki   (1912)   repoited  the 
B.  coli  split  glycyl-Myrosin  and  glycylglycine  into  their  component 
acids  and  from  this  they  conclude  that  bacteria  probably  plays  a  r61e  in 
digestion.     The  same  author  in  two  other  papers  reports  investigations 
wherein  liquefying  and  non-liquefying  bacteria  were  used.     With  non-    ! 
liquefying  types  such  as  typhi,  dysentery,  etc.,  glycyl-Z-tyrosine  and 
glycylglycine   were   decomposed    to    their   component   acids.     Sasaki 
regards  this  change  as  due  to  an  ereptase-like  enzyme,  excluding  pep- 
tase  because  synthetic  polypeptids  were  used.     The  various  liquefying 
bacteria  which  he  used  were  also  able  to  split  the  polypeptids.     In  1914 
Sasaki  killed  B.  coli  with  toluene   and,  after  action  on  polypeptids. 
demonstrated  that  they  were  split  into  their  amino  acids.     Somewhat 
similar  results  have  been  reported   by  Mito  (1918).     He  tested  the 
enzymes  of  JB.  coli  communis  and  Staph,   aureus  on  di-leucylyblycine. 
Asy metric  cleavages  were  secured.     The  copper  salt  of  /-leucine  was 
isolated.     The  mother  liquor  exhibited  an  optical  activity  compatible 
with  rf-leucylglycine.     Sasaki   (1917)   grew   B.  coli  communis  and   B. 
protcus  vulgaris  in  tyrosine  containing  media  of  two  kinds.     One  of  these 
media  contained  lactose  to  allow  acid  formation  while  the  other  con- 
tained a  mixture  of  phosphates  to  maintain  neutrality.     In  the  lactose 
media  both  bacteria  formed  /)-hydroxyphenyl-ethylamin.     In  the  lac- 
tose free  media  no  amine  could  be  isolated  but  rather  large  amounts  of 
tf-p-hydroxyphenyllactic  acid  were  secured. 

Bacterial  Action  on  Other  Bodies  Related  to  Proteins.  There  exist 
a  class  of  comi>ounds  which  stand  between  the  carbohydrates  and  pro- 
teins— glucosamin, 
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OH     OH     OH     OH     H 
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H       H       H       H       NH2  H 

This  compound  possesses  an  amino  group  in  place  of  a  hydroxyl 
group  and  this  amino  group,  to  a  certain  extent,  connects  it  with  the 
proteins  although  it  retains  many  of  its  carbohydrate  properties.  In 
light  of  the  controversy  concerning  the  action  of  bacteria  on  proteins 
their  action  on  this  compound  is  interesting. 

Meyer,  in  attempting  to  explain  the  action  of  bacteria  on  d-glucosa- 
min,  studied  the  action  on  acetyl  derivatives.  He  believes  that  the  NH2 
group  is  probably  split  off  after  which  a  further  degradation  takes  place. 

Color  Reactions  of  Proteins.  By  means  of  these  much  information 
may  be  secured  concerning  the  amino-acids  in  a  protein. 

Biuret  Reaction.  The  protein  solution  is  warmed  and  a  little  strong 
sodium  hydroxide  and  dilute  copper  sulphate  is  added.  Care  should 
be  exercised  to  use  dilute  copper  sulphate  two  or  three  drops  in  a  test 
tube  of  water.  A  violet  color  is  obtained.  The  color  is  due  to  the 
formation  of  biuret, 

C— N— H 


L 


/* 


N— H 

The  test  is  given  by  those  substances  which  have  two  CONH2 
groups. 

Xantho-proteic  Reaction.  The  protein  is  treated  with  concentrated 
itttric  acid.  The  solution  or  protein  will  turn  yellow.  The  presence 
of  a  C6H5  group  is  necessary.  This  reacts  with  the  HNO3  to  yield 
nitre  derivatives  of  benzine.     Nitro-benzine  is  formed. 

Milton's  Reaction.  The  protein  or  protein  solution  is  heated  with 
Milkm's  reagent.  The  protein  is  turned  red  or,  if  a  solution  is  used  a 
feddish  precipitate  is  formed.  The  reaction  is  given  by  those  proteins 
which  possess  a  hydroxy-phenyl  group.  Since  tyrosine  is  the  only 
amino  acid  having  this  group  which  has  been  isolated  from  proteins, 
the  presence  of  this  amino  acid  is  indicated  by  a  positive  test  with 
MiBon's  reagent.  Care  must  be  exercised  in  the  use  of  Millon's  reagent 
ance  it  may  be  decomposed  by  some  of  the  inorganic  salts  which  precip- 
itate mercury. 


■ 
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Liebermann's  Reaction.  Boil  the  protein  solution  with  about 
4  c.c.  of  con  cunt,  rated  hydrochloric  acid.  A  violet.-]  a  vender  color 
will  result  if  tryptophane  is  present. 

Bromine  Reaction  for  Tryptophane.  L'ncombined  tryptophane 
when  treated  with  bromine  water  will  give  a  violet  color. 

Test  for  Tyrosine.  Add  a  few  drops  of  formol  solution  to  concen- 
trated sulphuric  acid.  On  warming  with  tyrosine,  a  brown  red  color 
is  obtained,  which,  on  addition  of  acetic  acid  becomes  green.  Neither 
proteins  nor  peptones  give  the  reaction.  (Nasse's  modification  of 
Deiuge"s  test.     Quoted  from  Smith,  1905.) 

Schmidt  Test  for  Tyrosine.  Dissolve  by  boiling  in  water  and  add 
a  solution  of  mercuric  nitrate.  The  red  reaction  is  sharper  if  a  little 
fuming  nitric  acid  diluted  in  water  is  added.  Try  also  the  violet  renclion 
with  neutral  iron  chloride.     {Quoted  from  Smith,  1905.) 

Precipitation  Reactions.  The  precipitation  reactions  of  proteins 
are  important  in  removing  them  from  solution  and  also  for  detecting 
them  in  solution.  Most  of  the  metals  will  precipitate  them.  Mercury 
will  throw  down  a  heavy  white  precipitate  of  mercury  proteinate.  Cop- 
per, when  added  to  a  protein  solution  as  the  sulphate,  will  throw  downs 
bluish  precipitate.  Iron  and  lead  also  give  heavy  precipitates,  theona 
with  iron  being  dissolved  by  an  excess  of  that  compound.  Picric  acid, 
trichloracetic  acid,  phosphotungstic  acid,  tannic  acid  and  bromine 
also  form  precipitates  in  protein  solutions. 

Carbohydrates 

The  carbohydrates  may  be  classified  in  different  ways.  The  fol- 
lowing is  a  convenient  method: 

I.  Monosaccharides 

A.  Pentoses,  CsHio05 

1.  Xylose 

2.  Arabinose 

B.  Hexoses,  C0Hi2Oo 

1.  Dextrose 

2.  Levulose 

3.  Galactose 

II.  Disaccharides 

1.  Sucrose 

2.  Maltose 
3. 
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HI.  Trisaccharides 
1.  Raffinose 

IV.   Polysaccharides 

A.  Starches 

1.  Starch 

2.  Glycogen 

3.  Inulin 

B.  Celluloses 

1.  Cellulose 

2.  Hemicellulose 

a.  Pentosans 
Gum  arabic 

b.  Hexosans 
Galactans 
Agar-agar 


Action  of  Bacteria  on  Carbohydrates.  This  class  of  substances 
serves  bacteria  for  both  energy  and  building  purposes.  The  action  of 
microorganisms  on  carbohydrates  is  a  subject  too  large  for  extensive 
treatment  here.*  The  enzymes  which  will  attack  carbohydrates  are 
widely  distributed  among  microorganisms.  Foods  containing  car- 
bohydrates are  especially  susceptible  to  attack  by  bacteria  unless  the 
sugar  is  too  concentrated.  If  there  is  too  little  moisture  present  the 
organisms  are  unable  to  carry  on  their  activities. 

The  changes  induced  in  sugar  by  bacteria  may  be  discussed  in  dif- 
ferent ways.    It  is  quite  natural  to  discuss  them  on  a  physiological  basis. 

Lactic  Acid  Fermentation.  This  is  brought  about  by  bacteria  by 
first  splitting  the  lactose  into  two  molecules  of  a  monosaccharide,  each 
of  which  is  further  decomposed  to  lactic  acid  according  to  the  following 
equation: 

C12H22O1 1 + HOH  =  2CeHi206, 
CeH^Oe — C3H6O3. 

Since  the  lactic  acid  which  is  thus  formed  possesses  so  much  latent 
energy,  it  may  be  further  decomposed  to  other  compounds  such  as 
butyric  acid. 

The  kind  of  lactic  acid  formed  has  been  the  subject  of  many  investiga- 
tions. Four  lactic  acids  are  known,  three  of  which  have  the  same  formula, 

*  Those  wishing  an  exhaustive  treatment  of  the  subject  are  referred  to  Kruse's 
Mikrobiologie,  or  Lafar's  Handbuch  der  technischen  Mycologie. 
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CH3CH2OHCOOH.      The  other  has  the  formula  CH2OHCH2COOH.  fr 

The  last-mentioned  lactic  acid  since  it  does  not  possess  an  asymetric 
carbon  atom  is  not  optically  active.  The  ethylidene  lactic  acids  posses 
asymetric  carbon  atoms  and  are  therefore  optically  active. 

Thomas  (1916)  has  shown  that  the  lactic  acid  produced  by  Matzoon 
in  synthetic  culture  media  is  inactive  but  that  it  may  be  resolved  into 
two  active  components.  According  to  Heinemann  (1907)  milk  which 
sour*  naturally  at  room  temperature  contains  chiefly  d-acid;  at  37°  C. 
chiefly  r-acid  with  /-acid  in  excess  if  allowed  to  stand  a  few  days.  He 
also  found  that  the  kind  of  organism  present  determined  the  kind  of 
lactic  acid  which  was  formed.  The  temperature  was  also  believed  to 
have  an  effect. 

Alcoholic  Fermentation.  These  are  those  changes  in  sugar  and 
decomposition  products  of  sugar  which  result  in  the  formation  of  large 
amounts  of  alcohol.  Historically  it  has  been  known  for  a  very  long 
time  and  was  not  thoroughly  analyzed  until  Pasteur  proved  that  it  was  a 
biological  phenomenon.  The  chemistry  of  alcoholic  fermentation  is 
now  fairly  well  understood  and  there  is  much  data  available  m  the 
literature  to  review  at  this  time.  Kruse  believes  that  dextrose  breaks 
up  in  a  series  of  reactions  while  Harden  maintains  that  this  takes  place 
in  one  reaction.     Kruse 's  reactions  will  add  up  to  equal  that  of  Hardens: 

3CoHi2Oo=2C2H5OH+2C02; 
2CGH,2Or,  =  3(W,OOH; 

OCVHi2()o  =  2(;:jH«03; 
CgHi2Og+0H2O  =  GC()2+0H2O; 


12CgIIi20g+H20  =  12C3Hg03+6C2H*OH+6  CH3-COOH 

+  12C02+12H20. 

Ethyl  Alcohol.  Iodoform  Reaction.  Add  about  an  equal  amount 
of  iodine  solution  to  the  sample  and  treat  with  sodium  hydroxide  until 
decolorized.  Warm  the  mixture  very  carefully  and  try  to  detect  the 
odor  of  iodoform.  A  yellow  precipitate  of  iodoform  may  result.  This 
test  is  not  specific  as  it  is  given  by  acetone,  aldehyde,  acetic  ester,  and 
other  simitar  substances. 

Acetaldehyde  Reaction.  Add  a  few  drops  of  potassium  dichromate 
and  dilute  sulphuric  acid  to  the  sample  and  heat.  An  odor  of  aldehyde 
will  be  observed  if  ethyl  alcohol  is  present. 
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Ethyl  Acetate  Reaction.  Add  a  little  sodium  acetate  and  concen- 
trated sulphuric  acid  to  the  sample  and  heat.  The  fruity  odor  of  ethyl 
acetate  will  be  detected  if  alcohol  was  present  in  the  sample.  Quanti- 
tative methods  for  this  may  be  obtained  from  chemical  texts. 

Acetone.  Iodoform  Reaction.  This  is  the  same  test  as  is  used  to 
detect  ethyl  alcohol  except  that  it  is  carried  out  in  the  cold.  Add  to 
the  same  a  few  drops  of  sodium  hydroxide  and  very  slowly  iodine- 
potassium-iodide  solution  until  the  solution  is  colored  yellow.  If  acetone 
is  present  iodoform  will  settle  out. 

Nitroprusside  Test.  Add  a  few  drops  of  a  freshly  prepared  solution 
of  sodium  nitroprusside  and  about  1  c.c.  of  sodium  hydroxide.  A  red 
color  is  produced  which  will  fade  to  a  yellow  on  standing. 

Holisch  Reaction.  Add  a  few  drops  of  Molisch  reagent  to  the 
sugar  solution  in  a  test  tube.  Incline  the  tube  and  pour  a  few  cubic 
centimeters  of  concentrated  H2SO4  down  the  side  of  the  test  tube.  A 
lavender  color  will  be  formed  if  sugars  are  present.  If  the  H2SO4  is  put 
into  the  test  tube  first,  and  the  sugar-Molisch  reagent  mixture  run  in 
on  top,  a  ring  test  may  be  observed. 

SeHwanofPs  Reaction  for  Ketoses.  Add  a  small  amount  of  the 
sugar  or  unknown  solution  to  a  few  cubic  centimeters  of  Seliwanoff's 
reagent  and  heat  to  boiling.  A  reddish  coloration  indicates  the  presence 
of  ketose  sugars. 

Fehling's  Test  This  depends  upon  the  action  of  reducing  sugars. 
This  action  is  generally  attributed  to  the  presence  of  an  aldehyde  or 
ketone  group.  Some  regard  other  parts  of  the  sugar  molecule  as  in- 
volved in  this  reduction. 

Two  solutions  are  used  in  the  test.  These  are  kept  apart  until  used. 
If  they  are  mixed  and  allowed  to  stand,  the  copper  will  be  slowly  reduced 
by  the  tartrate.    The  solutions  have  the  following  composition : 

Solution  I. 

Copper  sulphate 34 .  65  gms. 

Distilled  water 500.00  c.c. 

Solution  II. 

Potassium  hydroxide 125.00  gms. 

Sodium  potassium  tartrate 173.00  gms. 

Distilled  water 500 .  00  c.c. 

In  testing  for  reducing  sugars,  mix  equal  parts  of  these  two  solutions 
and  heat  to  boiling.  This  will  determine  whether  the  solutions  are  good. 
I/any  copper  is  precipitated  by  this  heating,  the  solutions  must  be  (lis- 
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carded.  If  the  solutions  are  satisfactory,  the  sugar  solution  should  be 
added  very  slowly  to  the  hot  Fehling's  solution  with  boiling  after  each 
addition.  The  presence  of  reducing  sugars  will  be  indicated  by  a  yellow- 
brown  precipitate. 

Benedict's  Method  for  Reducing  Sugars.  This  is  a  modification  of 
Fehling's  test  for  reducing  sugars.  Instead  of  using  the  strong  NaOH. 
Benedict  has  substituted  Na^Ch-  Sodium  citrate  is  used  to  keep  the 
Cu(OH)a  in  solution.  The  method  for  conducting  the  test  is  much  lite 
that  for  Fehling's  test.  The  solution  should  be  boiled  before  using  awl 
allowed  to  cool.  If  reducing  sugar  is  present  the  solution  will  turn  first 
a  green  and  later  a  yellow  color.  Benedict's  test  is  more  delicate  than 
the  original  Fehling's  method.  The  solutions  are  prepared  as  follows: 
Solution  I. 

Copper  sulphate 34 .  65  gms. 

Distilled  water 500.00  c.c. 

Solitlion  II. 

Anhydrous  sodium  carbonate. . .      100.00  gms. 

Rochellc  salt 173.00  gms. 

Distilled  water 500.00  c.c. 

Nylander's  Test  for  Reducing  Sugars.  Heat  a  few  cubic  centimeters 
of  the  solution  under  examination  with  -J  c.c.  of  Nylander's  reagent  1 
black  color  is  formed  if  a  reducing  sugar  is  formed  which  is  due  to  * 
precipitation  of  the  bismuth  in  the  reagent. 

Phenyl-Hydrazine  Reaction.  With  phenyl  hydrazine  osazoncs  »r* 
formed  by  action  with  certain  sugars.  These  are  yellow  eiystallir»e 
substances  which  are  characterized  by  a  definite  form  typical  for  ea^*1 
different  sugar.  The  test  is  carried  out  as  follows:  Put,  about  5. c.c.  ** 
the  sugar  solution  into  a  small  beaker  or  test  tube  and  add  about  1.5  c-* 
of  phenyl-hydrazine  acetate  solution.  Heat  on  a  water  bath  for  thre?'- 
quarters  of  an  hour.  Cool  and  examine  the  crystals  under  the  micr^"- 
scope. 

Quantitative  Determination  of  Dextrose.     ■  Allihn's  Method.) 
Reagent.*. 
(a)  Copper  sulphate  solution: 

Copper  sulphate  CuSO<  ■  5Ha0 34 .  Ii39  gms. 

Distilled  water .W0. 000  co. 

(6)  Alkalin  tartrate  solution; 

Rochelle  salts 173  gms. 

Potassium  hydroxide 125  gms. 

Distilled  water 500  c.c. 
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Procedure.  Place  30  cc.  of  the  copper  sulphate  solution,, -10  %c  of 
the  alkaline  tartrate  solution  and  60  cc.  of  water  in  a  beaker  and  heat  ta 
boiling.  Add  25  cc  of  the  solution  of  the  material  to  be  examined, 
which  must  be  so  prepared  as  not  to  contain  more  than  0.250  gin.  of 
duttoee,  and  boil  for  two  minutes.  Filter  immediately  through  Babes- 
ias without  diluting.  Wash  the  precipitate  with  hot  water.  Dry, 
ignite  and  weigh  as  cupric  oxide.  To  calculate  the  amount  of  copper 
■ml  it*  equivalent  in  dextrose  consult  Alhhn's  table  in  any  chemical 
hand-book. 

Benedict's  Method  for  Determination  of  Dextrose.  Twenty-five 
i'e.  of  Benedict's  special  reagent  (see  Appendix)  are  measured  into  a 
parndain  evaporating  dish,  25-30  cm.  in  diameter,  10-12  gms.  of 
crystalline  sodium  carbonate,  and  a  small  amount  of  pumice,  are  added. 
I  hi'  solution  is  boiled  vigorously  over  a  free  Hatnc  and  the  sugar  solution 
»  run  in  until  a  white  precipitate  is  formed  and  the  blue  color  is  dimin- 
iyli*'il.  After  this  the  sugar  solution  is  run  in  a  few  drops  at  a  time  unlil 
'lit-  blue  color  ha*  entirely  disappeared.  Water  may  be  added  to  replace 
'hat  driven  off  by  evaporation.  Twenty-five  c.C.  of  the  reagent  =0.05 
Wtt,  glucose  or  .053  gni.  levulose. 


Fats 

The  fats  or  lipins  are  esters  of  glycerol  and  certain  organic  acids 
^oriich  have  come  to  be  known  as  fatty  acids.     When  three  molecules  of 
I'uliriitie  acid  unite  with  glycerol,  the  fat  plamitin  is  secured,  as  follows: 
HO  HO 

C— OH     HO— C— C,SH3I        H— C— O— C— CisHai 
0  O 


-C— OH     HO 


— CisHsi 


H— C— OH     HO-C— CisHa, 

I 
II 


»  H— C— O— C— C|5H3,+3H20 
O 

H— C— O— C— CI5H3] 

H 


When  fats  are  broken  tip  either  by  bacterial  enzyme  or  other  action, 
y  are  resolved  into  glycerol  and  fatty  acids.     This  process  is  known 
h  saponification, 
Action  of  Bacteria  on  Fats.     There  is  much  evidence  that  fats  are 
t  to  fatty  acids  and  glycerol  by  bacteria,  although  many  text  hooks 
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state  thai)  lipase  is  not  widely  distributed  in  the  bacterial  world  or, 
at  least,  this  Bubjeet  U  little  or  almost  not  at  nil  treat ed.  Rancidity  in 
butter  has  been  attributed  by  soma  to  the  fonimtion  of  butyric  acid 
(Duclaux,  1887).  Others  maintain  that  the  fat  in  butter  is  not  attacM, 
Rcinmann  (1900)  tried  the  effect  of  pun'  cultures  on  sterils  butter  and 
found  that,  most  bacteria  did  not  attack  fat.  In  cheese  Laxa  (1902) 
demonstrated  that  Ps.  fluorescent  decomposed  fat  tpiito  extensively. 
Two  other  peptonizing  bacteria  and  a  yeast  were  also  found  which  il<* 
composed  fat.  Rahn  (1905)  stated  that  Pcniattium  glaucum  and  a  Ion 
bacteria  possessed  strong  fat-splitting  properties.  Kendall  and  Bkooadl 
(1914)  found  that  sterile  filtrates  of  plain  and  dextrose  broth  cultures  of 
B.  typhi  liberated  acid  from  ethyl  butyrate.  This  was  also  demon- 
strated in  connection  with  acid-fast  bacteria. 

Determination  of  the  Iodine  Absorption  Number  (Hanus  Method.' 
The  unsaturated  fatty  acids  will  react  with  the  halogens.  The  amount 
of  iodine  differs  according  to  the  fat,  and  consequently  this  iodine 
absorption  number  is  of  some  value  for  identification  of  fats.  It 
(Iodine  number)  may  be  defined  as  the  number  of  grams  of  iodine 
absorbed  by  100  gms.  of  fat. 

Reagents.  Banna  Iodine  Solution.  Dissolve  13.2  gms.  of  iodine 
in  1000  e.c.  of  glacial  acetic  acid  (98.5  per  cent)  showing  no  reductJM 
with  bichromate  and  sulphuric  acid.  Add  3  e.c.  of  bromine  to  the  cold 
solution. 

Starch  Paste.  Boil  a  gram  of  starch  in  200  e.c.  of  distilled  water  for 
ten  minutes  and  cool. 

Sodium  Thioxnljihate.     Standardize  a  N/10  solution. 

Procedure.  Weigh  about  0.5  gm.  of  fat  into  a  250-c.c.  glass-stoppered 
bottle  and  dissolve  by  adding  10  e.c.  of  chloroform.  After  solution  add 
30  e.c.  of  the  iodine  monobromide  solution.  Place  the  bottle  in  the 
dark  and  allow  to  stand  for  thirty  minutes.  The  time  factor  is  imp* 
tant.  The  excess  of  iodine  should  be  at  least  as  much  as  is  absorM. 
One  or  two  blanks  should  be  made  under  identical  conditions.  If  th' 
first  addition  of  iodine  is  used  up,  another  addition  should  lie  made. 
Add  10  e.c.  of  potassium  iodide  solution  and  shake  after  which  add  I'*' 
e.c.  of  distilled  water  washing  any  iodine  on  the  stopper  of  the  bottH 
and  sides  back  into  the  bottle.  Titrate  the  iodine  with  the  N  10 
Sodium  Ihiosulphate  to  a  yellow  color.  Then  add  a  few  drops  of  the 
starch  solution  and  continue  the  addition  of  sodium  thiosulphate  until 
the  blue  color  has  disappeared.  Toward  the  end  of  the  reaction  stopper 
the  bottle  and  shake  violently  so  that  any  iodine  remaining  in  the 
chloroform  may  be  taken  up  by  the  potassium  iodide  solution.     The 
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of  cubic  centimeters  of  iodine  used  in  the  blank  minus  the  nuro- 

1  for  the  sample  gives  the  thiosulphate  value  of  the  sample, 
mification  Number  or  Koettstorfer  Number.  Since  the  amount 
i  which  will  react  with  a  fat  is  dependent  upon  the  glycerides  in  it, 
3nification  number  is  valuable  for  identifying  fats  and  oils.  The 
cation  is  the  number  of  milligrams  of  sodium  hydroxide  neces- 
saponify  1  gni.  fat. 

gents.  Sodium  Hydroxide.  Use  a  N/10  solution  each  cubic 
rtcr  of  which  contains  0.0040  gm.  NaOH  and  neutralizes  0.0088 
butyric  acid. 

)holic  Potash  Solution.     Dissolve  40  gms.   of  pure  potassium 
de  in  1000  c.c.  95  per  cent  alcohol. 
i  Solution.    N/2  HC1. 
icator.    Phenolpht  halein . 

cedure.  Conduct  the  saponification  in  wide-mouth  Erlcnmeyer 
>f  250  c.c.  capacity.  Place  about  5  gms.  of  the  fat  in  a  tarred 
rid  weigh.  Add  exactly  2  cubic  centimeters  of  the  alcoholic 
solution,  connect  with  a  reflux  condenser  and  boil  for  thirty 
s  or  until  the  fat  is  completely  saponified.     Cool  and  titrate  with 

2  hydrochloric  acid.  The  Koettstorfer  number  is  determined 
W8:  Subtract  the  number  of  cubic  centimeters  of  hydrochloric 
ed  to  neutralize  the  excess  of  alkali  after  saponification  from  the 
r  of  cubic  centimeters  necessarv  to  neutralize  the  50  c.c.  of  alkali 

multiply  the  result  by  28.06  and  divide  by  the  number  of  grams 
used.  Conduct  two  blanks  using  the  same  pipettes  and  con- 
.  (Official  and  Provisional  Methods,  1912.  A.  O.  A.  C.) 
ennination  of  Volatile  Fatty  Acids  (Reichert-Meissl  Method), 
etermination  must  be  carried  out  under  standard  conditions, 
these,  the  Reichert-Meissl  number  is  the  number  of  cubic  cen- 
s  of  N/10  sodium  hydroxide  required  by  the  soluble  fatty  acids 
1  from  5  gms.  of  fat. 

cedure.     Into   two  clean   Erlcnmeyer  flasks   weigh   5  gms.   of 
Add  10  c.c.  of  05  per  cent  alcohol  and  2  c.c.  of  sodium  hydrox- 

3  gms.  in  100  c.c.  H2O).  Attach  to  a  reflux  condenser  and  heat 
steam  bath  until  saponification  is  complete.  After  the  sapon- 
n,  in  case  alcohol  was  used,  remove  this  by  clipping  the  flasks  in  a 
>ath  up  to  their  necks.  When  the  alcohol  is  nearly  gone  frothing 
jcur.  Dissolve  the  soap  by  adding  135  c.c.  of  boiled  water  and 
lg  on  the  water  bath  until  a  clear  solution  results.  After  the 
a  has  cooled  to  about  00°  (\,  free  the  fatty  acids  by  adding  8  c.c. 
te  sulphuric  acid  (200  c.c.  in  1000  c.c.  of  water).     Connect  to  a 
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condenser  and  heat  slowly  on  a  water  bath  until  the  fatty  acids  I 
transparent  layer  on  the  surface.  Cool  to  room  temperature  and 
few  pieces  of  pumice  stone  and  distill  at  a  rate  that  will  allow 
110  c.c.  to  be  driven  over  in  thirty  minutes.  The  pumice  she 
prepared  by  heating  small  pieces  to  a  white  heat  and  dropping  (hi 
distilled  water.  They  should  be  kept  under  distilled  water  t 
them  free  from  air.  Mix  the  distillate,  filter  and  titrate  100  c. 
standard  N/10  sodium  hydroxide  solution  using  phenol ph 
To  obtain  the  Re i chert -Mciss!  number,  increase  the  cubic  centim 
N/10  sodium  hydroxide  used  by  100  c.c.  of  filtrate,  by  onotcnlh 
by  the  weight  of  fat  taken,  and  multiply  by  5. 
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CHAPTER  VII 
YEASTS  AND  MOLDS 

The  molds  may  lx»  responsible  for  many  changes  in  foods.  Their 
action,  however,  should  be  considered  from  two  standpoints  since  they 
bring  about  desirable  and  undesirable  changes.  A  type  of  the  former 
in  the  manufacture  of  Camembert  and  Roquefort  cheese  while  the 
spoilage  of  strawl>erries  and  citrus  fruits  may  be  offered  as  an  example 
of  the  hitter.  Tas  Yu,  the  Chinese  drink,  is  also  said  to  be  fermented 
in  part  by  molds. 

Fungi.  These  are  plants  which  possess  no  chlorophyl  and  conse- 
quently are  unable  to  utilize  the  energy  in  sunlight.  All  of  it  must  come 
from  analytic  processes.  They  do  not  construct  their  own  starch  but 
use  that  which  has  been  built  up  by  other  organisms.  For  convenience, 
fungi  have  been  divided  into  the  following  main  groups.  To  the  food 
microbiologist,  these  may  not  be  so  important  but  may  be  helpful  in 
the  identification  of  unknown  fungi. 

Ascomycetes.  This  class  produces  ascospores  or  spores  in  an  ascus. 
The  yeasts  since*  they  possess  this  characteristic  are  put  into  this  group. 
The  aspcrgillaccu1  are  ascomycetes.  Some  of  these  form  perithecia 
which  contain  asci. 

Basidiomycetes.  The  spore-bearing  bodies  are  termed  basidia  and 
possess  a  typical  morphology.  The  conidia  are  produced  from  this  on 
the  sterigmata  which  may  be  cither  branched  or  unbranched. 

Phycomycetes.  In  this  group  arc  placed  the  algae.  None  of  the 
fungi  belonging  to  this  group  are  commonly  met  with  in  food  micro- 
biology. 

Fungi  Imperfecta  Into  this  group  are  placed  many  fungi  which 
do  not  come  under  any  of  the  above  groups.  The  fungi  imperfecii 
are  characterized  by  no  definite  fruiting  bodies.  Oidium  ladis  is  the 
best  example  and  in  this  fungus  each  mycelial  thread  breaks  up  to 
form  oidia  which  may  develop  into  a  new  plant. 

Structure  of  Molds.  The  body  of  the  mold  is  made  up  of  a  cotton- 
like  structure*  called  the  mycelium.  Each  individual  thread  is  called  a 
mycelial  thread  or  hypha.    The  hyphae  are  of  two  kinds — fertile  and 
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>  which  bear  the  fruiting  body  ami 
■  hyplw  secure  the  nutriment  and 


vegetative.     Fertile/  hyphss  arc  tho 
noduce  the  sporesJ    The  vegetative 
jet  rid  of  the  excess  moisture. 

The  structure  #f  the  hyphse  differs  among  the  molds.  Some  have 
•roes  walls  or  sema.  In  other  molds  these  have  not  been  ohscrved. 
[Tie   presence  or  ibsence  of  these  septa  La  an  important  factor  in  this 


identification  of  molds.  The  mucoraceffi  do  not  possess  these  crons 
walls  ordinarily. 

Fructification.  This  takes  plane  on  the  fertile  hyphffi  which  bear 
the  fruiting  bodies.  Enormous  numbers  of  upores  are  formed  each  of 
which  may  develop  into  a  typical  mold  plant.  The  spores  are  of  two 
kinds,  sexual  and  asexual. 

The  sexual  spmcs  are  formed  by  the  union  of  two  cells.  The  result- 
ing cell  then  possesses  the  characteristics  which  are  algebraic  sums  of 
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lite  characteristics  inherent  in  the  parent  cells.  When  asexual  spore  U 
formed  on  a  non-septate  hyphrc,  it  is  termed  a  zygospore;  if  on  a  sep- 
tate hyphffi  it  is  an  aseospore.  Zygospores  are  formed  by  the  union  of 
two  terminal  cells  on  adjacent  hyphse.     The  aseospore  is  formed  by  the 


Fig.  48. — Mucor  Mucedo.     Formation  of  the  Zygospores.     (After  Brefeld.) 
I.  two  hyphnt  in  ter 


union  of  adjacent  cells.  In  this  mass  are  formed  the  asci  which  hold  the 
spores.  Most  of  the  spores  formed  by  molds  are  asexual  being  formed 
mostly  at  the  ends  of  the  fertile  hypos  from  typical  fruiting  bodies. 

Classification.     The  molds  are  thread  fungi  and  it  is  often  difficult  to 
draw  the  line  between  them  and  some  other  classes  of  fungi.     Oidium 
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set  is  (oospora  laetis)  is  often  classified  with  yeasts  and  has  then  been 

pveu  the  name  Mycotlerma  laetis.  The  molds  are  set  apart  from  bac- 
i-i  i:t  and  yeasts  in  that  they  are  multicellular.     The  following  varieties 

may  be  met  with  in  a  micro  biological  examination  of  foods. 

Rhizopus.     The  most  common  member  of  this  group  is  Rhizopus 

nigricans.  It  is  the  common  black  bread  mold  and  may  be  responsible 
tor  other  fowl  spoilage.  Stevens  (1917)  has  shown  that  this  fungus 
ravises    the  rot  of  strawberries  during  shipment.     This  work  verifies 


Pio.  49.— Oidium  Laetis. 


!i  ne  t! 

s  of  KPrminilion 
habit  of  Oidium 


some  done  by  other  investigators  on  the  same  subject.  Schneider- 
Orelli  (1911)  have  shown  that  R.  nigricans  is  important  in  bringing  about 
the  decay  of  over-ripe  pears  during  storage. 

Mucor.  The  mucors  have  the  same  structure  as  Rhizopus  molds. 
Tbey  are  separated,  however,  by  the  fact  that  the  sporangiophores 
spring  from  the  stolons  singly. 

Oidium.  The  sour  milk  mold  Oidium  laetis  is  a  common  variety 
of  this  genus.    The  most  of  this  mold  is  below  the  surface  of  the  medium. 
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That  part  which  is  not  submerged  resembles  a  layer  of  velvet  on  the 
surface  of  the  medium. 

Peniciltium.  Penicillium  molds  are  important  in  the  manufacture 
of  certain  cheeses.  Thorn  (1906,  1905)  has  given  much  study  to  this 
question.  Dox  (1910)  has  reported  an  extended  study  of  the  intracellu- 
lar enzymes  in  Penicillium  camemberti.  The  following  enzymes  were 
demonstrated  to  be  present:  erepsin,  nuclease,  amidase,  lipase,  emulsut, 


Fig.  50.— Roquefort  Penicillium  (P.  Toqueforii).     (After  Thorn,  1906.) 

d,  younjr  ronidioplioir  iuif  branching j   ',  /.  basidia  and  the  formation  of  cooidia,  hLcnly  magnified: 
cuonidiQ  itnd  ik'w  rrjTiidin  produced  diroclly  on  (be  first  bypha. 


amylase,  inulase,  raffinast',  sucrose,  maltase,  and  lactase.  The  presence 
of  these  enzymes  seems  to  indicate  an  ability  to  utilize  various  foot) 
products.  Penicillia  are  widely  distributed  in  nature  and  many  of  the 
molds  which  contaminate  foods  belong  to  this  genus.  Thorn  (1910) 
has  reported  cultural  studies  on  the  species  of  penicillium.  He  has 
worked  out  a  key  which  is  of  much  assistance  in  studying  molds  and  their 
relation  to  food  spoilage. 
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KEY  TO  PENICILMUM  MOLDS 
(After  Thorn,  1910) 

s  fruiting  typically  by  coremia  (vertical  and  definite). 
.   Coremia  long  (3-15  mm.). 

1.  Conidial  masses  strictly  terminal,  nlivo  green, 
fragrant. P,  elnviforme 

2.  I'pper  third  of  coremia  fertile,  eontdia  green. .  P.  duclauxii 
.  Coremia  small. 

1.  Coremia  definite,  densely  crowded,  colony 
orange  below. P.  granulatmn 

2.  Coremiform  characters  indicated  incultures  by 
clustering  of  rouidiophores,  definile  coremia 
only  in  old  cultures  hemming  large  and  def- 
inite on  apples . P.  expansum 

4.  Species  not  (or  rarely)  producing  coremia  in  culture. 

B.  Species  constantly  producing  sclerotia  or  ascigerous 
masses. 

b.  Producing  asciginous  masses,  yellow  or  red- 
dish   P.  luteum 

fco.  Sclerotia  appearing  as  white  masses  in  old 

cultures P.  italicura 

blib.  Sclerotia  reddish  or  pink,  glolwse  or  ellip- 
tical, 500  microns  or  less  in  diameter. 

c.  Conidial  fructification  in  column. 

1.  Column  dense  long,  sclerotia  partial!. 
buried  in  substrate r\  No.  30 

2.  Column  formed  of  loose  chains,  scle- 
rotia  numerous,  e\|<osed P.  No.  29 

CC.  Conidial  fructification  of  divergent  chains: 

1.  Rapid  liqueficr,  s]xires  globose.    2-5 
microns *. . .  .P.  No.  31 

2.  Slow  liqueficr,  spores  elliptical,  3.5-4 
by  2.5-3  microns P.  No.  32 

.  Sclerotia  not  (or  rarely)  produced  under  special  conditions. 

C.  Rapid  liquefiers  (abundant  liquid  in  5  to  12  days). 

D.  With  definile  strong  ammonincal  odor: 

1.  Yellowish  brown-avellaneous  sjxires  rough.     P.  brcvicaule 

2.  White  or  cream  spores  rough    .    P.  brcvicaule 

3.  White  or  cream,  spores  smooth  .    . P.  brevicaule,  ver. 

glabrurn 
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DD.  Without  ammoniacal  odor. 

E.  With  yellow  coloration  of  liquefied  gelatin  (not  of 
mycdivm  in  reverse). 

1.  Colonies  small,  conidiophores  100-150  mi- 

crons in  length P.  citrinum 

2.  Colonies    broadly    spreading    conidiophores 

250-300  microns P.  chrysogenum 

EE.  Without  yellow  color  in  liquefied  medium  (or  slight  traces 
only). 

e.  Colonies  white  or  pink  or  salmon P.  roseum 

ee.  Colonies  some  shade  of  green. 

/.  Colonies  floccose,  margin  spreading  by  stolons P.  stoloniferum 

ff.  Colonies  velvety  surface  growth  of  fruiting  hyphae 

only. 
g.  Conidiophores  very  short  (100-200  microns). 

1 P.  No.  12 

2 P.  No.  37 

gg.  Conidiophores  longer  (200-400  microns) : 

1.  Conidiophores    variously    branched,     reverse 

always  colorless P.  No.  24 

2.  Conidiophores  each  with  a  verticle  of  branches — 

each  branch  wearing  a  columnar  fructification 
— reverse  and  medium  darkening  in  sugar 
media P.  atramentosum 

CC.  Liquefaction  of  gelatin  none  or  slower  than  10-12  days, 
or  only  partial. 

h.  Colonies  yellowish  brown  spores  elliptical P.  divaricatum 

hh.  Colonies  white  to  lilac,  liquefier,  14-16  days P.  lilacinum 

hhh.  Colonies  floccose  or  creamy  white: 

1.  Conidiophores     long,     typical     penicillate 

branching P.camembertivar 

rogeri 

2.  Conidial  chains  borne  upon  short  branches 

of  floccose  hyphae P.  No.  33 

GO.  Colonies  some  shade  of  green. 

H.  Surface  with  hyphae  definitely  in  ropes  or  trailing, 

bearing   numerous   conidiophores,  as    short 

branches  distinctly  traceable  to  their  origin  in 

such  hyphae. 

t.  Colonies  usually  red  below  and  reddening  the 

substratum. 

1.  Fruiting  areas  dark  green P.  funiculoeum 

2.  Fruiting  areas  mixed  yellow  and  green. P.  pinophilum 
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ii.  Colonies  not  producing  red  color. 

1.  Colonies  gray  rarely  greenish,  very  loose 

floccose P.   intricatum 

2.  Colonies  green,  conidial  cliains  in  simple 

compact  column .P.  No.  48 

3.  Colonies  gray  to  green,  hyphe  scattered 

creeping P.  decumbens 

H.   Surface  hyplw  not  in  well-defined  ropes,  nor  trailing. 

j.   Surface  hyphse  woven  floccose,  course  of  hyphir 
not  traceable. 

1.  Gray  green  long  conidiophores,  no  odor   ...  P.  camemberti 

2.  Gray  green,  shorter  conidiophores,  strong 

odor P.  biforme 

jj.  Surface  growth  at  margin  simple  conidiophores,  Ui 
older  parts  both  hyphie  and  conidiophores. 

1.  Gray  greenish,  branching  of  conidiophores 

rather  loose,  odor  none  or  slight P.  No.  22 

2,  Green,  conidial  fructifications  rather  com- 

pact, odor  definite  "moldy".. P.  c 

N.  B.  There  is  probably  a  number  of  races  in 

this  group. 

jjj.  Fruiting  surface  velvety — nf  simple  conidiophores 

or  conidiophores  borne  so  close  to  surface  of 

substratum  as  to  appear  simple: 

k.  Conidial  mass  a  dense  column  or  conidial  chains. 

1.  Column  from  a  single  verticil  of  basidia.  , .   P.  spiuulosuin 

2.  Column  from  a  verticil  of  brunchlels  with 
verticillate  cells  and  chains P.  rubrum 

kJc,  Elements  of  conidial  fructification  not  in  column . 
Jbt.  Elements  of  fructification  not  in  a  column. 
/.  Conidia  smooth. 

1.  Green,  broadly  speaking,  ripe  conidia  glo- 
bose, 4-5  microns P.  roquefort 

2.  £reen,    less    spreading,    conidia    elliptical, 
medium  commonly  purpled. P.  purpurogenum 

3.  Gray  or  olive  green,  conidia  5-7  by  3-5 
microns P.  riigitatum 

U.  Conidia  delicate  rugulose P.  rupjiintuin 
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SPECIES  OF  PENICILLIA  DETERMINABLE  FROM  THE  SUBSTRATA 

(After  Thorn,  1910) 

(In  these  species  the  substratum  establishes  a  presumption  of  identity.) 
Cheese  (Camembert  and  Brie) : 

1.  Floccose,  white  unchangeable,  no  odor P.    camemberti 

var.  rogeri 

2.  Floccose,  white  to  gray  green,  no  odor P.  camemberti 

3.  Powdery,  yellowish  white,  spores  smooth,  ammoniacal 

odor P.  brevicaule  var. 

Glabr. 

4.  Powdery,  yellowish  white,  spores,  tuberculate,  ammoni- 

acal odor P.  brevicaule  var. 

album 

5.  Forming  yellowish  brown  areas,  spores  rough,  ammoni- 

acal odor P.  brevicaule 

Cheese  Roquefort : 

1.  Green  streaks  inside  the  cheese P.  roqueforti 

Citrus  fruits: 

1.  Colonies  of  mold  blue  green. P.  italicum 

2.  Colonies  of  mold  olive  green P.     digitatum-oli- 

vaceum 
Pomaccous  fruits: 

1.  Blue  green  colonies  finally  producing  corcmia P.  expansum 

Polyporacea?  (Boleti,  Polypori,  etc.) : 

1.  Colonies  green  (yellowish  green)  spreading  by  stolons. .  .P.  stoloniferum 
Wood  (pine): 

Producing  orange  to  red  stains  in  pine  wood P.  piniphilum 

Aspergillus.  This  is  a  common  variety  of  mold  and  is  responsible 
for  many  decomposition  processes  in  nature.  The  spores  are  borne 
from  a  club-shaped  fruiting  body  called  the  basidium. 

SUMMARY  OF  THE  ASPERGILLUS  SPECIES  GROUPED  ACCORDING 
TO  COLOR  OF  THE  CONIDIAL  VEGETATION,  THE  CHAR- 
ACTER OF  THE  STERIGMATA  AND  THE  EXISTENCE  OF 
ASCOSPORES 

(After  Lafar,  1910) 

1.  Green  (gray,  bluish  green  or  yellow  green),  viz.: 

(a)  With  simple  sterigmata.  A.  glaucus,  Link,  with  ascospores  (naked 
pcritheca);  A.  clavatus,  Desmazieres;  A.  fumigatus,  Fesenius 
ascospores  (cased  perithecia);  A.  ORYZiE  (Ahlburg)  Cohn;  A. 
various,  Wehmer;  A.  minimus,  Wehmer;  A.  plavus,  Link;  with 
sterile  sclerotia;  A.  giganteus,  Wehmer;  A.  cottielhA,  Saito; 
A.  Tokelau,  Wehmer;  A.  penicillopsis  (Hennings)  Raciborski. 
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(fc)  With  branches  sterigmata:  A.  nidulang,  Eidiim,  ascospores  (en 
sheathed  sclerotia);  A.  pxe'idorUivnhm,  Puriewitsch,  ascosporee 
(naked  perithecia);  A.  variabilis,  Gasperini;  A.  vcrsi  uAar, 
Vuillemin. 


Fio.  51. — Aspergillus  Orywe.     (After  Wehmer.) 

1-2.  e/oni rtionhorp?  with  clmvato  and  oliuoat  spherical  glnbulr:  '£.  in  optica]  wc 
eslt  of  »  »m»lJ  cojwjiophorc-.  ills  I '-[!-!■  >n  nf  On    by  [ilia,   [ir'ji  nuinn  n[  atrrifitiintr 

-,y»ifiod:    8.  cjoidin.     Appruuiuntc  ui.ieuiit.tliuu  of  1  -5,  7j;    uf  6,  400;  of  S, 


herbage,  slifbdy 


2.    Wliite,  via.; 

(a)  With  branched  .^teriRmata  (a-ssooiated  with  wimple  steripnata  in  the 
case  of  A.  candidus,  1.;  .-1.  candidus,  I.;  Wehmer,  .4.  nlbua,  Wil- 

(6)  With  simple  sterigmata:  .1.  candidus  (Link)  Saccardo. 
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3.  Blackish  brown,  viz.: 

(a)  With  branched  sterigmata.  A.  niger  (Cramer),  van  Tieghm,  wilh 
sterile  sclerotia;  A.  phcenicis,  Fat,  and  Delacr.;  A.  ttryckm, 
Lindau;  A.  putviTnlnrln,  Mac  Alpine;  -'1.  atropurpureus,  Zimraer- 
manni    A.  viotaeeo-fuscus,  Gasperim. 

(6)  With  simple  sterigmata.  A.  luchuensis,  Inui;  .4.  calyptratus  Oude- 
mans. 

4.  Brownish  yellow,  yellow  brown  and  reddish,  viz.: 

(a)  Willi  simple  sterigmata;  A.  odinnux,  Wehmer,  A.  wentii  Wehmei; 
.4.  perniciotins,  Inui;  .4.  gujinilai-siilfiuriis,  Saito;  A.  citritpmw, 
von  Hohnel. 

(6)  With  branched  sterigmata  (occasionally  associated  with  simple  ones)- 
A.sulfureux,  Fresenius;  .4.  nek  race  us,  Wil  helm  (with  sterile  scle- 
rotia); -4.  rehmii,  Zukal  (with  ensheathed  peril.hecia) ;  A.  spuriits. 
Schrbter;  .4.  elegans,  Gasperini;  A.  ouricomus,  Gueguen  (witfa 
sterile  sclerotia). 

Examination  of  Molds.  If  molds  are  present  in  the  foods  or  materia-! 
under  examination,  they  will  appear  on  the  agar  plates  after  incubatioti 
although  it  may  take  a  longer  incubation  period  than  for  the  bacteria-- 
In  the  examination  of  foods  or  other  substances  where  the  entire  flora 
is  desired  for  study,  dextrose  agar  should  be  used  since  this  wilt  permi* 
the  development  of  bacteria,  yeasts  and  molds.  These  colonies  should 
then  be  transferred  to  dextrose  agar  slants  and,  in  this  way,  preserved 
for  further  study  and  identification. 

Total  Organism.  The  structure  and  makeup  of  the  total  organism 
may  be  secured  from  a  water  mount  on  a  plain  s:Hde  or  a  hanging  drop 
preparation.  The  water  mount  is  made  by  carefully  dispersing  somf 
of  the  mold  mycelium  in  a  drop  of  water  on  a  slide.  A  cover  glass  is 
then  dropped  on  the  preparation  after  which  it  is  ready  for  examination- 
Such  a  water  mount  will  yield  satisfactory  results  with  objectives  with 
the  greater  working  distances.  With  the  oil-immersion  objective,  i* 
may  be  unsatisfactory  on  account  of  the  very  short  working  distance- 
From  this  preparation,  the  shape  and  makeup  of  the  entire  mold  should 
be  determined. 

Structure  of  Hyphse  and  Fruiting  Body.  The  examination  of  thi** 
part  of  the  fungus  will  require  higher  magnifications.  Hanging-drop 
preparations  of  the  hyphte  should  be  prepared  for  examination  with  the 
oil-immersion  objective.  From  this,  the  presence  or  al>senee  of  septa 
and  other  facts  about,  the  internal  structure  should  bo  determined. 
The  fruiting  body  should  be  carefully  gone  over  in  the  same  manner 
The  structure  of  the  fruiting  head,  production  of  the  spores,  and  other 
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lata  should  be  carefully  worked  out.  All  of  this  is  necessary  when 
comparing  the  new  fungus  to  the  described  varieties.  Illustrations 
of  the  more  common  varieties  have  been  included  in  this  chapter. 


Yeasts 

The  yeasts  are  fungi  which  cause  many  changes  in  food.  Many  of 
them  are  desirable  changes  while  some  are  undesirable.  For  cen- 
turies they  have  played  an  important  part  in  the  domestic  life  of  peoples 
and  are  the  bases  for  great  industries.  Foods  which  have  a  high  con- 
tent of  carbohydrates  are  especially  susceptible  to  the  attack  of  yeasts. 


Fig.  52. — Types  of  Cells  in  Common  Yeasts. 

-A  Satxharomyce*  cerevitue;  B,  Saccharomyce*  eUip»oideu9;  C,  Mycoderma  rtnt.     (Adapted  from 
Uwfiennood'a  Lea  Lev  urea.) 

True  and  Pseudo  Yeasts.  True  yeasts  are  budding  fungi  which 
Produce  endoepores.  The  false  yeasts  resemble  the  true  yeasts  very 
ctaely  but  differ  in  the  fact  that  no  endospores  are  formed.  These  have 
aomeof  the  properties  of  the  molds.  The  torulae  (Turpin),  mycodermje 
(Persoona)  and  cryptococcus  (Kiitzing-Vuillemin)  and  representatives 
°f  the  false  yeasts. 

Classification  of  Yeasts.    The  classification  of  the  yeasts  is  rather 

confused.    This  is  in  part  due  to  the  different  points  from  which  the 

subject  may  be  viewed.    The  fermentologist  is  concerned  with  the 

physiological  changes  which  are  brought  about  by  yeasts  and  does  not 

give  much  attention  to  nomenclature.     His  cultures  may  be  designated 
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by  such  "  pseudoscientific  "  names  as  "  beer  yeast,"  "  wine  yeast,"  etc., 
or  they  may  be  even  numbered.  The  taxonomist,  however,  must  be 
concerned  with  keeping  this  group  of  fungi  classified  and  so  far  as  pos- 
sible properly  named.  Many  investigators  have  classified  the  budding 
fungi.  Anderson  (1917)  has  reviewed  the  various  investigations  and  a 
student  will  find  a  good  summary  with  discussion  of  the  various  classi- 
fications in  his  paper. 

Hansen  has  done  most  work  on  the  classification  of  the  yeasts. 
His  classification  which  appeared  in  1904  is  now  accepted  as  the  basis 
for  classification  of  the  true  yeasts.  He  made  two  families  which 
are  divided  into  nine  genera.  Not  all  of  these  have  been  accepted  by 
microbiologists.  Guillierimond  (1912)  does  not  recognize  the  schizo- 
saccharomyeetes  which  Hansen  separated  from  the  saccharomycetes 
by  the  fact  that  they  reproduced  by  fission.  He  divides  the  saccharo- 
myeetes into  five  groups.    Hansen's  classification  is  as  follows: 

KEY  TO  GENERA  OF  TRUE  YEASTS 
(Hansen  after  Buchanan) 

Family  I.  Vegetative  reproduction  by  budding Saccharomycetace^ 

A .  Cells  do  not  form  a  surface  membrane  at 

once  on  sugar  media,  i.e.,  do  not 
grow  exclusively  at  the  top  of  the 
medium. 

1.  Spores  having  a  single  membrane. 

a.  Cells  fusing  in  pairs  before 

spore  formation Zygosaccharomycet  ~ 

6.  Cells  not  fusing  in  pairs  before 

spore  formation. 

(1)  Spores  germinate  by  or- 

dinary budding Saccharomyses 

(2)  Spores     germinate     by 

means    of    promycel- 

ium Saccharomycodes 

2.  Spores  having  two  membranes ....  Saccharomycopsis 

B.  Cells  forming  a  surface  membrane  at 

once  by  sugar  media. 

1.  Spores  spherical,  hemispherical  or 

irregular Pichia 

2.  Spores  lemon  shaped  with  pointed 

ends Willia 

Family  II.  Vegetative  reproduction  by  fission Schizosaccharomyceto* 
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FALSE  YEASTS 
(After  Guilliermond) 

1.  Cells  generally  spherical,  often  forming  a 

pellicle  but  only  after  fermentation; 
pellicle  always  viscous  without  inter- 
vention of  air Torula 

2.  Cells  generally  elongated.    Pellicle  ap- 

pears at  the  beginning  of  develop- 
ment with  intervention  of  air Mycoderma 

3.  Yeasts  without  ascospores,  parasitic  to 

animals Cryptococcus 

Anderson  (1917),  after  a  careful  study  of  the  field,  has  proposed  the 
[lowing  key,  in  which  the  budding  phase  is  predominant.  He  has 
tained  many  of  the  names  proposed  by  Hansen: 

KEY  TO  GENERA  OF  BUDDING  FUNGI 

(Anderson,  1917) 
Ascospores  known. 

Vegetative  cells  single  or  attached  in  irregular  col- 
onies, mycelium  not  developed,  ascospores 

formed  within  isolated  cells (Saccharomycetace®)* 

Spores  globose  or  void : 

Spores  on  germination  forming  typical  yeast 
cells. 
Ascus  formation  preceded  by  the  conjugation 

of  gametes 1.  Zygosaccharomyces 

Ascus  formation  not  preceded  by  the  conju- 
gation of  gametes: 

Spore  membrane  single 2.  Saccharomyces 

Spore  membrane  double 3.  Sacchromycopsis 

Spores  on  germination  forming  a  poorly  de- 
veloped promycelium 4.  Saccharomycodes 

Spores  pileioform  or  limoniform,  costate 5.  Willia 

Spores  hemispheric,  angular  or  irregular  in 
form  on  germination  forming  an  ex- 
tended promycelium 6.  Pichia 

Vegetative  cells  produced  predominately  by 
budding  but  forming  a  mycelium  under 
some  conditions  asci  terminal  or  inter- 
calary, differentiated  from  the  mycelium. 7.  Endomyces 

•  The  genus  Schizosaccharomyces,  which  does  not  bud,  and  the  relatively  unim- 
portant genera,  Monoepora  and  Nematospora,  are  not  included  in  this  key. 
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II.  AflonpQKfl  not  known,  i.e.,  Fungi  Imperfect!. 

Heavy  dry  [K-llirle  formed  on  liquid  media 8.  Mycoderma 

No  distinct  pellicle  formed: 
Vegetative  cells  forming  n  septate  mycelium 
under  exceptional  conditions  but  predom- 
inately budding 9.  Parasaccharomyces 

Vegetative  cells  formed  only  by  budding. 

Cells  apiculate,  limoniform 10.  Pseudosaccharorayces 

Cells  frequently  elongate!  into  narrow  non- 

Beptate  liyplial  threads.  ,  , 11.  Pseudomonilia 

Cells  typically  yeast-like 12.  Cryptocotieus 

Compressed  Yeast.  The  greater  part  of  the  procedure  in  the 
manufacture  of  compressed  yeast  is  concerned  with  the  preparation  of 
the  medium  or  "  mash."  This  is  commonly  prepared  from  a  mixture 
of  grains,  rye,  corn  and  barley  being  commonly  used.  After  thorough 
cleaning,  the  barley  is  malted  in  the  usual  manner.  The  malt  is  later 
put  into  a  kiln  to  stop  germination.  The  mash  is  then  prepared  by 
mixing  the  ground  grains  with  the  malt  and  maintaining  at  a  constant 
temperature  of  60°  until  all  of  the  starch  has  been  changed  to  soluble 
sugars.  The  mash  is  then  soured  for  two  reasons.  It  renders  the  nitro- 
genous matter  available  to  the  yeasts  and  also  prevents  the  changes 
induced  by  the  putrefactive  bacteria.  The  souring  process  is  continued 
until  about  1.5  per  cent  of  acid  has  been  produced.  The  mash  is  then 
passed  through  filter  presses  which  gives  a  clear  filtrate  called  the  wort. 
This  supplies  the  foods  for  the  yeasts.  It  is  inoculated  either  by  a  pure 
culture  or  a  portion  of  the  previous  day's  run.  An  optimum  tempera- 
ture is  maintained  during  which  there  is  a  vigorous  multiplication  of 
the  yeast  cells.  The  cells  are  carefully  filtered  out  and  pressed  into 
cukes  with  or  without  starch.  The  steps  in  the  preparation  of  com- 
pressed yeast  are  graphically  shown  in  Fig.  53. 

Yeast  Foods.  The  use  of  these  substances  in  bread  making  ha* 
been  investigated  by  Kohinan  (1916)  and  his  co-workers.  The  inves- 
tigation apparently  had  its  origin  in  the  effect  of  different  natural 
waters  on  the  yeast  fermentation  in  bread  as  noticed  by  a  large  baking; 
company.  Kohinan  showed  that  by  the  use  of  small  quantities  of 
ammonium  and  calcium  salts  and  potassium  bromide  brought  about 
a  saving  of  from  -50  to  65  per  cent  in  the  usual  amount  of  yeast.  Other 
distinct  advantages  connected  with  the  use  of  these  nutriments  are  also 
noted.     Hoffman  (1017)  in  discussing  the  same  subject  has  stated: 

"Since  there  is  so  much  evidence  in  favor  of  all  the  ammonium  chloride 
being  changed  to  protein  by  the  yeast,  we  can  calculate  how  much  protein  « 
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Fro.  53. — Diagram  of  Yeast  Manufacture,     (Fleischmann  Co.) 
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Haiti  in  (he  form  of  yeast  protein,  from  adding  0.8  lb.  of  ammonium  chloride 
dough  batch  containing  1000  lbs.  of  Hour  mid  how  much  protein  we  lot*  br 
deducting  one-half  the  quantity  of  yeast  (£  ll>s.  would  1*  an  average  amount) 
regularly  used;  0.5  11>.  ammonium  chloride  contains  0.131  lb.  nitrogen;  llis 
times  6.25  gives  0.82  Hi.  protein  gained  by  converting  the  salt  into  albuminous 
matter.  Compressed  bakers'  yeast  contains  27  per  cent  dry  matter;  5  lbs.  of 
yeast  then  contains  1.35  lbs.  of  dry  matter,  50  per  cent,  or  0.68  lb.  of  which  is 
albuminous  in  character.  We  have  not  only  as  much  protein  produced  by  the 
yeast  from  the  ammonium  salt  but  actually  more  than  that  lost  by  (loiliirtint 
half  the  yeast  in  the  dough  batch.  The  economic  value  of  a  process  wluch  cm 
utilize  such  simple  substances  as  sugar  and  ammonium  salts  and  build  there- 
from complex  but  useful  food  proteins  cannot  be  overestimated." 

Table  XXII  is  taken  from  his  work  and  shows  clearly  the  effect  of 
ammonium  chloride  on  gas  formation  in  bread. 


SHOWING   THE  INCREASE  IN  GAS   PRODUCTION  IN  DOUGH  DSUH 

AMMONIUM   CHLORIDE 


e  due  to  ammonium  chloride. 


1105 
1260 
1400 
1520 
1G25 


Methods  for  Study  of  Yeasts.     The  study  of  yeasts  demands  a  p-  ~~ 
culture.     The  securing  of  this  pure  culture  is  not  often  an  easy  ^ 
formance.     Two  methods  have  been  used  and  are  available  to  tui-  « 
biologists  at  the  present  time. 
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Physiological  Method.  In  this  method  an  environment  is  created 
rich  is  favorable  to  the  desired  fungus  and  unfavorable  to  the  others. 
i  applying  this  method  to  the  yeasts,  an  acid  medium  may  be  used, 
acteria,  unless  they  are  acidophiles,  are  unable  to  grow  in  a  2  per  cent 
irtaric  acid  solution.  Pasteur  and  Hansen  grew  yeasts  in  such  a 
tedium  to  free  them  from  bacteria.  .This  method  was  accompanied 
rith  some  uncertainty  and  was  replaced  by  the  dilution  methods. 

Dilution  Methods.  These  have  been  described  before.  They  con- 
ist  of  diluting  or  breaking  up  the  yeast's  masses  in  a  definite  amount  of 
terile  water  or  physiological  salt  solution.  From  these  diluted  mix- 
ures  definite  portions  are  taken  for  plating  on  a  solid  medium.  After 
ncubation  and  growth,  cultures  should  be  picked  from  the  colonies  and 
lansferred  to  dextrose  agar  slants.  The  yeast  is  then  ready  for  a  cul- 
:ural  and  morphological  examination. 

Moist  Chamber  Preparations.  These  are  essentially  the  hanging 
drop  mounts  which  have  been  described  before.  A  small  portion  of 
the  pure  culture  of  yeast  should  be  gently  emulsified  in  a  drop  of  dex- 
trose broth  or  wort.  This  should  be  transferred  to  a  clean  cover  glass 
tod  suspended  over  a  depression  in  a  concave  slide  or  ring  slide.  The 
®dges  of  the  cover  glass  should  be  carefully  lined  with  vaseline  in  order  to 
toake  a  tight  seal  and  allow  no  evaporation  during  incubation.  Such  a 
m°unt  will  permit  observations  on  a  few  cells  to  allow  determine  bud- 
^  and  cell  shape. 

Scheme  for  Identifying  a  Yeast.  Whether  the  fungus  is  really  a 
re*8t  or  borderline  mold  should  be  determined  first  of  all.  The  following 
0ll,ts  may  be  of  assistance: 

*•  Spore  or  non-spore  former 

A.  Spore  former 

1.  Shape,  morphology 
*      2.  Scum  or  membrane 

3.  Top  or  bottom  yeast 

4.  Per  cent  of  alcohol  formed 

B.  Non-spore  former 

1.  Non-scum  former 

o.  Color 

6.  Shape,  morphology 

2.  Scum  former 
-    o.  Color 

6.  Morphology 
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Microscopic  Examination  of  Compressed  Yeasts.  Prepare  ji  ihio 
mixture  of  the  yeast  in  distilled  water.  To  I  his  mixture  or  a  small  por- 
tion of  il  add  a  little  of  a  0.1  per  cent  solution  of  methylene  blue.  Mount 
a  drop  of  Uus  under  a  cover  glass  on  a  elide  and  enumerate  the  dead  and 
living  bacteria.     The  dead  cells  will  stain  but  the  living  cells  will  not. 

Test  for  Adulteration  with  Beer  Yeast.     Practically  all  of  the  \m 
yeasts  ferment  raffinose  while  the  bread  yeasts  generally  do  not.    0n» 
gm.  of  the  yeast  is  mixed  with  about  10  c.c.  of  a  1  per  cent  solution 
raffinose  broth  and  placed  into  a  fermentation  tube.     Incubate  tl 

Ltube  for  about  twenty-four  hours  at  30°  C.     A  blank  lube  witho 
raffinose  should  lie  prepared  in  order  to  test  for  gas  produced  frc 
stored  glycogen.     If  the  difference  between  the  two  .tubes  is  di 
(about  50  per  cent)  adulteration  with  beer  yeast  is  probable. 
difference  renders  the  test  more  conclusive. 
Efficiency  of  Bread  Yeasts.     This  may  be  determined  in  different 
ways.     A  representative  sample  of  the  yeast  should  be  obtained  aud 
.  divided  into  three  parts.     Store   one  part  »l 
r~Q  20°,  30°,  and  40°  C.     At  regular  intervals  lest 
)"\              each  part  for  dead  cells,  gas  formation,  and 
i^M  f\  fl          dough-rising  power.     Test  once  or  twice  for 
P  *i  I     y          adulteration  with  beer  yeast,  and  with  myto- 
I        M                     derma. 
/         ijfl/  Dough-rising  Power  of  Bread  Yeast.    Mf 
/          \                100  Ems.  of  flour,  2  gms.  of  yeast  and  60  m. 
/               \               of  distilled  water  by  first  making  a  thin  baitrf 
of  the  yeast,  water  and  a  little   of   the  flour. 
Then  add  the  rest  of  the  flour  and   knead  fa 
five  minutes.      About  3  gms.  of  flour  shouW 
be  kept  with  which   to  clean   the  glass  KM 
The  dough  should  lie  formed  into  a  cylinder 
and   dropped    into   a    warmed   graduule  cvt- 
inder  which    has   been    greased  or  powders! 
with  flour.      Press  the  dough  down   into  fl 
cylinder  and  place  at  30°  C.     The  volume  i-' 
read  every  thirty  minutes  until  the  maximum  is  reached.     Compuie 
the  maximum  volume  in  terms   of  the   original.     Plot  a  curve  which 
will  show  the  activity  of  the  yeast. 

Determination  of  the  Fermenting  Power  of  Yeasts,  Meissl  Method. 
Prepare  a  saccharose  phosphate  mixture  as  follows:  400  gms.  of  sac- 
charose, 25  gms.  ammonium  phosphate,  25  gins,  potassium  phosphate. 
Mix  this  thoroughly  and  weigh  4.5  gins,  into  an  Erlenmeyer  flask  which 


Fig.  54.— Culture  Flask 
tor  Fermentation  Tests. 
Fitted  with  A 1  wood 
(19  0  8)  Ventilation 
Tube. 
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»  a  fermentation  valve.    Add 

c.  of  distilled  water  and  1  gm. 

e  yeast  to  be  tested  and  incu- 

at  30°  C. 

Efferent    types  of   valves  are 

table.      Al  wood   (1908)  used  a 

enient   type   for  studying  the 

enting  capacity  of  pure  strains 

easts.     The  valves  are  so  con- 

:ted  that  the  activities  of  the 

t  may  be  observed  and  the  gases 

.  the  fermentation  may  escape, 
moisture  is  retained  by  some 

rbent  such  as  calcium  chloride 

ilphuric  acid.     The  apparatus 

Id  be  weighed  before  and  after 

run.      The   A I  wood   valve    is 

m  in  Figs.  54  and  55. 

^termination  of  the  Ferment- 
Power  of  Yeasts,  Kusserow's 

lod.    Put  400  c.c.  of  10  per  cent  k-U(ai    >i 

larosc  solution  and  10  gms.  of  Fl(i.  55— Detail    of   Ventilation  Tub* 

■east  under  examination  into  the      for  Culture  Flask.    (Alwood,  1908.) 

entation  flask  of  the  Kusserow 

Lfatus.     Warm  the  flask  and  solution  to  30°  O.  before  starting. 

l  the  apparatus  has  stood  for  an  hour  at  30°  0.  it  is  connected  and 
the  amount  of  gas  formed  in  the  next  half  hour  is 
measured;  it  should  be  250  c.c.  The  amount  of  gas 
for  the  first  and  second  half  hours  is  usually  about 

a  Ifnll        50  and  150  c.c,  respectively.     Five  gms.  of  yeast 

V)  in  400  c.c.  of  10  per  cent  saccharose  solution  in  a 

)\  Vfp'        flask  fitted  with  a  fermentation  valve  will  cause  a 

loss  of  about  6.5  gins,  of  carbon  dioxide  in  twenty- 
four  hours  if  distilled  water  is  used ;  with  tap  water 
the  loss  should  approximate  8  to  12  gms. 

Determination  of  Mycodenna  in  Bread  Yeast. 
Press  the  yeast  with  a  sterile  spatula  into  the  bot- 
tom of  a  Hinall  Petri  dish  and  incubate  at  37°  C. 
for  two  days.  If  the  yeast  contains  a  mycodenna, 
pure  white  characteristic  colonics  will  appear  on 
the  yellowish  background  of  the  bread  yeast. 


M.— Types  of 
tilation  Valves 
A  may  be  Used 
1  Erfanmeyer 
Its  for  Tenting 
Fermenting 
er  of  Fungi. 
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Bread  Making 


The  flour  is  one  of  the  fii-st  things  to  which  the  baker  pays  speci 
attention.     Miner  (1917),  in  describing  the  manufacture  of  flour,  dividi 
it  into  three  general  types: 
I.  Low  grade 
II.  Clear  flour 
III.  Patent  flour 

The  linker  demands  a  uniform  flour  and  to  secure  it  he  may  resort  to 
blending.  Most  of  them  use  a  baker's  "  patent  "  flour  which  may  be 
superior  to  the  domestic  "  patent."  This  is  carefully  sifted  and  \k 
other  ingredients  added  such  as  salt,  sugar,  lard,  malt  extract,  milt 
water,  yeasts,  etc.  In  the  straight  dough  method  all  of  these  are  mixed 
and  allowed  to  ferment  for  about  five  hours  in  a  long  trough.  The 
temperature  of  this  room  is  maintained  at  27°  C.  with  a  relative  humidity 
of  75  per  cent.  From  the  fermenting  room  the  dough  is  taken  toi 
divider  where  it  is  cut  into  any  desired  size.  It  may  be  worked  a  Little, 
allowed  to  rise  and  molded  For  baking.  In  the  larger  bakeries  this  m»y 
be  entirely  a  machine  process. 

Yeast  in  Bread  Making.  Bread  is  one  of  the  oldest  foods  in  lb» 
preparation  of  which  fermentative  changes  are  involved.  In  (he  earfy 
days  before  commercial  yeasts  were  available,  the  housewife  had  to 
reply  on  spontaneous  fermentations.  The  organisms  which  induced 
these  chance  fermentations  got  into  the  sponge  either  from  the  air  or 
along  with  one  of  the  ingredients.  Quite  often,  a  portion  of  one  batch 
was  taken  out  and  saved  over  to  inoculate  the  next  batch  of  bread. 
To-day  the  baker  does  not  have  to  rely  on  liquid  brewers'  yeast  norths 
housewife  on  the  uncertain  fermentations  of  wild  yeasts.  The  pro- 
duction  of  compressed  and  dried  yeasts  caused  a  distinct  advance  to  I* 
made  in  the  production  of  leavened  foods.  A  mixture  of  yeast  and  floi" 
will  ferment,  but  the  addition  of  other  substances  such  as  potato  waW 
malt  water,  will  greatly  accelerate  the  action  of  the  yeasts.  All  of  tto 
constituents  of  the  flour  which  are  given  above  are  concerned  in  bresi 
making.  The  carbohydrates  are  precursors  of  the  carbon  dioxide  an1 
in  the  baked  loaf  they  impart  a  rich  brown  color  to  the  crust.  Accord 
ing  to  Wardall  (1910)  the  flavor  of  the  bread  is  not  dependent  on  ti 
strain  of  yeast  which  is  used  as  a  leaven.  She  used  thirty-three  pU 
strains  of  yeasts  and  could  observe  no  difference  in  the  flavor  of  brd 
leavened  by  them.  She  regarded  the  time  of  incubation  as  too  sh<- 
for  the  development  of  any  special  flavor. 
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Self-rising  Bread.    This  has  been  known  for  generations  under  the 
name  of  "  salt-rising  "  bread.     As  suggested  by  the  name,  the  fermenta- 
tion is  a  spontaneous  one.    Hunt  and  Wessling  (1917)  give  the  following 
instructions  for  making: 

1  cup  milk  1  tablespoon  sugar 

2  tablespoons  cornmeal,  white  Butter  (if  used)  1  tablespoon 
1  teaspoon  salt 

Flour.  "  Scald  the  milk.  Allow  it  to  cool  until  it  is  lukewarm; 
then  add  salt,  sugar  and  cornmeal.  Place  in  a  fruit  can  or  heavy  crock 
or  pitcher  and  surround  by  water  at  about  120°  F.  Allow  the  mixture 
to  stand  six  or  seven  hours  or  until  it  shows  signs  of  fermentation.  If  it 
has  been  fermented  sufficiently,  the  gas  can  be  heard  as  it  escapes." 

As  shown  in  the  above  paragraph,  the  fermentation  is  a  chance  one. 
It  is,  then,  almost  an  uncontrolled  process.     The  agent  inducing  this 
fermentation  has  received  much  study.     Kohman  (1912)  has  given  a 
review  of  the  literature  and  some  of  the  data  and  references  mentioned 
'{  hoe  have  been  taken  from  his  interesting  paper.     There  seems  to  be  two 
tides  to  the  question  of  the  organism  which  is  concerned.     One  side 
argues  that  the  fermentation  is  induced  by  wild  yeasts  which  get  in 
bom  the  air.     In  support  of  this  are  the  investigations  of  Mitchell 
(1908),  Bailey  (1914),  and  others.     That  it  is  a  bacterial  change  is  sup- 
ported by  the  work  of  Heinemann  and  Hefferan  (1909)  and  Kohman 
(1912).    The  middle  ground  that  both  yeasts  and  bacteria  are  con- 
cerned is  taken  by  Lehman  (1894),  Peters  (1889)  and  perhaps  Harrison 
(1902).    Lehman  isolated  an  organism  which  he  called  Bacillus  levans. 
Heinemann  and  Hefferan  isolated  a  bacillus  from  corn  meal  which  had 
uany  of  the  characteristics  of  Bacillus  bulgaricus.    They  proved  that 
the  organism  came  from  the  corn  meal  and  believed  that,  in  self-rising 
bread,  the  high  amount  of  acid  formed  by  this  bacillus  (1.65  per  cent) 
from  the  milk,  united  with  the  inorganic  salts  to  form  carbon  dioxide. 
The  extensive  work  of  Kohman  (1912)  indicated  that  bacteria  were  the 
important  agents  in  the  fermentation.     He  believes  that  members  of 
the  colon  group  are  concerned.    The  gases  produced  by  the  salt-rising 
bacteria  consisted  of  two-thirds  hydrogen  and  about  one-third  carbon 
dwxide.    These  bacteria  aerate  the  bread  by  decomposing  some  of  the 
constituents  possibly  the  carbohydrates.     The  organisms  are  probably 
°f  the  type  B.  levans  (Lehman).     Woodward  (1911)  believed  that  the 
fermentation  in  salt-rising  bread  was  due  to  the  presence  of  organisms 
^Wch  are  introduced  with  the  corn  meal.     The  organism  which  was 
■olated  was  not  a  yeast  but  belonged  to  another  group.     It  was  advised 
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thai  the  milk  lie  sterilized  lief  ore  the  hatter  was  mixed  since  (his  allowed 
more  uniform  results  and  decreased  the  possibilities  of  the  had  flavew 
which  are  so  often  inherent  in  this  type  of  bread. 

Examination  of  Bread.  The  bacterial  examination  of  bread  is 
important  for  two  reasons:  first,  the  possibility  of  bread  spreading  dis- 
ease bacteria;  and  secondly,  the  relation  of  bacteria  to  undesirable 
fermentations  and  changes  which  may  take  place. 

Bread  is  generally  regarded  as  an  absolutely  safe  article  in  the  diet 
since  it  is  heated  before  eaten.  Roussel  (1908)  stated  that  the  interiw 
of  the  loaf  reached  101-103°  C;  the  crust  reached  125-140.5°  <\ 
Such  temperatures  were  regarded  as  sufficient  to  kill  the  vegetative  crik 
but  not  the  spores  except  they  be  present  in  the  crust.  Tubercle  bacilli 
in  the  dough  were  reported  to  have  retained  their  vitality.  From  these 
data  Roussel  states  that  mechanical  mixers  should  he  used  in  order  to 
prevent  the  spread  of  disease.  Auehc  ( 1909,  1910)  introduced  turberde 
bacilli  into  dough  before  it  was  made  into  loaves.  The  loaves  weighed 
up  to  2  kg.  The  bacilli  were  killed  in  the  baking  process  but  the  author 
regards  it  as  a  possibility  that  bacteria  may  pass  through  the  bukm.i: 
process.  In  the  latter  paper  cited,  this  same  author  added  such  l>ae- 
leria  as  the  following  to  bread  dough  before  baking:  li.  typhi,  B.  pB* 
'yphi,  B.  dysenteric:  (Shiga),  li.  dysenteriw  (Flexner),  li.  colt,  Rtrept- 
pyogenes,  Staph,  ownu  and  a  variety  of  protcus.  Cultures  made  from 
the  loaves  after  baking  were  sterile.  Auche  states  that  possibly  more 
resistant  bacteria  would  pass  through  the  baking  process.  He  state? 
that  the  greatest  care  must  be  exercised  to  prevent  contamination  after 
the  loaves  have  left  the  oven.  Fenyvessy  and  Denies  (19111  found  that 
if  the  temperature  of  bread  reached  94-104"  ('.  during  the  baking  process, 
the  pathogenic  bacteria,  if  accidentally  present,  would  be  destroyed 
Gaujoux  (191 1),  discusses  some  studies  of  this  question.  He  found  the 
Koch's  bacillus  (Bacillus  tuberculosis)  did  not  survive  the  temperature 
of  baking  bread  but  assumed  that  it  might  pass  through  the  temperatures 
employed  for  pastries.  Howell  (1912)  examined  bread  collected  fn>r» 
various  districts  in  Chicago.  In  general  it  was  found  that  bread  uiade 
under  clean  conditions  had  a  lower  bacteria  content  and  fewer  sticpto" 
cocci.  Jacobs,  LeClerc  and  Mason  ( 1914)  studied  the  effect  of  wrapping- 
Wrapped  bread  had  fewer  bacteria  on  the  surface.  From  the  aboV* 
discussion  it  would  seem  that  bread  may  carry  infection.  The  evident-** 
is  not  altogether  convincing,  however,  that  it  does.  Hansen  (1913)  U&* 
reported  a  typhoid  fever  epidemic  which  may  have  been  caused  by  ore*" 
In  this  ease  the  bread  may  have  been  contaminated  after  baking. 

Slimy  or  ropy  bread  has  received  quite  a  little  attention  from  tt>* 
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bacteriologists.  Russell  (1903)  examined  a  sample  of  slimy  bread  and 
isolated  B.  mesenlericua  vulgatus.  Temperature  studies  indicated  that 
the  organisms  could  pass  through  the  baking  temperature.  Walking) 
(1906)  has  studied  the  question  and  advised  that  the  flour  be  subjected 
to  examination  when  this  infection  appears.  Kornauth  (1912)  also 
advised  an  examination  of  the  flour  for  the  organism.  Williams  (1912) 
found  a  capsutatcd  organism  in  a  case  of  slimy  bread.  Kayser  (1911) 
found  that  the  bacteria  causing  this  infection  were  introduced  with  the 
yeast.  He  stated  that  1  to  2  liters  of  vinegar  added  to  each  100  kg.  of 
il»'  tlour  would  prevent  the  infection.  Kayser  and  Delavel  (1912) 
Isolated  bacteria  which  were  related  to  the  mesentcricus  group.  When 
alakery  once  becomes  infected  with  members  of  this  group,  it  is  disin- 
fected with  great  difficulty.  Kayser  suggests:  the  use  of  acidulated 
water  for  washing  all  of  the  apparatus  and  even  states  that  some  appa- 
ratus may  have  to  be  discarded. 

Wright  (1916),  when  studying  musly  bread,  found  an  Aspergillus 
ami  Rhhopnx  nit/ncanx.  Further  experi mental  work  indicated  that  the 
It  wigrieaM  produced  a  mustiness  in  bread  while  Aspergillus  produced 
swiurness.  It  was  believed  that  the  mustiness  resulted  from  proteolytic 
eoiymes  from  the  /(.  nigricans. 

WiUuos'  Method  (or  Detecting  in  the  Flour  the  Organisms  which  Cause  Ropy 
Breid.  This  author  (Walking,  HMMi)  finds  the  following  procedure  n  delicate  one 
for  determinmg  whether  :i  flour  contains  those  bacteria  which  cause  ropy  bread. 
The  test  is  rapid  and  the  author  states  that  there  is  little  possibility  of  a  sound 
Uhg  I.,  pass  the  test  because  they  do  not  yield  appearances  of  ropineas  in  the 
liu  imposed  as  a  limit.  Ten  large  test  tubes  (6  in.  by  1  in.)  are  thoroughly  boiled 
in  wat it  for  one  hour.  Washed  and  drained.  When  drained  sterilize  in  I  lie  riven 
lit  232"  C.   for   three   hours.     The  tubes  should   be   thoroughly   sterilized.     Cool 

L.i  linn  planin  into  each  tube  a  finger  of  bread  3  in,  by  i  in.,  cut  from  the  renter 
o(  the  same  two-day  old  loaf.  The  average  weight  of  each  loaf  should  lie  5  gms. 
Moisten  with  distilled  water  and  plug  the  tubes.  Sterilize  by  boiling  in  water  on 
'hrw  successive  days.  To  test  the  flour,  2  gins,  are  well  mixed  with  water  and  placed 
"i  tailing  water  for  thirty  minutes.  To  the  series  of  ten  tubes  add  successively 
faitn  I  to  7  ex.  of  the  flour  mixture,  leaving  three  lubes  to  serve  as  cheeks.  Number 
!  'I*  tubes  in  rotation.  Incubate  at  28°  C.  and  at  the  end  of  twenty-four  hours 
'Umine  for  ropiness. 

totniuth's  Method  for  Detecting  Organisms  in  Flour  which  Cause  Ropy 
1t«d.  This  is  a  modification  of  Kuril's  method  and  is  carried  out  as  follows:  28(1 
""*,  of  flour,    ltd  e.e.  of  will    water,   and  (Mi  gro.   of  yeast    are  made  into  a  loaf. 

*f'«  bilking,   the  loaf  should  be  stored  at  25°  C.  for  forty-eight   hours.     If  the 
"funistns  causing  ropy  bread  were  present   in  the  Hour,  the  loaf  will  have  a  chnr- 

'I'Tnij,   ittlor.     Several  loaves  should  be  made  ut  the  same  time  with  sound  flour 
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CHAPTER  VIII 
INTESTINAL  BACTERIA 

The  flora  of  the  mouth  is  dependent  upon  many  factors  and  is, 

therefore,  continually  changing.  Excluding  the  various  infections  of 
the-  mouth  which  will  not  be  considered  here,  the  bacteria  in  the  moutii 
are  not  especially  significant.  There  are,  however,  several  features 
which,  compared  with  other  body  fluids,  are  worthy  of  mention.  The 
mouth  often  contains  a  large  number  of  bacteria  and  many  kinds. 

Germicidal  Action  of  Saliva.  The  work  which  is  available  on  this 
subject  is  neither  conclusive  nor  extensive.  Huggenschmuit  (1S'J6) 
studied  the  various  factors  which  contribute  to  the  protection  of  tin.' 
oral  cavity  and  from  such  factors  as  bactericidal  action  of  the  sputum, 
mechanical  action  of  the  saliva,  action  of  the  mucous  membrane  and 
bacterial  antagonism  concluded  that  the  mechanical  action  of  ifir 
sputum  was  (he  most  important  factor.  Sanarelli  (1891)  filtered  ealhl 
through  a  Chaniberland  filter  and  tested  the  bactericidal  action  of  tfe 
filtrate.  He  found  that  saliva  did  possess  a  germicidal  action  quite 
similar  to  that  exhibited  by  other  body  fluids,  such  as  blood,  aqueous 
humor,  etc.  The  speed  of  the  reaction  depended  upon  the  initial  num- 
ber of  bacteria  introduced  into  the  saliva.  If  a  small  number  of  (ft« 
{three  or  four  hundred)  were  introduced,  all  were  killed  in  a  short  time 
but  when  a  few  thousand  cells  were  introduced,  there  was  usually  * 
decrease  followed  by  an  indefinite  increase.  With  Bacterium  diphthari* 
and  the  pneumococcus  no  germicidal  action  was  noticed.  They  were 
found  alive  after  twenty-eight  and  forty  days.  The  cause  of  the  gef 
micidal  action  was  not  determined.  Gordon  (191(1)  carried  out  hi8 
experiments  on  this  subject  in  culture  media  and  found  a  germicidal 
action  against  the  meningococcus,  which  he  attributed  to  the  antago»" 
istic  effect  of  other  bacteria  in  the  saliva.  These  were  supposed  to  b* 
mixed  streptococci. 

Effects  of  Tobacco  Smoke  on  Bacteria  in  the  Mouth.  This  is  * 
subject  of  more  popular  interest  and  has  been  of  much  use  to  those  wl*43 
wish  to  justify  or  decry  the  habit  of  smoking.  Kocrncr  (189<i)  foun*** 
a  decided  reduction  of  bacteria  in  the  mouth  due  to  tobacco  smok^" 
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>m  the  facts  secured,  this  author  states  that  strong  smokers  (con- 
ning more  than  one  dozen  cigars  a  day)  seldom  have  dental  caries. 
xinon  (1902)  found  no  bactericidal  action  on  B.  tetanus,  B.  typhi  or 
otoihrix  bucchalis  and  staphylococcus.  Bacillus  tuberculosis  was 
ibited.  The  action  was  not  due  to  the  nicotine  content  but  to 
xiucts  of  combustion.  Arnold  (1907)  compared  the  bactericidal 
ivity  of  hay  and  tobacco  smoke.  Rideal  (1903)  reported  a  slight 
*tericidal  action  of  tobacco  smoke.  Ellis  (1909)  has  stated  that  any 
leficial  effects  resulting  from  the  use  of  tobacco,  is  easily  overbalanced 
the  habit  of  spitting  so  prevalent  among  smokers. 

The  Stomach 

The  bacteriological  aspects  of  the  stomach  have  been  concerned 
oetly  with  its  diseases.  The  bacteria  of  the  stomach  gain  entrance 
ith  the  food  and  drink.  The  germicidal  action  of  the  saliva  may 
robably  be  neglected  as  a  factor  influencing  the  number  of  bacteria 
Mussing  through  the  mouth. 

Germicidal  Action  of  Gastric  Juice.  The  gastric  juice  is  the  normal 
aecfetion  of  the  stomach.  It  contains  between  2  to  3  per  cent  solids 
and  about  0.2  per  cent  of  free  hydrochloric  acid,  which  is  the  most 
powerful  of  any  acid  combination  in  the  stomach.  A  condition  of  hyper- 
acidity exists  when  a  decidedly  greater  amount  of  hydrochloric  acid  is 
present  than  normally,  and  hyperacidity  when  the  amount  of  acid  is 
Wow  normal.  During  conditions  of  hypoacidity,  fermentation  may  be 
active  with  the  formation  of  lactic  and  butyric  acids.  Some  hold  that 
gutric  ulcer  and  gastric  catarrh  may  be  due  to  a  reduced  acidity. 

That  the  gastric  juice  is  germicidal  was  noticed  by  Spallanzani  in 
1734.  When  he  moistened  meat  with  gastric  juice,  it  did  not  putrefy. 
Meat  which  was  not  so  treated  but  which  was  moistened  with  other 
*rt*tances,  such  as  water,  developed  a  putrid  odor  very  quickly.  He 
opened  a  snake  eighteen  days  after  it  had  swallowed  a  lizard  and  while 
the  lizard  was  partly  digested,  it  had  not  decomposed.  Other  experi- 
ments by  this  early  scientist  demonstrated  that  putrefaction  could  be 
topped  by  gastric  juice. 

Koch  (1884)  fed  cholera  vibrios  to  dogs  and  after  a  few  hours  found 
that  they  had  been  destroyed.  He  stated  that  cholera  vibrios  were 
destroyed  in  the  stomach  under  normal  conditions  and  that  if  they 
P**ed  through,  it  was  due  to  some  abnormal  condition.  Falk  (1883) 
*cured  no  action  on  B.  tuberculosis.  Kurloff  and  Wagner  (1889) 
found  a  selective  action  of  the  gastric  juice.     Cholera  vibrio,  B.  typhi 
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and  Ps.  pyocyaneua  were  destroyed  but  B.  tubcreidnsin,  B.  anthrax,  and 
B.  tetanus  (sporesi  were  not  affected.  Stratus  ami  Wurtz  ( 1880)  showed 
that  anthrax  bacilli  were  killed  in  fifteen  minutes  and  lhal  the  destructive 
factor  in  the  gastric  juice  was  the  hydrochloric  acid.  The  same  con- 
clusion was  reached  by  Kabrhel  (1890).  Hamburger  (1890)  first  called 
attention  to  the  fact  that  some  of  the  acid  was  bound  and  that  the  free 
acid  had  a  stronger  germicidal  effect.  This  was  proven  by  testing  the 
action  of  a  solution  of  HO  with  one  of  the  same  strength  containing 
peptone.  Kianowsky  (1891)  showed  a  direct  relation  between  the 
number  of  bacteria  in  stomachs  and  the  amount  of  acid.  With  patients 
possessing  a  faulty  acid  secretion  many  bacteria  were  found.  Cadeae 
and  Bournay  (1893)  found  that  Ps.  pyocyaneus  was  destroyed  alter 
six  hours  and  that  B.  anthrax  and  B.  tuberculosis  were  not  killed.  Pet- 
tenkofer  (1893)  reported  some  startling  work  which  was  carried  out  0 
1893.  This  was  done  soon  after  the  great  epidemic  of  cholera  in  Ham' 
burg  and  Altoona.    He  proposed  the  A",  Y,  Z  theory  for  cholera  whew 

X  =  bacterium; 

J' =  host  or  soil; 

Z  =  environment. 
He  stated  that  .Y  without  Y  and  Z  would  not  cause  cholera.  ^° 
thoroughly  did  these  workers  believe  in  this  theory  that  Pettenkofer »r"' 
Emmerich  drank  pure  cultures  of  the  cholera  vibrio.  Each  mixed  1  c-e- 
of  a  broth  culture  with  100  c.c.  of  1  per  cent  sodium  bicarbonate  solution 
and  drank  it.  Pettenkofer  did  not  change  his  usual  manner  of  living 
and,  after  having  a  diarrheca  for  four  days,  came  back  to  norm**-'- 
Emmerich's  case  ran  a  longer  time.  In  this  case  the  sodium  bicarbon»te 
neutralized  the  HC1  of  the  gastric  juice.  The  bacteria  thus  passed 
through  the  stomach  and  produced  the  usual  results. 

Stern  (1908)  does  not  regard  the  gastric  juice  as  such  a  baiiStil 
against  bacterial  invasion  as  some  of  the  former  workers.     He  regard 
persons  with  hyperacidity  as  fortunate  from  this  standpoint,  but   iD 
no  way  absolutely  protected.     Bile  was  found  to  decrease  the  barter*" 
cidal  action  of  the  gastric  juice.     When  proteins  were  present,  chole*""* 
vibrios  were  found  to  live  a  long  time.     Pepsin  was  found  to  strength**11 
the  action  of  the  acid.      Hansen  (19121  infected  food  with  B.  coli  ai»** 
secured  only  a  slight  decrease  of  bacteria  in  the  stomach.     SchuH  ■** 
Schultzcnstein   (1908)  found  the  gastric  juice  to  be  more  germiciA **~ 
than  hydrochloric  acid  solution  of  the  same  strength.     Gregersen  ( 19L  **' 
reported  some  of  the  more  recent  work  on  this  subject.     He  studi*^" 
the  action  of  the  acid  in  the  juice  and  whether  any  other  factors  we^** 
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portant.    Tables  XXIII  and  XXIV  are  taken  from  his  paper  and 
&  quite  significant. 

Table  XXIII 

IOMACH  CONTENT  %  HOUR  AFTER  EWALD'S  TEST  BREAKFAST. 
TEMPERATURE  37°  C.    STAPHYLOCOCCUS  PYOGENES  AUREUS 

(After  Gregersen,  1916) 


Diagnosis. 


1  !  Cancer  ventriculi 


2    Neurasthenia 


3 


4 

5 


Alcoholismus  chron 


Cancer  ventriculi. .  . 
Alcoholismus  chron 

6  Vicus  ventriculi . . . 

7  !  Cancer  ventriculi. .  . 

8  '  Arthroctis  chron. . . 

9  :  Anaemia 

10  Neurasthenia 

11  Ulcus  ventriculi .  . . 

12  ;  Ulcus  ventriculi .  . . 

13  :  Cirrhosis  hepatis .  . 

H    Neurasthenia 

15  |  Colitis 

W    Neurasthenia 

Ulcus  ventriculi . . . 

Colitis 

Abetipatic 

Colitis 

Ulcus  ventriculi . . . 

Colitis 

Ulcus  ventriculi . . . 
Ulcus  ventriculi . . . 
Ulcus  ventriculi . . . 
Ulcus  ventriculi . . . 
Ulcus  ventriculi 


17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 


G 


-30 
-24 
-20 
-18 
-16 
-14 

-  3 

-  3 
0 
0 
0 
0 
0 
3 
5 
5 
5 
6 
8 

10 
13 
20 
20 
26 
32 
46 
50 


-14 

-10 

-12 

-  6 

-10 

0 

6 

10 

6 

12 

23 

8 

14 

10 

14 

18 

14 

12 

22 

22 

34 

28 

40 

48 

42 

58 

64 


Al 


2 
4 
0 
1 
1 
24 
14 
17 
10 
24 
35 
12 
34 
16 
20 
22 
20 
16 
29 
30 
50 
30 
54 
58 
50 
66 
70 


Ph 


6 
10 
1 
4 
5 
28 
20 
22 
12 
32 
47 
20 
44 
24 
24 
30 
24 
22 
34 
38 
60 
34 
60 
66 
56 
74 
78 


Pepsin. 


0 
0 

0 

0 

0 

4 
3.5 

3 
4.5 

4 

5 

6 

5 

5 
4.5 

5 

6 

4 

6 

6 

6 
4.5 
5.5 
5.5 

6 

6 
6.5 


Time  of  Destruction. 


No  destruction 
No  destruction 
No  destruction 
No  destruction 
No  destruction 
No  destruction 
90  minutes 
90  minutes 
90  minutes 
38  minutes 
38  minutes 
45  minutes 
45  minutes 
9  minutes 
6  minutes 
6  minutes 
8  minutes 

5  minutes 

6  minutes 
5  minutes 
3  minutes 

1.5  minutes 

2  minutes 

1 . 5  minutes 

1  minute 

.5  minute 

.5  minute 


The  letters  at  the  top  of  the  columns  refer  to  the  reaction  as  deter- 
mined by  the  following  indicators: 

G=Gunzberg's  reagent.     Indicates  free  hydrochloric  acid. 

K= Congo  red.     The  blue  color  indicates  free  hydrochloric  acid. 

Other  mineral  acids  may  also  be  indicated  by  this  reagent. 
4J=Sodium  alizarin  sulphonate,  which  indicates  all  available  except 

that  which  is  combined. 
^=Phenolphthalein,  which  indicates  total  acidity. 


_-    — zj-'tz  t^  jl-il  oi* «: 

-.-  ---—  »_      —    z=-  smircn"  of  fat 

ill-   — '■-  ^-.■zjt"-:  iiT  "^t*  desnfr 

lt.?»-    il1-3    -n=»    i»:TUini?2  opflh 


TT 


Fi    _%a."t    STAPH 


a* 


V      "     •  ■■.-..      ■ 


.\.     »T     ;«i    i. 


Si! 


\f*«  r    :'J'i.'.'.f.  '.:    '     .''I' 

No.  '11 .    Af f «"■   ri'l'liM'in  «.l      ■  ■'  HI 
Wltli'Hil   .uhlili'tii 


Ml 
VI 


fil 


-        J. 


.'.*, 


V\ 


.10 

in 


■MT— 


*  5 


:•-»— .tioi 


-i"  routes 


3  rjiuta 


>  minutes 
■  niinutts 
I  minute 


V:  iesx  ruction 
4o  minutes 

>  minutes 

o  minutes 

I  o  minute* 

No  destruction 
9  minutes 

4  minutes 
1  5  minutes 

2  minutes 

5  minute 


Tin*  luu'irii.'il  I'niiii'iii  «•!  i  In-  hiiMiirli  n .-:  .-:|in\vii  above  is  quite  depend- 
ml  ii|nm  Hh*  .nnli(\  nl  I  In-  Idiiidih  In  nnler  to  standardize  these 
deleiinin.'ilnMr..  I  In-  .' i « i « 1 1 1  \  «>l  I  In-  IiiiiimcIi  is  usually  examined  aftei 
H  lest  niral  I'lir  Twitil  It-  I  lnr.iM:ia:t  in  much  used,  which  consist.* 
of  two  |»nvi- ■  »«i  io.r-1  :m%l  MH>  i-  r  ni  water.  The  stomach  is  pumped 
Ollt  lit  (hr  mil  «»i  .il'i'in  our  Itnui 
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icontents  should  be  .carefully  filtered  and  the  following  deter- 
>ns  made. 

d  Acidity.  Filter  10  c.c.  of  the  gastric  contents  and  add  about 
•ops  of  phenolphthalein.  Titrate  to  a  faint  pink  color  with 
<faOH.  Calculate  the  number  of  cubic  centimeters  of  N/10 
required  for  100  c.c.  of  stomach  contents.  This  is  often  termed 
.  Some  prefer  to  express  the  results  in  terms  of  per  cent  hydro- 
acid.  (1  c.c.  of  N/10  HC1  =  .00365  gm.  HC1.) 
)  Acidity.  This  gives  both  the  organic  and  inorganic  free  acid. 
10  c.c.  of  the*  stomach  contents  with  N/10  sodium  alizarine 
ate  as  the  indicator.  Titrate  to  a  violet  color.  Determine 
»rt  the  number  of  cubic  centimeters  of  N/10  NaOH  required 
c.c.  of  the  juice. 

ibined  Acidity.  The  difference  between  the  total  acidity  and 
:  acidity  is  the  combined  acidity.  This  is  also  reported  for  100 
he  stomach  contents. 

sction  of  Lactic  Acid.  Prepare  Uffelmann's  reagent  by  adding 
lloride  to  a  1  per  cent  solution  of  phenol  until  a  blue  color  results, 
i.e.  of  this  solution  to  3  c.c.  of  the  stomach  contents.  The  pres- 
lactic  acid  will  be  indicated  by  the  formation  of  a  yellow  color, 
ink  Acids  and  Acid  Salts.  Subtract  the  free  hydrochloric  acid 
ie  combined  acidity  and  express  the  results  in  terms  of  100  c.c. 
ic  contents. 

roscopical  Examination.    This  may  yield  much  valuable  infor- 
The  microorganisms  to  be  expected  are  yeasts,  mold  spores, 
d  sarcinse.     Other  bacteria  may  be  present  under  certain  con- 
Other  particles,  such  as  cellulose  epithelial  cells,  starch  grains, 
ty  also  be  present. 

feria  in  Intestines  and  Feces.  The  bacteria  which  gain  entrance 
intestines  and  feces  are  those  which  have  passed  through  the 
l  in  the  chyme  or  which  may  have  been  contributed,  in  rare  cases 
e  blood  stream. 

ition  of  Bacteria  to  Life.  This  has  been  a  much-debated  ques- 
'asteur  (1885)  believed  that  bacteria  were  essential  for  normal 
uttal  and  Thierf elder  (1895,  1896  and  1897)  reared  guinea  pigs 
septic  conditions  which  had  been  delivered  by  Caesarian  section, 
ocreased  in  weight,  but  not  as  regularly  as  normal  pigs.  From 
ata,  the  authors  concluded  that  bacteria  were  not  necessary, 
lius  (1899,  1902)  hatched  chickens  in  a  sterile  environment  and 
ie  data  which  he  secured  concluded  that  chicks  could  not  live 
ice  of  bacteria.     He  stated  also  that  sterilizing  the  grain  may  have 
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destroyed  some  essential  substance.     Levin  (1899,  1904)  found  the  in- 
testines of  most  Arctic  animals  completely  sterile.    He  draws  no  con- 
clusions, but  his  work  is  of  interest  on  account  of  normal  growth  without 
bacteria.     Metchnikoff  (1901)  grew  tadpoles  in  sterile  bread  and  water 
and  secured  no  transformation  into  frogs  in  either  the  sterile  or  urater— 
ilized  tadpoles.    The  non-sterile  grew  larger  than  the  sterile.    Portier* 
(1905)  determined  that  larvae  of  certain  lcpidoptera  lived  asepticalljr- 
Moro  (1905)  confirmed  the  work  of  Schotellius  which  has  been  men — 
tioned  above.     He  used  turtles  instead  of  chicks.     Bogdanow  (1908  > 
concluded  that  bacteria  were  necessary  for  normal  development  because 
sterile  larvae  of  piptera  did  not  do  as  well  as  those  kept  in  an  unsteril^ 
environment.     Wollman    (1911)    criticized    the  work   of  Bogdanow^ 
stating  that  his  sterilization  was  carried  out  at  too  high  a  temperature  - 
He  concluded  from  his  work  on  flies  that  bacteria  were  not  neceasarj^ 
for  normal  development.     Cohendy  (1912)  thought  that  the  digestiv^3 
processes  could  proceed  without  bacteria,  but  that  they  aided  digestion.  — 
Life  was  thought  to  be  possible  without  bacteria,  but  bacteria  are  no "* 
indispensable.     Kianizine    (1915)    produced    data   which   he   though-* 
weakened  the  argument  of  Cohendy.     With  chickens,  Kianizine  believecra 
that  bacteria  were  of  great  aid  in  digestion.     They  carried  on  analyti^^ 
and  synthetic  processes  which  were  of  much  value  to  the  host.    In  ^^ 
later  paper  by  the  same  author  (1916)  he  continues  his  argument.    H^* 
made  guinea  pigs  breathe  sterile  air  and  eat  sterile  food  and  found  tha.    ~* 
even  after  a  few  days  they  were  greatly  weakened.     The   bad  result   ~ 
from  the  deprivation  of  bacteria  was  thought  to  be  due  to  reduce^" 
oxidation  and  accumulation  of  leucotnaines  in  the  body.    Jtoeb  an«^ 
Northrop  (1916-1917)  attempted  to  determine  the  ability  of  flies  t^3 
synthesize  their  body  proteins  without   the  aid  of  microorganism^- 
Larvae  grown  on  sterile  media  (banana)  did  not  do  well,  while  thos*^ 
placed  in  a  sterile  yeast  culture  developed  normally.     It  was  though* 
that  yeasts  were  essential  for  this  species  of  fly  although  the  essential 
element  could  not  be  isolated. 

This  rather  extensive  presentation  of  the  literature  gives  the  data 
from  which  our  present  conclusions  must  be  drawn.  Obviously  much 
of  the  data  which  have  been  used  cannot  be  applied  to  conditions  in  the 
human  intestinal  tract. 

Action  of  Bile  on  Bacteria.  This  juice  is  poured  into  the  intestine 
just  below  the  pylorus.  It  is  a  thick  liquid  with  a  decidedly  bitter  taste. 
It  is  made  up  of  salts  of  glycocholic  and  taurocholic  acids,  pigments 
(bilirubin,  biliverdin,  etc.)  fats,  phosphatide  and  inorganic  salts. 

The  bile  like  most  of  the  other  body  fluids  is  probably  sterile  when 
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secreted.  Toida  (1914)  found  that  bile  of  man  and  dogs  was  normally 
sterile  and  that  it  was  not  a  satisfactory  medium  for  all  bacteria.  It 
was  only  slightly  suited  to  Staphylococcus  pyogenes  aureus  and  Ps. 
pyocyaneus.  Streptococcus  pyogenes  and  Dip.  pneumoniae  were  better 
adapted  to  it.  The  bactericidal  action  was  found  to  vary  with 
the  origin.  Just  below  the  point  of  entrance  into  the  intestine,  the 
bacterial  flora  is  much  simpler.     B.  coli  is  often  the  predominating  form. 

The  regulation  of  carbohydrate  fermentation  by  bile  has  been 
studied  by  Roger  (1912,  1913,  1915).  The  hydrolysis  of  starch  was 
increased  up  to  30-40  per  cent  but  when  smaller  amounts  (10  per  cent) 
were  used  there  was  a  retardation.  Heating  the  bile  did  not  destroy 
its  activity.  Moderate  amounts  of  bile  (5-20  parts  per  100)  retarded 
the  action  of  intestinal  bacteria  on  glycogen.  Larger  amounts  were 
erratic,  causing  sometimes  a  retardation  and  sometimes  an  increase  in 
the  action.  The  same  was  found  to  be  true  with  regard  to  glucose. 
Pure  cultures  of  Bacillus  colon  were  inhibited  in  their  action  on  glucose, 
moderate  amounts  exterting  a  more  consistent  retarding  effect  than 
larger  amounts. 

Bile  also  exerts  a  retarding  effect  on  putrefaction.  Roger  (1913) 
found  that  the  intensity  of  the  biuret  reaction  of  protein  media  inocu- 
lated with  intestinal  bacteria  in  the  presence  of  different  amounts  of  bile, 
showed  that  the  attack  on  proteins  was  retarded.  This  retardation  was 
evident  up  to  concentration  of  20  per  cent  after  which  the  retardation 
decreases.  Roger  (1915)  regards  the  bile  as  a  factor  tending  to  diminish 
the  production  of  bacterial  enzymes  and  neutralizing  toxins.  Boudielle 
(1913)  reported  that  bile  as  well  as  bile  salts  had  an  inhibiting  action  on 
the  fermenting  power  of  B.  coli  on  glucose.  Moderate  amounts  had 
more  pronounced  effects  than  greater  amounts.  Lagane  (1914)  added 
We  to  bouillon  cultures  and  noticed  no  retardation  in  growth  of  intes- 
tinal bacteria.  He  claimed  that  it  favored  the  development  of  B.  coli 
at  the  expense  of  other  species. 

Whether  the  bile  is  a  germicide  seems  hardly  to  have  been  settled. 
However,  most  of  the  data  which  have  been  accumulated  seems  to  show 
that  bile  exerts  a  selective  action.  Toida  found  that  under  normal 
editions  the  bile  to  be  sterile.  In  this  connection,  it  is  interesting  to 
Member  that  gall  stones  may  be  started  by  bacteria  and  that  very 
often  typhoid  carriers  liberate  the  bacilli  in  the  bile.  In  these  instances 
the  bile  seems  to  exert  no  bactericidal  action,  but  perhaps  a  selective 
action. 

Effect  of  Diet  on  the  Intestinal  Flora.  It  has  long  been  considered 
"^t  diet  was  one  of  the  most  important  factors  determining  the  intes- 
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lin:il  Mora.  Much  work  has  boon  done  by  various  investigators  from 
which  facts  have  bees  well  established  with  regard  to  changes  induced 

in  the  intestines  by  variations  in  (he  diet.  The  changes  in  the  flora 
resulting  from  various  diets  have  been  measured  in  terms  of  certain 
large  groups  and  rarely  in  terms  of  any  one  or  few  organisms.  These 
groups  which  have  thus  boon  used  may  be  enumerated  as  follows: 

I.  Putrefactive  Group 

Bacillus  colon,  B.  Welchii 

II.  Aciduric  Group 

B.  butgaricut,  B.  acidophilus,  B.  bijidus 

III.  Amylolytic  Group 

Gtycotmcter  nmylolyticus 

Herter  and  Kendall  (1908),  working  with  monkeys,  studied  theoffM 
on  the  intestinal  flora  of  sudden  changes  in  the*  diet.  After  the  flora 
from  a  distinctly  protein  diet  had  l>een  established  the  diet  was  changed 
(o  a  milk  and  sugar  diet.  From  this  change  they  were  able  to  delect 
a  change  in  the  intestinal  flora  and  mental  condition  of  the  animal. 
Also  in  the  urine,  putrefactive  products  were  quite  evident.  In  tlif 
intestines  the  aoidolphile  group  of  organisms  was  changed  to  a  proteo- 
lytic group.  This  was  one  of  the  first  papers  from  which  definite  con- 
clusions could  l>e  drawn.  The  authors  suggest  that  in  a  disease  where 
either  the  acidophils  or  putrefactive  croup  I  cm  Is  to  Iiitoimc  I'sialilblioi. 
a  rapid  alteration  in  the  diet  would  tend  to  prevent  either  group  of 
bacteria  from  becoming  established.  The  same  conclusions  were  reached 
by  Herter  (1910)  in  a  later  paper. 

Blatherwick  and  Hawk  (1914)  have  studied  the  effect  of  fasting  and 
of  low-  and  high-protein  intake  on  the  bacteria  in  the  intestines.  The 
concentration  of  bacteria  was  measured  by  determining  the  amount  o* 
bacterial  nitrogen  in  the  feces  according  to  the  method  mentioned  else" 
where  in  this  chapter  and  the  output  of  urinary  indican.  They  fonn*' 
that  there  was  no  relation  between  the  output  of  bacteria  in  the  feeP* 
and  amount  of  indican  in  the  urine.  By  means  of  a  seven-flay  fas* 
(Blatherwick  and  Hawk,  1914),  the  bacterial  nitrogen  excreted  by  J* 
76  kg.  man  was  reduced  from  1.571  gms.  to  0.101  gm.  The  actual 
weight  of  excreted  bacterial  substance  was  reduced  from  14.336  to  O.920 
gm.  per  day.  The  output  of  bacterial  nitrogen  and  bacterial  sub- 
stance was  about  the  same  during  a  fast,  and  on  a  low  proten  intake. 
Assumption  of  a  high  protein  diet  caused  an  increase  in  the  above  figures. 
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Unfortunately  a  qualitative  study  of  the  bacteria  in  the  feces  was  not 
made  during  this  study  and  to  secure  such  information  it  is  necessary 
to  consult  the  work  of  others.  Herter  and  his  colleagues,  the  work  of 
whom  has  been  summarized  by  Herter  (1907),  have  given  information 
to  show  that  a  protein  diet  induces  the  proteolytic  group.  Rettger  and 
his  colleagues  have  studied  the  effect  of  carbohydrate  feeding.  The 
experiments  were  made  with  laboratory  animals  and  man.  Hull  and 
Rettger  (1915)  studied  the  effect  of  milk  and  carbohydrate  feeding. 
They  found  that  lactose  when  taken  by  adults  along  with  their  usual 
food,  caused  a  shift  in  the  flora  to  the  acidophilli  group  of  bacteria. 
B.  acidophilus  and  B.  bifidus  appeared  with  the  former  more  abundant. 
The  most  practical  diet,  however,  to  produce  these  results  was  a  com- 
bination of  milk  and  lactose.  .  B.  bulgaricus  was  not  found  which  is  in 
accord  with  the  work  of  others. 

Fasting  has  a  decided  effect  on  intestinal  bacteria.  As  quoted  above 
Blatherwick  and  Hawk  (1914),  during  fasting,  noticed  a  decided  reduc- 
tion in  the  amount  of  bacterial  nitrogen  and  bacterial  substance.  Sisson 
(1917)  has  found  that,  after  periods  of  starvation,  there  are  definite 
changes  in  the  number  of  bacteria  in  contrast  to  the  usually  vigorous 
growth.  No  change  in  the  kind  of  organism  after  starvation  was  noted. 
The  greatest  decrease  in  the  number  of  bacteria  was  noticed  in  the  duo- 
denum. Sisson  regards  the  condition  produced  by  starvation  as  one  of 
relative  amicrobism. 

In  this  connection  the  influence  of  copious  water  drinking  on  fecal 
bacteria  should  be  mentioned.  Fowler  and  Hawk  (1910)  noticed  a 
decrease  in  the  total  nitrogen  appearing  as  bacterial  nitrogen.  The 
following  weights  of  fecal  bacteria  were  excreted  per  day  during  the 
Periods  mentioned : 

Preliminary 5 .  327  gms.  per  day 

Water  period 4 .  579  gms.  per  day 

Final  period 3 .  280  gms.  per  day 

Hattrem  and  Hawk  (1911)  by  means  of  copious  water  drinking 

obtained  a  decrease  in  putrefaction  and  stated  that  it  was  probably  due 

to  a  decrease  in  the  activities  of  indol-producing  bacteria  following 

accelerated  absorption  of  products  of  protein  digestion.     Copious  water 

drinking  (1000  c.c.)  caused  a  decrease  of  indican  in  the  urine  which 

was  accompanied  by  an  increase  of  ethereal  sulphates.     The  drinking  of 

distilled  and  softened  waters  were  found  by  Sherwin  and  Hawk  (1914) 

to  cause  a  decrease  in  intestinal  putrefaction  as  measured  by  urinary 

ndican. 
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Number  of  Bacteria  in  Feces.  The  different  investigators  are  not 
in  agreement  on  this  question.  This  may  be  in  part  due  to  different 
methods  of  analysis  and  to  the  variations  in  samples.  The  securing  of 
concordant  results  is  hardly  to  be  expected.  The  data  which  are  on 
hand  vary  from  5  to  50  per  cent.  Strasburger  (1896)  stated  that  one- 
third  of  the  feces  of  an  individual  on  a  normal  diet  was  bacteria.  The 
quantity  of  daily  bacterial  wastes  dried  in  adults  was  as  follows: 

a.  Eight  gms.  under  normal  conditions. 

6.  In  dyspeptic  intestinal  conditions  on  an  average  of  14  gms.  and 

even  as  much  as  20  gms. 
c.  In  chronic  constipation  5.5  gms.  and,  at  times,  even  as  little  as 

2.6  gms. 

The  total  number  of  bacteria  eliminated  by  an  individual  in  one  day 
was  believed  by  Strasburger  to  be  128,000,000,000.     Among  the  deter- 
minations which  have  been  made  by  different  investigators  are  the  fol- 
lowing collected  by  Mattill  and  Hawk  (1911): 


Daily  Excretion 

of  Dry 

Bacteria. 


Percent***  o* 
Dry  Bacterid— 


Strasburger 

Berger  and  Tsuchiya 

McXeal,  I^atzer  and  Kerr 

Mattill  and  Hawk 

Sato 

Schittenhelm  and  Tollens. 

Lissaucr 

Tobava 


8.0  gms. 

3.023 

5.34 

8.27 
8.54 


24.3^ 
12.60 
26.90 
27.97 
24  39 
42  00 
8.67 
11.22 


Osborne  and  Mendel  (1914)  found  that  about  70  per  cent  of  th.* 
nitrogen  in  feces  of  animals  was  caused  by  bacteria. 

Classification  of  Intestinal  Bacteria.    Since  the  intestinal  flora  i- 
quite  extensive  it  is  not  a  simple  matter  to  make  a  classification.    Th«^ 
viewpoint  and  interests  of  the  investigator  might  influence  the  kind  of 
classification  made.     Ford  classified  the  bacteria  in  the  duodenum  of 
infants.     The  following  classification  by  Distaso  (1912)  is  as  satisfactory 
as  any : 


.  .*-. 
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THE  INTESTINAL  FLORA.    BY  A.  DISTASO 

Lancet,  182  (1912),  496-98 

Grain  Negative  Bacilli. 

1.  B.  coli  group. 

2.  B.  variabilis  group.  (Anaerobic  bacteria  with  round  extremity.) 

3.  B.  thetaiotaomicron  group.  (Bacilli  very  polymorphic,  elliptical  form.) 

4.  B.  rigidis  group. 

5.  B.  preacuiu8  group.    (Bacillus  swollen  in  the  middle  and  pointed  ex- 

tremities.) 

I  Gram  Negative  Cocci. 

1 .  Sarcina  citrea  group.     (Very  common  in  the  mouth  and  feces,  similar  in 

appearance  to  the  gonococcus.) 

2.  Diplococcus  obliculus  group.     (Strict  anaerobes.) 

3.  Parmdus  group.'    (Strictly  anaerobic,  small  cocci.) 

C.  Gram-Positive  Bacilli. 

1.  B.  Acetogenes  group.    The  greater  number  of  the  gram-positive  bacilli 

belong  to  this  group.  The  bacillus  acetogenes  B  is  its  chief  repre- 
sentative, since  the  B.  bifidus  and  B.  acetogenes  A  are  very  rare 
in  the  feces  examined  in  London. 

2.  Streptobacilliis  group.    This  microbe  always  exists  in  the    intestinal 

flora. 

3.  Diploc.  acuminatus  group.    An  anaerobic  bacillus.   It  produces  burytic 

acid. 

4.  B.  perfrigens  group.    An  anaerobic  microti.    It  produces  enormous 

quantities  of  lactic  acid. 

5.  B.  oedematic  inaligni  group.    With  the  B.  sporogenes  (Metchnikoff). 

6.  B.  rodella  group.    Anaerobic  group  with  very  long  bacilli. 

7.  A  lemon-shaped  bacillus,  which  is  stained  by  iodine  and  is  described  by 

the  author  as  t>eing  butyrous  acid-producing  microbe.  It  lias  not 
yet  been  obtained  pure. 

•    Gram-positive  Cocci. 

1.  Enterococci  group,  in  chains,  less  frequently  diplococci. 

2.  Small  cocci  group.    Are  also  to  be  seen  corresponding  in  size  to  the 

coccus  Bananij  to  the  Staphylococcus  pyogenes,  and  to  the  Staph, 
asaccharolyticus . 
In  addition  three  kinds  of  spores  are  to  be  found. 

1.  Oval  spores,  rathe-'  large,  which  may  belong  to  B.  sporogmes  and  to 

other. 

2.  Round  spores,  which  may  belong  to  B.  putrificus  (Bienstock-Tissier) 

or  to  the  bacillus  of  Rodella  and  to  the  B.  Alkaligines  unaerolncus. 

3.  Very  small  spores,  strongly  refractile,  belonging  to  the  B.  perfrigenes. 
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Fermentation  in  the  Intestinal  Tract.  Putrefaction  is  used  in  this 
case  to  indicate  the  bacterial  decomposition  of  proteins.  There  ha* 
been  much  discussion  with  regard  to  the  definition  of  the  terms  putre- 
faction and  fermentation.  Kendall  (1911)  hits  given  a  good  discussion 
of  these  terms  in  their  relation  to  the  digestive  tract.  He  quotes  therein 
the  definitions  which  have  been  given  to  the  processes  of  putrefaction 
and  fermentation  by  various  workers  and  accepts  the  definition  for 
fermentation  which  was  given  by  Alfred  Fischer.  Fischer  defines  fer- 
mentation as  the  biochemical  dccomj)osition  of  nitrogen-free,  organic 
compounds,  especially  the  carbohydrates  induced  by  fermenting  organ- 
isms. If  this  definition  is  accepted  there  may  then  be  different  types 
of  the  process,  depending  on  the  main  product:  lactic  acid,  butyric  acid, 
alcoholic  fermentations,  etc.  With  regard  to  putrefaction  more  confu- 
sion exists.  The  term  has  been  used  in  so  many. different-  ways  that  it  is 
difficult  to  correlate  them.  Kendall  states  that  the  phenomena  grouped 
together  as  putrefaction  "  represent  a  series  of  symbioses,  in  which  the 
initial  superficial  breakdown  is  brought  atwut  by  the  anaerobes,  while 
the  process  is  brought  to  its  lowest  terms  by  the  facultative  anaerobes." 
The  Germans  have  made  a  distinction  between  "  Faulniss"  putrefaction 
in  the  popular  sense  and  "  Vcrwesung  "  eremecausis.  This  latter  is 
supposed  to  lx»  an  aerobic  process  carried  on  by  many  bacteria.  That 
fermentation  should  mean  decomposition  of  carbohydrates  and  putre- 
faction, decomposition  of  proteins  are  the  opinions  of  the  biological 
chemists. 

Certain  microbiologists,  however,  have  not  accepted  this  definition. 
They  define  fermentation  as  an  intracellular  process  which  furnishes 
energy  to  the  cell  and  pay  no  attention  to  the  products  which  are  decom- 
posed. The  decomposition  of  soluble  nitrogenous  compounds  within 
the  cell  protoplasm  is  regarded  as  fermentation.  This  seems  to  be  the 
best  definition  for  the  term  as  has  been  suggested  by  Fischer  (1902). 
He  gives  the  following  points  as  characteristic  of  such  a  conception  oi 
the  term: 

1.  Fermentation  is  an  intracellular  process. 

2.  The  products  of  the  fermentation  are  essentially  different  from 
those*  in  the4  substract  and  are  not  mere  parte  of  these  original  substance*. 

3.  The  products  are  useless  to  the  cell  and  may  be  harmful. 

4.  Vital  energy  is  produced. 

According  to  this  definition,  then,  and  as  it  is  stated  by  Fischer,  the 
hydrolysis  of  starch  to  soluble  sugars  is  not  a  fermentation,  because  it 
does  not  take  place  within  the  cell  to  yield  energy  to  the  cell.  The 
burning  of  the  sugar  within  the  cell  protoplasm,  however,  does  consti- 
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tute  fermentation  and  the  energy  therefrom  is  available  for  cell  use. 
Fermentation  may  then  be  regarded  as  respiration  if  the  latter  term  is 
considered  to  cover  those  processes  which  yield  energy.  There  are  two 
lands  of  respiration,  aerobic  respiration  and  anaerobic  respiration. 

Aerobic  Respiration.  This  involves  the  securing  of  energy  from 
food  substances  by  means  of  and  in  the  presence  of  free  oxygen.  In 
order  to  present  the  facts  required  in  a  discussion  of  this  nature,  the 
carbohydrates  lend  themselves  very  well.  It  must  be  remembered, 
however,  that  there  are  certain  well-known  objections  to  the  expression 
of  bacterial  changes  by  chemical  equations  and  these  should  be  borne 
in  mind  in  considering  the  equations  which  follow.  As  a  typical  example 
of  aerobic  respiration  the  decomposition  of  dextrose  may  be  taken 
C«Hi206+602  =  6C02+6H20+674  cal.  In  this  change  molecular  oxy- 
gen has  been  used  to  burn  dextrose  completely.* 

In  the  products  carbon  dioxide  and  water  there  is  no  energy  which  is 
available  for  bacteria.  With  nitrogenous  substances  the  oxidation  of 
glycocoll  takes  place  as  follows: 

H 


O 


H— C— C^OH  +  30  =  2C02  +  H20  +  NH3  +  152  Cal. 


NH2 

In  this  equation  allowance  must  be  made  for  the  combustion  heat  of 
■   ammonia  since  this  compound  may  be  further  oxidized.     Leucin  is 
oxidized  as  follows : 

•     C6Hi3N02+150  =  602+5H20+NH3+755  cal. 

In  this  equation  the  same  correction  must  also  be  made  for  the  com- 
bustion heat  of  ammonia. 

Hydrogen  sulphide  is  oxidized  by  the  sulphur  bacteria  according  to 
the  following  equation : 

H2S+2O2=H2SO4+207  cal. 

or  to  neutral  sulphur  as  follows : 

H2S+0  =  H20+65cal. 

*  In  all  considerations  of  respiration,  it  must  be  remembered  that  the  energy 

secured  by  complex  molecules  is  latent  in  them,  having  been  put  into  them  by  the 

organism  which  formed  them.     Such  synthetic  processes  are  endothermic  for  the 

organism  which  builds  up  these  complex  substances  from  the  simpler  compounds. 

The  bacteria  secure  this  energy  when  they  split  these  complex  compounds  to  simpler 
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Anaerobic  Respiration.  The  products  of  anaerobic  respiration  are 
usually  left  in  an  incompletely  oxidized  condition.  If  dextrose  is  taken 
again  to  show  this,  any  of  the  following  equations  might  serve. 

CH2OH(CHOH)*COH  =  CH3CHOH-COOH+15caI. 

CH2OH(CHOH)4COH  =  3CH3COOH+34  cal. 

CH2OH(CHOH),COH  =  C2H5OH+2COz+22  cal. 

The  main  product  in  each  of  these  equations  may  bo  further  oxidized 
to  yield  mora  energy. 

The  amount,  of  energy  secured  by  aerobic  and  anaerobic  bacteria 
from  the  same  amount  of  food  is  striking.  Take,  for  instance,  the 
following  equation  as  a  typical  one  for  aerobes: 

CH2OH(CHOH)4COH+602  =  12C02I2H30+674cal, 

and  the  following  as  typical  for  anaerobic  bacteria: 

CH2OH(CHOH)4COH  =  CH:,CHOH  COOH  +  15  cal. 
The  proportion  would  then  exist  as  follows: 
Aerobic  :  anaerobic  =  674. 15 

Aerobic  :  anaerobic  =  45.1 

That  is,  from  the  same  amount  of  food  the  aerobes  by  complete 
oxidation  will  get  forty-five  times  as  much  energy.  Looking  at  it  from 
the  standpoint  of  energy,  the  anaerobes  have  to  have  forty-five  times 
as  much  food  as  the  aerobes.  This  explains  why  the  anaerobic  bacteria 
are  so  destructive  in  soil,  sewage,  etc. 

Putrefaction  in  the  Intestinal  Tract.  As  stated  above  the  biological 
chemists  have  reserved  this  term  for  the  decomposition  of  nitrogenous 
substances.  According  to  the  definition  of  fermentation  which  has 
been  given  above,  some  decompositions  of  nitrogenous  substances  would 
be  regarded  as  fermentations.  The  combustion  in  the  protoplasm  of 
those  peptones  which  are  diffusible  would  be  regarded  as  fermentation 
while  the  hydrolysis  of  the  proteins  and  proteoses  which  goes  on  outside 
of  the  cell  wall  would  not  be  regarded  as  fermentation. 

The  chemistry  of  the  putrefactive  changes  which  take  place  in  the 
intestines  is  fairly  well  known.     Straight  chain  acids  are  among  the  first 
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compounds  which  arc  attacked  and  the  changes  may  be  indicated  as 
follows: 


1.  Dcaminizatioa. 
H 

i     y> 

H-C— C2-0H 
I 
NHj 

OIIWMUII 

II.  Decarboxylation. 


H— C— C 
I 
II 


*0 

-OH  +  NHa 


H— C— H  +  COa 


According  to  these  reactions  tyrosin  may  he  putrefied  as  follows: 


CHj— CHs— COOH  +  NHa 


Pfirn  liy  tinny  phenyl  propii 


OH 


The  oxidation  stops  with  phenol.     These  substances  have  no  well- 
marked  location  in  the  intestine  although  it  occurs  in  (he  targe  intestine. 
Their  formation  is  not  limited  to  the  intestines  for  they  have  been  found 
i  other  parts  of  the  body.     For  excretion  phenols  are  detoxicated. 
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They  are  united  with  sulphuric  acid  in  the  liver  to  form  ethereal  sul- 
phate. 


^OH         H— 0. 
+ 


^X-fr%< 


This  is  usually  excreted  as  a  sodium  or  potassium  salt. 

Putrefaction  of  Tryptophan.     Hopkins  and  Cole  have  determined 
the  steps  in  the  decomposition  of  tryptophan  by  cells. 


C—  CHj-CH— C2-0H  - 

I 
C  NHi. 


C— CHi— CH22-C^0H- 


C— CH2— CHs      /\ C— CH,      /\ 

c  _      I     c1 


N 


-kA/c 


The  final  product  is  methyl  indol  or  skatol.     For  excretion  this  maybe 
united  with  sulphuric  acid  as  follows: 


C— CH3 


H 


Indol  is  prepared  for  excretion  in  the  same  way. 

Putrefaction  of  Arginin.     Putrecin   in   the  end    product    and  was 
supposed  to  be  important  in   certain  types  of  food  poisoning.     It  is 

formed  from  arginin  as  follows: 
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N— CHz— CH2— CH2— CB— C^OH  -► 

I  I 

C=NH  NH2 

I 
NH2 

Arginin 

NH2— CH2— CHz— CHr-  CHNH2— COOH 

Ornithin 

-»  NH2— CH2— CH2— CH2— CH2— NH2 

Putrecin  tetramethylene  diamin 

Putrefaction  of  Lysin.  Cadaverin  is  a  common  product  of  putre- 
faction. It  was  first  observed  by  Brieger  (1885).  It  is  formed  from 
lysin  in  the  following  manner: 


<^-o\ 


CHjNHz— CH2— CH2— CH2— CHNH2— C^-OH 
CH2NH2— CH2— CH2— CH2— CH2NH2 

Pentamethylene  diamin  cadaverin 


Putrefaction  of  Cystine. 

-S 


I        l        I 
CH2         CH2 

I  I  Cysteine  first  formed. 

CHNH2    CHNH2 

COOH      COOH 

isH 

H — C — N      — >  H2S     may  form  m  this  way. 


i 


:ooh 

H 

H — C — SH  — >  CH3SH     methyl  mercaptan  may  form  in 

)..._  thig  way# 

I      /H 
H— C— N 

\h 

COOH 
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According  to  Mathews  cystine  goes  to  cysteine,  and  then  as: 
SH-CHa— CHNH2  -*  SHCHa— CH2NH2  -»  SHCH2— CH3 

Thiuetliyl  amio  Ethyl  inercnplin. 

The  action  of  bacteria  and  yeast-like  fungi  litis  been  studied  by 
Tanner  (1917,  1918).  These  microorganisms  were  quite  able  to  split 
hydrogen  sulphid  from  cystine. 

Some  of  these  decomposition  products  of  the  amino  acids  and  pro- 
teins may  be  detected  as  follows:  The  solution  to  be  tested  may  l>e 
either  a  filtered  bacterial  culture  or  a  fecal  suspension. 

Indol  Determinations.  A  number  of  methods  have  been  devised 
for  the  detection  of  indole.  Most  of  these  yield  good  results  when 
applied  to  bacteriology. 

Nitroso-indol  Nitrate  Reaction.  Acidify  a  portion  of  the  substance 
under  examination  with  concentrated  nitric  acid.  The  addition  of  a 
few  drops  of  potassium  nitrate  will  produce  a  red  coloration  if  indol  is 
present.     The  red  compound  is  nitroso-indol  nitrate. 

Kitro-prusside  Reaction.  Add  a  few  drops  of  a  freshly  prepared  boh 
tion  of  sodium  nitro-prusside  to  a  filtered  sample.  Add  sodium  hydrox- 
ide and  examine  for  the  production  of  a  violet,  color.  This  may  be 
changed  to  a  blue  by  the  addition  of  a  few  cubic  centimeters  of  strong 
acetic  acid. 

Ehrlich's  Para-dimethyl  Amino  Benzaldehyde  Test.  Add  ibod 
one-third  the  volume  of  a  2  per  cent  solution  of  para-dimethyl  amino 
benzaldehyde  in  aclohol  to  the  sample  under  examination.  Then 
slowly  add  dilute  hydrochlorine  acid  until  a  red  color  is  evident.  This 
color  may  be  deepened  by  the  addition  of  a  few  drops  of  sodium  nitrite 
solution. 

Bergeim's  (1917)  Method  for  Determination  of  Fecal  Indol.  Rub 
30  to  50  gins,  of  the  fresh  feces  in  a  mortar  with  HsO.     Transfer  lot 

1  liter  Kjeldahl  flask  and  add  HaO  to  400  c.c.  Add  5  c.c.  10  pei  eed 
KOH  and  2  c.c.  parsffine  and  distill  with  steam  until  .500  c.c.  have  Ixrii 
obtained,  bringing  the  volume  of  the  fecal  suspension  down  to  about 
100  c.c.  Re-distill  with  steam  after  acidifying  slightly  with  HaSOj  or 
else  remove  the  NH3  with  permutite.  Mix  an  aliquot  of  the  resulting 
solution  (100  c.c.)  in  a  160-c.c.  scparatory  funnel  with  1  e.e.  of  a  fresh 

2  per  cent  solution  of  NaB  naphlhoquinonesulphonate  and  2  c.c.  of 
10  per  cent  KOH.  After  fifteen  minutes  extract  with  CHCla  using 
10  and  7  c.c.  Dilute  extract  to  IS  c.c.  and  mix.  Compare  color  in  the 
colorimeter  with  that  of  a  standard  similarly  prepared,  using  0.1  mg. 
indol.     The  error  appears  to  Ije  only—  t  per  cent. 
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Skatol  Determinations.  Skatol  is  a  product  of  putrefaction  which 
las  much  in  common  with  indol. 

Hater's  Test  (1907).  Add  a  few  cubic  centimeters  of  acid  para- 
iimethyl  amino  benzaldehyde  (5  gms.  to  100  c.c.  concentrated  H2SO4) 
to  about  6  c.c.  of  the  filtered  sample.  After  heating  to  boiling  a  bluish- 
lavender  color  is  obtained.  This  may  be  deepened  by  adding  a  small 
amount  of  hydrochloric  acid. 

Phenol  Determinations.  Ferric  Chloride  Test.  By  adding  a  few 
drops  of  ferric  chloride  solution  to  the  solution  under  examination  a 
bhie  color  will  be  obtained  if  phenol  is  present. 

Nitric  Acid  Test.  Add  a  few  drops  of  nitric  acid  to  the  sample  and 
heat.  If  phenol  is  present,  a  yellow  color  is  formed  due  to  the  formation 
of  picric  acid. 

Bromine  Water  Test.  When  bromine  water  is  added  to  a  solution 
containing  phenol,  mono-,  di-,  and  tribromophenols  are  formed.  The 
first  two  possess  a  very  sharp  odor.  Tribromophenol  precipitates  as 
yellow  white  needles. 

Methods  for  Determining  Bacteria  in  Feces 

The  accurate,  rapid  determination  of  the  bacteria  in  feces  is  not  a 
simple  matter.  Plating  on  ordinary  media  is  known  to  give  low  results. 
On  the  other  hand  there  are  certain  errors  in  the  various  microscopic 
methods.  In  these,  the  presence  of  pieces  of  organic  matter  hinder  the 
counting. 

IfacNeal's  (et  al.)  Modification  of  the  Winterberg  Method.  The 
fat  employment  of  the  Thoma-Zeiss  blood-counting  chamber  for  bac- 
teriological technic  was  made  in  the  one-cell  dilution  method  of  obtaining 
*  pure  culture.  By  this  method  the  number  of  cells  per  unit  volume 
could  be  ascertained  and  the  dilution  per  unit  volume  of  a  suspension 
with  one  cell  in  two  to  five  drops  required  to  obtain  a  suspension  with 
<toe  cell  in  two  to  five  drops  calculated.  In  this  way  the  first  pure 
bacterial  cqlture  was  obtained.  Henrich  Winterberg  was  the  first  to 
use  this  method  of  bacterial  counting,  and  to  test  its  accuracy  both  as 
regards  suspensions  of  varying  dilutions  and  in  comparison  with  the 
microscopic  plate-counting  method.  He  considers  the  method  more 
accurate  than  the  plate-counting  method,  but  as  a  quantitative  pro- 
cedure he  would  consider  it  unimportant.  Ho  says  his  determinations 
were  too  low.  Winterberg's  counts  were  made  with  suspensions  of 
living  bacteria  in  bacteria-free  distilled  water. 

"  The  method,  as  used  by  MacNeal,  Latzer  and  Kerr,  is  as  follows: 
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a  portion  of  the  1  :  100  suspension  of  feces  is  diluted  ten  times, 
portion  of  this  is  drawn  up  to  the  mark  1  in  the  capillary  of  a  dill 
pipette,  ordinarily  used  in  estimating  the  white  blood  cells.     This  is 
diluted  to  the  mark  1 1  with  a  dilute  solution  of  methylene  blue  in  phi 
logical-salt   solution.     (The   staining   solution   consists   of   methylene 
blue,  1  gm.;   glycerine,  25  c.c.;   distilled  water,  75  c.c.     A  few  dro 
of  this  are  mixed  with  10  c.c.  of  0.8  per  cent  salt  solution  until  the  mi 
ture  is  well  colored,  but  not  too  opaque.     This  mixture  is  used  as  t 
diluting  fluid.     A  little  practice  will  show  the  proper  depth  of  color 
be  employed.)     The  suspension  is  thoroughly  mixed  in  the  bulb  I 
shaking  and  rolling  in  the  usual  manner.     Several  drops  are  blown  o 
and  then  a  very  small  drop  is  placed  in  the  center  of  the  circular  elevai 
portion  of  the  slide,  which  has  been  previously  thoroughly  cleansed  I 
washing  in  distilled  water  and  alcohol.     A  clean,  thin,  ground  cover-flli 
is  made  slightly  moist  by  breathing  upon  it  and  is  immediately 
upon  (he  slide.     Slight,  pressure  upon  it  causes  the  Newton  color  rings  to 
appear  and  these  remain  after  the  pressure  is  removed  if  the  preparation 
has  been  properly  made.     The  slide  is  allowed  to  stand  one  to  two 
to  allow  the  bacteria  to  settle.     Then  the  bacteria  in  fifty  small  square- 
upon  the  marked  scale  arc  counted  microscopically,  the  No.  7  LeiU 
objective  and  No.  3  ocular  being  used.     The  calculation  is  simple  as  an 
example  will  show. 

"  Example.  B252,  Subject  H,  Julv  15,  1908.  Fifty  squares  contain 
400  bacteria.  Therefore  the  average  per  square  is  8.0  bacteria.  One 
small  square=l  4000  c.mn.  One  c.mn.  contains  8X4000  =  32,000 
bacteria.  One  cubic  centimeter  contains  32,000X1000  =  32,000.000 
bacteria.  Pipette  dilution  is  1  :  10.  32,000,000X10  =  320,000,000  bac- 
teria per  cubic  centimeter  of  I  MXM)  suspension.  One  cubic  centimeter 
of  1/1000  suspension  is  equivalent  to  1  mg.  feces.  Therefore,  there  are 
320,000,000  bacteria  per  milligram  feces. 

"  Counting  by  this  method  is  an  exacting  process  and  much  practice 
is  required  to  see  all  the  bacteria  present.  Careful  adjustment  of 
the  light  is  important  and  best  results  have  been  obtained  by  illumina- 
tion with  Welsbach  light ;  constant  focusing  through  (he  different  layers 
is  necessary.  Perhaps  the  greatest  source  of  error  is  the  difficulty  of 
distinguishing  accurately  the  bacteria.  Skill  in  this  is  acquired  only  by 
practice.  The  method  has  the  advantage  of  simplicity.  The  results 
of  the  authors  seem  to  conform  to  those  of  Winterberg  in  that  high 
dilutions  give  a  relatively  high  count." 

MacNeal's  (et  al.)  Modification  of  the  Eberle-Klein  Method  for 
Determining  the  Number  of  Bacteria  in  Feces,     Eberle,  working  in 
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Bscherich's  laboratory,  was  the  first  to  determine  the  quantity  of  fecal 
bacteria  by  counting  them  in  stained  films.  His  experiments  were 
carried  out  with  normal  infant's  stools.  Coverglass  preparations  were 
ttade  from  fecal  suspensions  of  known  dilution  and  after  being  com- 
pletely dried  were  stained  with  freshly  prepared  aniline  water  fuehsin, 
then  washed  in  water,  air-dried,  mounted  in  Canada  balsam,  and 
minted.  The  method  was  very  much  improved  by  Alex,  Klein  and 
jfliehewerth.  Klein  had  noticed  that  vegetative  bacteria  were  more 
bmsitive  to  disinfectants  in  a  moist  than  a  dry  state,  and  this  led  him  to 

r 

i&e&eve  that  bacteria  would  also  be  stained  more  readily  in  a  moist  con- 
[dUon  than  after  drying.  Therefore  he  allowed  the  dye  to  act  while 
pe  bacteria  were  suspended  in  a  liquid  and  the  coverglass  preparation 
vis  made,  dried,  and  fixed,  only  after  the  bacteria  were  stained.  Later 
the  same  investigator  modified  the  method  still  further,  using  gelatin  to 
&  the  stained  bacteria  to  the  coverglass.  The  aqueous  solution  of 
tgriatin  and  the  stained  bacterial  emulsion  were  put  upon  the  cover- 
gjasB  separately,  then  fixed  and  spread.  When  dry,  the  preparation 
was  immediately  mounted  in  Canada  balsam  without  flaming. 

"  The  procedures  as  employed  by  MacNeal,  Latzer  and  Kerr  have 
been  considerably  modified.  In  the  addition  of  the  gelatin  to  the  bac- 
terial suspension,  in  spreading  the  films,  in  selecting  the  fields  to  be 
counted,  and  in  counting  individuals,  rather  than  groups,  as  units,  the 
technic  differs  from  Klein's  method.  Of  the  1  :  100  suspension  of  the 
feces  prepared  as  described  above  (p.  248),  2 J  c.c.  are  transferred  to  a 
dean,  dry  bottle,  $  c.c.  of  melted  nutrient  gelatin  and  2  c.c.  of  aniline 
water  gentian  violet  added,  and  the  whole  thoroughly  mixed  and  allowed 
to  stand  for  three  to  five  minutes.  Then,  by  means  of  a  platinum  loop, 
the  carrying  capacity  of  which  has  been  detenyiined  with  great  care,  a 
loopful  of  the  mixture,  well  shaken  immediately  before,  is  transferred 
to  a  clean,  flamed  20  mm.  square  No.  1  coverglass  and  deposited  near  the 
center  of  the  glass.  Immediately  another  coverglass  of  the  same  size 
k  accurately  placed  on  top  of  the  first  so  that  the  two  glasses  are  in 
contact  over  about  three-quarters  of-  their  surfaces  and  the  sides  evenly 
fitted  together.  As  soon  as  the  liquid  has  spread  evenly  between  the  two 
coverglasses,  they  are  quickly  slipped  apart  and  allowed  to  dry.  The 
technic  here  is  the  same  as  ordinarily  used  in  the  preparation  of  cover- 
giass  blood  films.  If  the  preparation  does  not  appear  evenly  spread 
the  process  is  to  be  repeated  with  two  more  coverglasses  until  a  satis- 
factory result  is  obtained.  The  films  are  next  accurately  measured  by 
i  millimeter  rule  and  then,  without  further  treatment,  mounted  in  Can- 
ida  balsam  upon  one  slide  so  that  one  diagonal  of  each  rectangular 
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film  is  parallel  with  the  long  axis  nf  the  slide.  By  laying  the  slide  m 
coordinate  paper  these  diagonals  are  readily  brought  into  the  nine  I 
parallel  with  the  edge  of  the  slide. 

"The  covers  must  be  so  mounted  that  there  du'.ponr.ls,  [.mv  in  1 
straight  line, are  those  which  crossed  each  other  as  the  two  eoi 
were  originally  put  together  in  preparing  the  films.     When 
made  each  diagonal  measures  almost  exactly  25  mm. 

"For  counting  the  bacteria  in  the  preparation,  the  Leitz  I  12  nil 
immersion  objective  and  the  No.  3  ocular  fitted  with  an  Ehrlich  ncultf 
square  to  restrict  the  field  to  a  convenient  size,  and  a  mechanical 
graduated  in  millimeters  are  employed.  Beginning  at  the  end  of  tbt 
diagonal  of  one  coverglass  the  bacteria  are  counted  in  each  of  25  fields 
1  mm.  apart  along  this  diagonal.  In  a  similar  way  25  fields  arc  counted  ■ 
on  the  diagonal  of  the  second  coverglass,  making  a  total  of  50  field*' 
the  average  of  which  may  he  considered  as  representative  of  both  films.  * 
The  size  of  the  square  field  is  accurately  measured  by  a  stage  microm- 
eter. From  the  data  then  at  hand  the  number  of  bacteria  per  milligram 
feces  is  calculated. 

"Example.     B252,  Subject  H,  July  15,  1908.     In  the  preparation 
made,  as  described,  each  film  measures  16.5X17.5  mm.,  total  film  an*  ■ 
therefore,  33X17.5  mm.;    the  field  employed  measured  0.0445 
square;    the  amount  carried  by  the  loop  2.01  mg.;    the  number  of 
teria  counted  in  50  fields  was  550  and  the  original  1  :  100  suspension 
was  used  (diluted  to   1  :  200  by  dye  and  gelatin).     From   these  thtl 

_     ,    ■     _       .„.  ,  559X33X17.5X200         ,oimnnnn 

Bactena  per  nnlhgram  fee,  =  -„,,„,,,  (flxllJH4.,  ,  ,(||  =  <>24,OOO.O00. 

In  this  fraction  all  the  members  except  the  size  of  the  films  and  the 
number  of  bacteria  counted  may  be  kept  constant  and  the  calculate 
simplified  by  the  use  of  logarithmic  tables. 

"  With  apparatus  and  reagents  ready  and  the  1  :  100  suspension 
prepared,  this  entire  estimation  can  be  completed  in  about  forty 
vites.  The  results  cannot  be  considered  very  accurate  as  the  platinum 
loop  does  not  carry  an  exactly  constant  quantity.  There  is  also  a 
times  great  difficulty  in  distinguishing  micrococci  from  other  fine 
tides  in  the  preparations.  The  concentration  of  the  bacterial 
sion  also  influences  the  final  result.  The  estimation  is  in  general  rela- 
tively higher  when  dilute  suspensions  an'  counted  as  we  have  observed 
in  applying  it  to  enumeration  of  bacteria  in  pure  cultures."  " 

Steele's  Modification  of  the  Strassburger  Procedure  for  the  Quanti- 
tative Enumeration  of  Fecal  Bacteria.     Steele  describes  the  method  *s 
•  From  MacNeal.  LsUcr  and  Kerr.     J.  Inf.  Dis.  fi  (1909).  p.  127. 
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ws:   "The  possibility  of  separating  the  bacteria  from  the  real  ni 

de  'in  the  tad  thai  the  bacteria  are  bo  nearly  of  the  brum 

ivity  as  distilled  water  that  they  canned  be  eentrifug&Hzed 

■    watery  suspension  of  the  Feces,  bul  remain  suspended  in  the 

Tiatiiiit   fluid.    Taking  advantage  of  this,   the  bacteria  can   be 

awed  l>>   washing  nito  the  centrifuge.     Then,  if  the  specific  gravity 

e  wash-water  is  lowered  by  the  addition  of  large  amounts  ol  alcohol, 

■i  the  bacteria  to  the  fluid  is  changed  to  such  an  extent  that. 

•  microorganisms  can  be  readily  centrifugaliied  out,  separated,  and 

Unless  the  period  of  passage  of  the  feres  has  been  asear- 

1  to  be  normal,  it  is  better  to  mark  the  Beginning  and  end  of  each 

I  of  examination  by  carmine.    The  use  of  the  Schmidt  diet  is  mil 

The  whole  stool  is  saved.  I'nless  the  feces  are  liquid  (hey 
rubbed  up  with  a  known  amount  of  distilled  water  until  they  are 
*ith  and  semi-liquid  and  aw  homogeneous  as  it  is  possible  to  make 

'  Two  portions  of  5  c.e.  are  measured  off  with  a  pipette  of  large 
iliber,  using  for  tliis  purpose  an  ordinary  5  e.c.  pipette  with  the  tapering 
i.l  cut  off,  and  with  the  necessary  correction  made  at  the  upper  mark. 
■'-  portions  of  ■">  c.c.  is  put  into  a  porcelain  dish  and.  dried  over 
ater  kith  and  later  in  a  drying  oven,  in  order  to  determine  the  dried 
Tlie  addition  of  a  tittle  alcohol  and  thorough  mixing  will  hasten 
e  process  of  drying  and  prevent  caking  of  the  feces. 

The  second  portion  is  washed  free  from  bacteria.  This  is  done  as 
follows:  The  wash-water  is  0.5  of  1  per  cent  HC'l  solution  in  distilled 
ft'aler.  Thi'  acid  increases  the  solubility  of  the  salts  and  soaps  of  the 
One  hundred  <•,<■.  of  this  solution  is  employed  at  the  l>eginning 
of  the  washing  The  feces  are  thoroughly  mixed  with  the  wash  solu- 
tion and  then  centrifugalizcd.     The  use  of  the  water  motor  or  electric 

■    is  si i   essential.     Each  tube  is  centrifugahzed  for  about 

'i  minutes,  then  the  cloudy  supernatant  liquid  is  poured  through  a 
l.\ver  of  gauze.  This  fluid  contains  the  bacteria  in  suspension.  All  of 
the  mixture  (the  wash-water  and  the  fees)  is  eentrifugalized  the  s 
Way.  and  then  the  residue  in  the  tuljes  is  shaken  up  with  more  of  the 
taflh-water  and  centrifugahzed  again.     Tins  is  repeated  until  the  super- 

hiilnnt    liquid  after  ilu ntrifugalizing  is  transparent,  showing  that 

approximately  .-ill  the  bacteria  have  been  washed  out.     If  smear  is  made 
•  if  the  residue  at   this  point,  it  will  be  found  that  the  bacteria  are  not 

washed  awaj     I n1  evidently  very  much  reduced.     They 

Ugly,  while  in  the  unwashed  feces  they  are  in  great  lumps  mid 
The    -ij-|;iii.|..ii    of    bacteria    is    then    mixed   with   a   litjeral 
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portion  of  alcohol,  and  eva|x>ratc<l  down  slowly  at  a  temperature  d 
40°  to  50°  ( -.  until  it  amounts  to  not  mow  than  50  c.c.  in  all.  TO 
takes  approximately  twenty-four  hours.     It  is  then  mixed  with  at  tart  P*"1 
twice  its  volume  of  alcohol,  preferably  absolute  alcohol,  although  tfavi 
not  absolutely  necessary.     This  lowers  the  specific  gravity  of  the  fhrii 
to  such  an  extent  that  now  the  bacteria  readily  centrifugaliae  cot 
The  mixture  is  then  centrifugalized  until  the  supernatant  liquid  » 
quite  clear.     This  takes  thirty  minutes  or  more  for  each  tube.    Ik 
residue,  which  consists  of  the  bacteria,  is  washed  with  pure  alcohol  and 
is  shaken  up  with  ether  to  remove  the  fat;  then  it  is  again  washed  with 
alcohol.     All  of  this  washing  is  done  by  means  of  the  centrifuge.    Tte 
bacteria  are  next  washed  out  of  the  tube  with  a  little  alcohol  and  evap- 
orated to  dryness  and  dried  in  the  oven  at  moderate  heat,  dried  in  the 
desiccator,  and  weighed.    Smears  of  the  final  preparation  show  that 
it  consists  of  bacteria  with  a  very  few  minute  particles  of  other  material. 
These  particles  are  only  visible  with  high  power,  and  are  very  few  in 
number,  perhaps  two  at  each  field  of  the  1/12-inch  objective.    They 
stain  with  methylene  blue;  Strasburger  suggests  that  they  are  cellulose, 
which  they  may  well  be.     At  any  rate,  the  error  arising  from  the  inclu- 
sion of  these;  small  particles  in  the  dried  weight  of  the  bacteria  must  be 
very  small,  and  is  probably  balanced  by  the  bacteria  that  it  is  not  pos- 
sible to  wash  out  of  the  residue  in  the  first  washing.     During  the  prep- 
aration of  the  bacteria  the  first  portion  of  5  c.c.  has  l>een  dried  and 
weighed.     We  then  know  the  dried  weight  of  5  c.c,  the  weight  of  the 
dried  bacteria  in  5  c.c,  the  original  volume  of  the  stool,  and  the  volume 
after  the  addition  of  a  known  amount  of  water.     It  is  then  easy  to  cal- 
culate* the  data  that  we  desire,  namely,  the  volume  of  the  stool,  its  dried 
weight,  the1  weight  erf  the  dried  bacteria,  and  the  percentage  of  bacteria 
in  the  dried  weight." 

Mattil  and  Hawk's  Method  for  Quantitative  Determination  of  Fecal 
Bacteria.  "  The  method  is  a  simplification  of  MacNeal's  adaptation  of 
the  Strasburge1!"  pre>ce»dure.  About  2  gms.  of  feces  are  accurately 
weighed  and  placed  in  a  50-c.c.  centrifuge  tube.  To  the  feercs  in  the 
tul>c  a  few  eh-ops  erf  0.2  per  cent  hydrochloric  acid  are  aelelcd,  and  the 
material  is  mixed  to  a  smoerth  paste  by  means  of  a  glass  roel.  Further 
amounts  of  the*  acid  are  aeld<kd  with  continued  crushing  and  stirring 
until  the  material  is  thoroughly  susj)cndeel.  The  tube  is  then  whirled 
in  the  centrifuge  at  high  spceel  for  one-half  to  one  minute.  The  sus- 
pension is  found  seelimentcel  in  not  more  or  less  definite  layers,  the  upper- 
most of  which  is  fairly  free  from  larger  particles.  The  upper  and  more 
liquid  portion  of  the  suspension  is  now  drawn  off  by  means  of  a  pipette 
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"    %od  transferred  to  a  l>eaker.     The  sediment  remaining  in  the  tube  is 
HRain  rubbed  up  with  a  glass  mil  with  the  addition  of  further  amounts 
">i  dilute  acid,  am!  again  centrifugalized  for  one-half  to  one  minute.     The 
enuttant   liquid   is   pipetted  off  unci  added  to  the  first,  the  same 
pttc  Ixririfr  used  for  the  one  determination  throughout.     A  third  por- 
1  of  the  dilute  arid  is  then  added  to  the  sediment,  which  is  again 
tarring  and  again  centrifugalized.     AH  the  washings  are  added 
I  the  first  one,  and,  during  the  process,  care  is  taken  to  wash  the 
uteris  I  from  the  wall  and  mouth  of  the  centrifuge  down  into  it.  Finally, 
K.i]  the  sediment  is  sufficiently  free  from  bacteria,  the  various  remain- 
;  particles  arc  visibly  clean,  and  the  supernatant  liquid,  after  cen- 
fugalization,  remains  almost  clear.     This  is  removed  to  the  beaker 
l  which  are  now  practically  all  of  the  bacteria  present  in  the  original 
rtiou  of  feces,  together  with  some  solid  matter  not  yet  separated.     In 
b  centrifuge  tubea  there  is  a  considerable  amount  of  bacteria-free  solid 

itlt-r. 

"  The  suspension  is  now  transferred  to  the  same  centrifuge  tube, 
•ntrifugalized  for  a  minute,  and  the  supernatant  liquid  transferred  to 
i  clean  beaker  by  means  of  the  same  pipette.  The  tube  is  then  refilled 
*om  the  first,  beaker  and  thus  all  the  suspension  centrifugalized  a  second 
The  beaker  is  finally  carefully  washed  with  the  aid  of  a  rubber- 
I  glass  rod,  the  second  sediment  in  the  centrifuge  tube  is  washed 
e  of  bacteria  by  means  of  this  wash-water  and  by  successive  portions 
I  the  dilute  acid,  and  the  supernatant  liquid  alter  centr legalization  is 
dded  to  the  contents  of  the  second  beaker.  The  second  clean  sediment 
-  added  to  i  he  first.  The  bacterial  suspension  now  in  the  second  beaker 
entrifugalizcd  in  flic  same  way  and  a  third  portion  of  bacteria- 
free  sediment  is  separated.  Frequently  a  fourth  serial  centrifugalization 
\*  performed  always  if  the  third  sediment  is  of  appreciable  quantity, 
At  nil  stages  of  the  separation,  small  portions  of  the  dilute  hydrochloric 
acid  are  used,  so  that  the  final  suspension  shall  not  be  too  voluminous. 
Ordinarily  n  amounts  to  125  to  200  c.c.  At  the  same  time,  the  final 
.miuiiitt  of  fluid  should  not  lie  too  small,  as  shown  by  Ehrenpfordt, 
because  the  viscosity  accompanying  increased  concentration  prevents 
prope?  and  complete  sedimentation. 

"  To  the  final  bacterial  suspension  an  equal  volume  of  alcohol  i 

added  and  the  beakei  set  aside  to  concentrate.     A  water  bath  at  50°  to 

60°  is  very  satisfactory.     After  two  or  three  days,  when  the  liquid  is 

[nl  tn  about  50  c.c,  the  beaker  is  removed  and  about  200  c.c. 

K alcohol  arc  added.     The  beaker  is  covered  and  allowed  to  stand 
: 


254  INTESTINAL  BACTERIA 

the  bacterial  substance  is  generally  settled,  so  that  most  of  the  clear 
supernatant  liquid,  of  dark  brown  color,  can  be  directly  siphoned  of 
without  loss  of  solid  matter.     The  remainder  is  then  transferred  to 
centrifuge  tubes,  centrifugalized,  and  the  remaining  clear  liquid  pipetted 
off.     The  sediment  consists  of  the  bodies  of  the  bacteria,  and  is  trans- 
ferred to  a  Kjeldahl  flask  for  nitrogen  determination.     This  is  thebtt 
terial  nitrogen.     Where  a  determination  of  bacterial  dry  substance  i 
desired,  the  sediment  of  bacteria  is  extracted  by  absolute  alcohol  and 
ether  in  succession,  transferred  to  a  weighed  porcelain  crucible,  and 
dried  at  102°  C.  constant  weight.    This  dried  sample  is  then  used  in  the 
nitrogen  determination.     Our  procedure  differs  from  that  of  MacNeil 
in  that  the  bacterial  dry  matter  is  not  determined.     A  saving  of  about 
seven  days'  time  and  of  considerable  labor  is  accomplished  by  this 
omission. 

"  Inasmuch  as  it  has  been  shown  by  various  investigators  that  such 
bacteria  as  are  present  in  the  feces  contain  on  the  average  about  11  pfl 
cent  of  nitrogen,  the  values  for  bacterial  nitrogen  as  determined  by  our 
method  may  conveniently  serve  as  a  basis  for  the  calculation  of  the 
actual  output  of  bacterial  substance.' ' 


Examination  of  Feces  for  Bacillus  Typhosus 

Lumsden  and  Stimson's  Method.  "  Place  about  5  gms.  of  the  feces 
in  a  conical  glass  or  other  suitable  vessel,  add  about  15  or  20  c.c.  of 
sterile  physiological  salt  solution  or  bouillon  and  agitate.  Let  stand 
one:half  to  one  hour  either  at  room  temperature  or,  preferably,  at 
incubator  temperature  (37°  C.)  in  order  to  permit  the  heavy  particles  to 
settle.  Deposit  one  or  two  drops  of  the  prenatant  fluid  in  the  center 
of  an  Endo  plate.  With  a  right-angled  glass  rod  distribute  the  drop 
over  the  en  tin  surface  of  the  plate  and  then  rub  the  rod  over  the  surface 
of  a  second,  third,  fourth  and  fifth  Endo  plate.  By  carrying  the  spreader 
over  the  surfaces  of  several  plates  in  this  way,  one  or  two  of  the  platen 
will  furnish  abundant  but  sufficiently  isolated  colonies  to  permit 
4  fishing.' 

"  After  inoculation  place  the  plates  inverted  in  the  incubator,  leave 
there  for  twenty  to  twenty-four  horn's,  and  then  examine.  On  fhe 
plates  colonies  of  typhoid  and  paratyphoid  bacilli  will  be  transparent, 
colorless,  dew-drop  like  and  usually  from  1  to  2  mm.  in  diameter:  while 
colonies  of  colon  bacilli  will  be  deep  red,  showing  sometimes  on  the  sur- 
face a  sheen  from  precipitation  of  the  fuchsin,  and  measure  usually  from 
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a  4  mm.  in  diameter.  If  typhoid-like  colonies  appear  on  the  plates 
1  five  or  six  of  them,  and  inoculate  tubes  of  Russell's  medium  in  the 
lowing  manner: 

"  Touch  the  colony  with  a  sterilized  platinum  needle,  make  two 
reaks  along  the  slanted  surface  of  the  medium  in  the  tube  and  then 
ab  the  needle  down  through  the  center  of  the  block  of  medium  to  the 
rttom  of  the  tube.  Incubate  the  inoculated  tubes  of  Russell's  medium 
r  twenty  to  twenty-four  hours  and  then  examine. 

Kendall  and  Day's  Method.  "  The  feces  are  collected  preferably 
i  a  small  rectal  tube.  A  small  portion  of  the  feces  (about  a  loopful) 
i  thoroughly  emulsified  in  10  c.c.  of  sugar-free  broth  and  preferably 
icubated  one  hour  at  37°  C.  prior  to  the  inoculation  of  the  plates.  This 
reliminary  incubation  does  two  things:  the  clumps  of  bacteria  are 
taown  down,  leaving  a  more  uniform  suspension  of  bacteria  in  the 
iipernatant  solution  for  inoculation  and  the  bacteria  undergo  a  slight 
evelopment  in  a  medium  particularly  suited  for  their  growth.  It  is 
elieved  that  better  growth  is  secured  if  the  feces  is  put  through  broth 
ban  if  it  is  added  directly  to  the  solid  media.  It  is  essential  that  sugar- 
nee  broth  be  used. 

"  The  fecal  suspension  is  then  rubbed  over  the  surface  of  the  Endo 
gar  plates  in  the  usual  manner  by  means  of  the  sterile  glass  rods, 
rhese  plates  are  then  incubated  at  37°  C.  for  eighteen  hours.  At  the 
md  of  this  time  small  dewdrops  are  seen  which  may  be  removed  entire 

0  broth  tubes.  (1  c.c.  broth  which  have  been  held  at  37°  C.)  These 
ire  then  incubated  for  two  hours  at  the  end  of  which  time  sufficient 
growth  will  have  taken  place,  with  which  to  make  the  agglutination 

«8t8." 

Hott-Harris-Teague  (1916)  Method  for  Isolating  B.  Typhi  from 
Stools.  These  authors  have  devised  a  medium  which  they  claim  will 
pve  better  results  than  Endo's  medium.  They  claim  that  a  greater 
percentage  of  colorless  colonies  on  this  medium  turn  out  to  be  B.  typhi 
than  on  Endo's  medium.     It  is  prepared  as  follows: 

Nutrient  agar  is  made  in  the  usual  way,  containing  1.5  per  cent  agar, 

1  per  cent  Witte's  peptone,  0.5  per  cent  sodium  chloride,  and  0.5  per 
cent  Liebig's  meat  extract,  to  the  liter  of  distilled  water.  It  is  cleared 
frith  egg-white,  placed  in  flasks,  and  sterilized  in  the  Arnold  sterilizer  on 
three  successive  days.  The  reaction  is  brought  to  +0.8.  The  agar  is 
ndted  and  saccharose  (.5  jx^r  cent)  and  lactose*  (.5  per  cent)  are  added. 
the  medium  is  then  heated  for  ten  minutes  in  the  Arnold.  To  ever}' 
Oc.c.  of  the  medium  are  added  1  c.c.  of  2  ixm*  cent  yellowish  eosin  and 

c.c.  of  0.5  per  cent  methylene  blue.     We  always  add  the  eosin  first 
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and  then  the  methylene  blue.     The  mixture  is  shaken  and  plate 
poured.     The  surface  of  the  medium  is  dried  in  Ihe  usual  way  U'fon  the 
plates  are  inoculated.     We  have  also  obtained  excellent  results  by  sub- 
stituting for  Liebig's  extract,  meat  infusion  rendered  free  from  sugir 
by  incubation  with  B.  mli. 

Stock  solutions  of  2  per  cent  eosin  and  0.5  per  cent  methylene  blue 
in  distilled  water  are  kept  in  the  dark.  We  have  not  sterilized  the« 
solutions,  as  we  found  that  they  could  be  kept  in  the  ice-box  for  weeks 
without  causing  contaminations  of  the  medium.  Ordinarily  we  do  not 
heat  the  agar  after  the  dyes  are  added,  but  we  have  demonstrated  that 
the  stained  agar  can  be  heated  a  half  hour  in  the  Arnold  sterilizer  without 
injury. 

Carnot  and  Halle's  Sand  Tube  Method.  This  method  has  had  much 
praise.  The  method  has  been  described  by  Gautier  (1915)  and  Levy 
(1916)  somewhat  as  follows:  A  pipette  tube  33  cm.  long  by  about  5  fafl 
mm.  in  diameter  is  softened  in  the  middle  and  the  ends  brought  up  to 
form  a  U.  One  of  the  arms  thus  formed  is  filled  to  a  height  of  10  cm. 
with  very  fine  sand  (passed  through  a  No.  40  sieve).  The  other  end  is 
filled  with  hot  bouillon  and  tinted  with  neutral  red,  which  works  up 
through  the  sand  until  the  other  tube  is  filled  to  about  the  same  level 
The  arm  in  which  there  is  no  sand  is  inoculated  with  the  sample  am! 
incubated  for  eighteen  hours.  The  most  motile  bacteris  will  penetrate 
the  sand  and  appear  in  the  other  arm.  Gautier  found  that  B.  coli  occa- 
sionally did  this.  Agglutination  reactions  should  be  made  to  confirm 
the  results  of  the  Band  tube.  Other  adaptations  of  the  sand-tain 
method  have  been  reported  by  Borzone  and  Carbone  (1918)  and  Piawn 
(1916). 

Isolation  of  B.  typhi  from  Feces.  (Teague  and  Clurman's  Method.) 
This  method  is  especially  adapted  to  specimens  which  must.  Ix;  kept 
for  a  short  time  before  examination.  The  specimens  are  rubbed  tnlo 
a  solution  of  G.6  per  cent  sodium  chloride  containing  30  per  cent  of 
glycerol.  This  environment  seems  to  be  very  destructive  to  the  colon 
bacilli  and  other  bacilli  in  stools  but  not  harmful  to  the  B.  typhi.  AfUf 
this,  the  stool  is  streaked  on  plates  made  from  Teague  and  C'lunaan'i 
special  eosin -brilliant  green  agar  (he  preparation  of  which  has  been 
mentioned  in  the  chapter  on  the  preparation  of  media.  Beckler  (1918] 
reports  that  Ibis  method  lias  given  very  satisfactory  results  at  the  labora- 
tories of  the  Massachusetts  State  Board  of  Health.  One  specimen  is 
reported  which  gave  negative  results  on  immediate  examination  but 
positive  results  after  holding  in  the  presence  of  glycerol  as  advised  H 
Teague  and  Clurman.     This  work  is  also  confirmed  by  Benians  (1918), 
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e  claims  that  positive  results  are  more  likely  after  preserving  the 
ool  in  glycerol  especially  in  hot  climates  or  countries. 

Isolation  of  Typhoid  Bacilli  from  Urine.  (Morishama  and  Teague's 
lefhod.)  Streak  two  or  three  loops  of  the  urine  over  an  Endo  or  eosin- 
trilliant  green  medium  plate;  add  to  the  urine  about  one-half  its  volume 
if  nutrient  broth  and  incubate  the  mixture  over  night.  If  the  plate 
vhich  has  been  inoculated  directly  with  the  urine  is  negative  prepare 
Station  of  the  incubated  urine  next  morning  and  streak  on  the  above 
plates  again.  This  latter  procedure  will  furnish  a  higher  percentage  of 
positive  results. 

Examination  of  Feces  for  Microspira  Choleile 

Gedding's  Method.  It  would  be  neither  possible  nor  desirable  to 
ix  a  technique  limited  by  strict  rules  for  the  various  operations  of  bac- 
teriological examinations,  but  the  following  general  indications  may  be 
^commended  as  permitting  in  the  great  majority  of  cases  a  positive 
iiagnoeis  within  twenty-four  to  thirty-five  hours: 

1.  When  mucous  flakes  are  available  for  examination  of  microscopical 
Ovestigation  of  the  same,  in  stained  preparations  and  in  the  hanging 
bop. 

2.  The  isolation  of  the  vibrios,  employing  for  the  purpose,  agar 
Dedia,  at  a  temperature  of  37°  C. 

(a)  Plant  plates  of  ordinary  suitably  alkalinized  agar  and  of  Dieu- 
lonne's  medium,  using,  for  the  latter,  a  risiform  particle,  or  an  equiva- 
lent quantity  of  feces. 

(6)  Plant  in  50  c.c.  of  peptone  solution  1  c.c.  of  fecal  matter.  After 
l  slay  of  six  hours  in  the  incubator  (or  twelve  to  eighteen  hours,  if  need 
be),  at  37°  C.  take  several  loopfuls  from  the  surface  and  plant  with  them 
fteveral  plates  of  Dieudonne  medium  and  ordinary  agar. 

(c)  Investigate  the  agglutination  reaction,  using  drops  for  the  pur- 
pose, from  the  isolated  colonies,  the  properties  belonging  to  cholera 
vibrios,  and  secure  pure  cultures. 

3.  Demonstrate  the  character  of  the  vibrios  obtained  in  pure  culture, 
V  the  reaction  of  agglutination  or  that  of  Pfeiffer. 

The  conditions  are  much  more  favorable  to  the  discovery  of  vibrios 
tf  pathological  materials  (feces  or  intestinal  contents)  are  collected  as 
tttfly  in  the  attack  as  possible,  or  secured  from  the  cadaver  as  early  as 
possible  after  death.  Examinations  made  of  the  small  quantity  of 
material  collected  by  a  sound  introduced  into  the  rectum,  in  the  living 
body,  or  from  the  cadaver  are  unreliable.     It  is  sometimes  possible  to 
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recognise  that  a  person  oven  in  good  health  has  undergone  an  attack  of 
cholera  by  determining  whether  his  blood  scrum  gives  with  a  genuine 
cholera  vibrio  the  immunity  reactions,  viz.,  agglutination  or  the  reaction 
of  Pfeiffer. 

Teague  and  Travis'  Method.  Two  pounds  of  l>eef  are  soaked  m 
2  liters  of  water  over  night.  In  the  morning  filter  through  clotli,  liral 
in  the  Arnold  steam  sterilizer  and  filter  through  paper.  Adjust  th 
reaction  to  neutrality  to  litmus  by  means  of  sodium  hydroxide.  Inoc- 
ulate with  B.  coli  and  incubate  for  a  few  days.  Then  prepare  nutrient 
agar  from  it  by  adding  1  per  cent  of  Witte's  peptone,  0.5  per  mil  »f 
sodium  chloride  and  clear  with  egg  white.  Adjust  the  reaction  loOJ 
pat  cent  alkaline,  filler  and  add  0.25  per  cent  of  nutrose.  To  50  per  out 
of  this  nutrose  agar  add  1  per  cent  of  sucrose  and  1  e.c.  of  a  3  per  eat 
solution  of  bluish  eosin  and  2  e.c.  of  a  1  per  cent  solution  of  liisiii.'in'k 
Brown,  Microxpira  cholera'  colonies  will  show  brown  centers  ;ifltf 
twenty-four  hours.     B.  colt  will  show  pale  pink  or  yellowish  colonies. 

Examination  of  Feces  for  B.  Ti;ber<tloms 

Petrcf's  Method.  In  order  to  remove  the  food  particles,  dilute  <ri4 
water  and  filter  through  gauze.  Saturate  the  filtrate  with  sodium 
chloride  and,  at  the  end  of  a  half  hour,  all  of  the  bacteria  will  be  Uwi 
hi  this  film.  Collect  the  film  and  add  sodium  hydroxide,  shake  well  and 
incubate  at  22°  C.  for  three  hours.  Then  neutralize  to  sterile  litmus 
paper,  centrifuge  and  inoculate. 

Reh  Method.  Stir  the  lump  of  stool  in  an  Esbaeh  glass  with  suffi- 
cient sterile  water  to  make  a  soft  paste  but  solid  enough  not  to  flow  when 
the  glass  is  tilted.  Add  a  little  ether  and  shake  after  closing  with  s 
rubber  stopper.  Pour  the  ether  into  a  cent  rifuge  glass  and  centrifugal* 
The  ether  is  then  decanted  and  the  sediment  examined  after  staining 
with  Ziehl's  method. 

Engleson's  Method.  Scrape  the  rectal  mucosa  with  an  ordinary 
sound.     Make  a  smear  and  stain. 

Isolation  of   Yeasts  from  Feces 

Anderson's  Method.  Prepare  plates  of  SalKturaud's  agar.  By 
means  of  a  platinum  wire  which  has  been  dipped  into  the  feces  emulsion. 
touch  one  of  these  plates  in  lines  across  the  plate  at  distances  of  ;il*>ut 
4  mm.  Make  as  many  rows  as  possible.  The  yeast  colonies  Iw 
develop  in  this  way  should  be  subjected  to  further  study. 
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CHAPTER  IX 
BACTERIAL   EXAMINATION   OF  AIR 


The  bacteriological  examination  of  air  has  not  been  of  much  sanitary 
significance.  Many  investigations  have  been  earned  out  and  different 
apparatuses  devised  to  remove  the  bacteria  from  a  definite  quantity  of 
air.  A  review  of  these  methods  has  been  given  by  Besson  and  those 
wishing  a  rather  complete  historical  survey  should  consult  that  (realise. 
Ruchle  (1915)  has  devised  the  most  satisfactory  technique  and  probably 
his  method  represents  the  best  which  has  been  devised  up  to  the  present, 
Much  of  the  matter  presented  in  this  chapter  has  been  taken  from  his 
publication.  This  method  involves  the  use  of  the  aeroseope,  which  is 
regarded  as  an  apparatus  for  gathering  bacteria  from  the  air.  The 
other  accessories  to  the  procedure  are  not  included  in  this  procedure. 

Rettger  (1910)  made  one  of  the  first  important  advances  in  the 
bacterial  examination  of  air.  He  used  5  c.c.  of  physiological  salt  solu- 
tion as  the  filtering  medium  in  a  special  aeroseope  describee!  as  follows: 

The  entire  apparatus  consists  (if  n  gl;tss  tube  with  a  small  round  bulb  at  the 
end.  The  bulb  has  eight  or  ten  small  perforations  which  serve  the  purpose  of 
allowing  the  air  to  pass  through  at  a  rapid  rate  and  divide  the  gas  to  such  an 
extent  that  every  particle  of  it.  is  brought  into  close  contact  with  the  filtering 
fluid.  This  glass  tube'  or  aeroseope  is  fitted  into  a  small,  ihick-walled  test  tube 
by  means  of  a  rubber  stopper,  which  also  bears,  besides  the  aeroseope,  a  short 
glass  tube  Lieut  at  right  angles.  The  upper  end  of  the  aeroseope  is  at  an  angle  of 
about  45",  in  order  to  prevent  bacteria  and  particles  of  dust  from  falling  into 
the  open  end  of  the  tube,  and  still  permit  of  the  tube  being  drawn  tlirough  the 
stopper  without  difficulty. 

The  standard  aeroseope  has  been  described  by  Ruehle  as  follows: 

A  10  mm.  layer  of  sand  which  has  been  passed  through  a  100-mesh  sieve 
and  has  been  retained  by  a  2IK1-nk-1i  sieve  is  supported  within  a  cylindrical  glas* 
tube  70  mm.  in  length  and  15  mm.  in  diameter  upon  a  layer  of  bolting  cloth 
folded  over  the  end  of  a  rublier  stopper.  Through  a  perforation  in  the  stopper, 
there  passes  a  tube  (5  mm.  in  diameter  and  40  mm.  in  length.  This  tube  u 
attached  to  the  aspirator  bottle.  The  upper  end  of  the  cylindrical  tube  is  closed 
by  a  perforated  rubber  stopper  through  which  is  passed  a  glass  tube  40  mm.  in 
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h  and  6  mm.  in  diameter  bent  at  an  angle  of  45°  in  order  to  prevent  precip- 
>n  of  bacteria  or  dust  particles  into  the  aeroscope.  In  using  this  aerosoope 
asured  volume  of  air  is  filtered  through  the  tube,  the  sand  shaken  out  into 
c.  of  water  and  aliquot  portions  of  this  suspension  plated  on  nutrient  agar. 

IThe  "  modified  "  form  of  the  aeroscope  differs  very  little.  The 
>r  rubber  stopper  and  the  bolting  cloth  is  eliminated  by  fusing  a 
11  tube  into  the  large  one.    A  layer  of  cotton  supports  the  sand. 


m 


Standard 
Aeroscope 


Modified  Standard 
Aeroscope 


Rettger 
Aeroncope 


Fia.  57. — Types  of  Aeroscopcs.     (After  Ruehle.) 


under  to  render  the  apparatus  capable  of  being  sterilized  by  hot  air, 

upper  stopper  is  made  of  cork. 

The  Committee  on  Standard  Methods  for  the  Examination  of  Air 

he  American  Public  Health  Association  recommended  the  following 

cedure: 

rhe  number  of  bacteria  in  the  air  does  not  appear  to  be  a  factor  of  any  great 
ifieance.     In  special  cases,  however,  as  in  the  study  of  dairy  conditions,  it 
r  be  of  interest. 
Fhe  sand  filter  method  originally  used  by  Petri  has  proved  essentially  sound 


266  BACTERIAL  EXAMINATION  OF  AIR 

in  principle.     It  was  recommended  in  our  1909  report  and  again,  after  careful 
studies  of  altcrtive  processes  in  1912. 

One  modification  has  been  made  in  the  apparatus  since  1912  which  is  * 
clearly  an  improvement  as  to  warrant  immediate  adoption.  The  layer  of  sand 
in  the  filters  as  previously  used  was  supported  on  a  perforated  rubber  stopper 
in  a  straight  section  of  glass  tubing,  and  the  aspiration  was  applied  to  a  small  glass 
tul>e  passing  into  the  rubber  stopper.  It  was  clearly  essential  that  the  stopper 
should  fit  tightly,  which  meant  that  the  apparatus  must  be  sterilized  in  steam. 
Ruehle  (1915)  points  out  that  the  steam  sterilization  causes  caking  of  the  filter 
sand  and  thus  introduced  appreciable  errors  in  analysis.  Ruehle,  therefore, 
made  the  suggestion  that  the  rubber  stopper  should  be  eliminated  and  theanall 
aspirating  tube  fused  into  the  large  one. 

We,  therefore,  recommend  that  for  the  study  of  bacteria  in  air  there  should 
l)e  used  a  glass  tube  of  15  mm.  in  diameter  and  70  mm.  long  with  a  smaller  tube 
0  mm.  in  diameter  and  40  mm.  long  fused  into  one  end.  On  the  shoulder  of 
the  joint  between  the  tul>cs  rests  a  plug  of  cotton  supporting  a  layer  of  sand 
10  mm.  deep.  The  sand  should  be  capable  of  passing  a  100-mesh  sieve  but  not  a 
200-1  nesh  sieve.  The  opjx>site  or  inlet  end  of  the  larger  tube  is  stoppered  by  a 
cork  stop|x>r  (which  need  not  be  exactly  tight)  perforated  by  a  glass  tulwtimin. 
in  diameter  and  40  mm.  long  bent  at  an  angle  of  45°  to  prevent  direct  precipi- 
tation of  dust  particles  into  the  filter  tul>e. 

Five  cu.  ft.  of  air  should  be  drawn  through  the  filter  by  the  use  of  an  aspira- 
tor of  known  volume,  preferably  one  of  the  double  or  continuous  ty|*\  or  by  the 
use  of  some  form  of  pump  or  iwter.  A  convenient  and  ingenious  sampling  pump 
was  made  by  Wallace  and  Tiernan  of  New  York  City  for  the  study  of  Basker- 
ville  and  Winslow  (1913)  of  the  air  of  New  York  Citv  schools.  After  filtni- 
tion.  the  sand  should  be  shaken  out  into  10  c.c.  of  sterile  water,  and,  after  thor- 
ough shaking,  aliquot  ix>rtions  of  the  water  should  be  plated  on  ordinary  nutrient 
agar. 

Browne  (1917)  has  proposed  a  tube  which  he  claims  has  special 
advantages  over  the  Horoscope  used  in  standard  methods.  This  con- 
sists of  the  filter  tube  and  dilution  tube  fused  together  at  riejht  angle*. 
During  filtration  the  sand  is  placed  over  the  stoppered  end.  After  ni- 
tration the  sand  is  shaken  into  the  other  end  and  the  filter  plug  with  the 
bolting  cloth  is  replaced  by  a  sterile  stopper.  Ten  c.c.  of  sterile  water 
are  added  and  the  sand  thoroughly  shaken.  From  this  decimal  dilution? 
are  plated  on  standard  media. 


BIBLIOGRAPHY 

Baskkkville,  C.  and  Winslow,  C.  E.  A.  1913.  The  Air  of  New  York  City 
Schools.  Bej>ort  of  the  Committee  on  School  Enquiry  Board  of  Esti- 
mate and  Apportionment,  City  of  New  York.    Ill,  611. 


BIBLIOGRAPHY  267 

bowne,  W.  W.    1917.    Improved  Technique  in  Bacterial  Air  Analysis. 

Amer.  Jour.  Pub.  Health,  7,  52-53. 
©rdon,  M.  H.    1902-3.    Report  of  a  Bacterial  Test  for  Estimating  Air  Pol- 
lution.   Annual  Report  of  the  Local  Government  Board,  containing  the 

Report  of  the  Medical  Officer  for  1902-3,  421. 
arrroER,  L.  F.    1910.    A  New  and  Improved  Method  for  Enumerating  Air 

Bacteria.    Jour.  Med.  Res.,  17,  N.  S.,  461-468. 
jjihle,  G.  L.  A.    1915.    Methods  of  Bacterial  Analysis  of  Air.    Jour.  Ag. 

Res.,  4,  343-368. 
&SHLE,  G.  L.  A.  and  Kulp,  W.  L.    1915.    Germ  Content  of  Stable  Air  and  its 

Effect  on  the  Germ  Content  of  Milk.    Bull.  409,  N.  Y.  Agric.  Exp.  Sta., 

Geneva. 
Onslow,  C.  E.  A.  and  Browne,  W.  W.    1914.    The  Microbic  Content  of 

Indoor  and  Outdoor  air.    Monthly  Weather  Review,  42,  452. 


CHAPTER  X 


WATER  HYGIENE 

That  water  has  a  close  connection  with  the  spread  of  disease  mob  I 
no  special  emphasis. ,  Johnson  (1916)  has  given  ample  proof  of  this  br  I 
collecting  statistics  from  the  large  registration  cities  of  the  Unite!  1 
States.     (Fig.  59.) 

TYPHOID  FEVER  AT  PITTSBURGH  PA, 
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Fio.  58.— Showing  the  Effect  of  a  Pure  Water  Supply  on  the  Death  Rate  from  a 

Typhoid  Fever  in  Pittsburg.     (After  McLaughlin,  1612.) 

The  "  Mills-Reincke  Phenomenon  "  and  the  "  Hazen  Theorem.'' 
In  1893,  soon  after  the  establishment  of  the  Lawrence,  Mass.,  filtration 
plant,  Mills,  the  city  engineer,  noticed  a  reduction  in  the  general  death 
rate  along  with  a  reduction  in  the  typhoid  fever  death  rate.  This  was 
also  noticed  for  Hamburg,  Germany,  by  Reincke.     When  Sedgwick  and 
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lacNutt  (1910)  were  studying  the  effect  of  water  treatment  on  disease 
hey  gave  the  name  "  Mills-Reincke  Phenomenon  "  to  this  observation. 
Fhey  stated  that  infant  mortality  was  closely  related  to  water  supply. 
Mso  a  decrease  in  tuberculosis  was  reported  for  an  improvement  in  the 
water  supply.  Hazen  (1910)  reported  somewhat  the  same  fact  that 
"  where  one  death  from  typhoid  fever  has  been  avoided  by  the  use  of  a 
pure  water,  a  certain  number  of  deaths,  probably  two  or  three,  from 
other  causes  have  been  avoided."  This  has  become  known  as  the 
14  Hazen  Theorem."  These  statements  have  not  been  entirely  borne 
oat  by  a  more  careful  study.  Fink  (1916)  has  pointed  out  that  an  error 
enters  in  comparing  the  total  mortality  with  the  typhoid  death  rate.  He 
states  that  there  are  two  factors  which  may  cause  a  variation  in  the  ratio 
between  the  total  and  the  typhoid  fever  death  rate.  "  One  is  the  rate 
at  which  the  general  mortality  is  being  lowered  and  the  other  is  the 
height  of  the  typhoid  fever  death  rate  before  filtration  and  the  propor- 
tion due  to  water-borne  infection." 

The  spread  of  typhoid  fever  by  impure  water  has  been  so  prevalent 
in  the  past  that  the  disease  is  often  referred  to  as  a  water-borne  disease. 
Many  data  are  on  record  to  show  a  decided  decrease  in  the  typhoid  fever 
death  rate  when  an  improved  water  supply  has  been  made  available  to  a 
community.  Fig.  58  prepared  by  McLaughlin  shows  this  reduction  for 
Rtteburg. 

Sources  of  Water  Supply.  The  sources  of  water  supply  may  be 
laasified  as  follows: 

A.  Surface  supplies 

(a)  Lakes 
(6)  Rivers 

(c)  Upland  gathering  grounds 

(d)  Impounding  reservoirs 

B.  Ground  water  supplies 

(a)  Shallow  walls 
(6)  Deep  wells 

1.  Artesian 

2.  Bored 

3.  Drilled 
(c)  Springs 

Sanitary  Inspection.  Too  little  attention  is  given  to  sanitary  in- 
jection in  water  analysis.  The  analyst  is  quite  inclined  to  regard  his 
salts  as  sufficient  data  for  passing  judgment  on  a  water  supply. 
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Fio.  59.— Relation  of  Wiitcr  Filtration  to  Typhoid  Fever.     (After  Johnson.) 


AVERAGE  TYPHOID  FEVER  DEATH  RATE 
FIVE  YEARS  BEFORE  AND  FIVE  YEARS  AFTER  FILTRATION 
ALL  CITIES  OF  U.S.  OVER  100.000  POPULATION  IN   1815 


Fig.  60.— Typhoid  Fever  Death  Rate  in  American  ' 
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(1915)  quotes  an  instance  of  a  water-borne  epidemic  which  could 

Lve  been  prevented  had  it  been  possible  to  cany  nut  a  sanitary  inspec- 

ln  a  certain  water  supply  indications  of  pollution  appeared  two 

iths  before  the  epidemic  broke  out.     Could  a  sanitary  inspection 

ivebeen  made  to  investigate  the  conditions  indicated  in  the  laboratory 

ilts,  seven  deaths  ami  a  large  number  of  cases  of  typhoid  fever  could 

ive  been  prevented.     In  many  cases  it  would  not  be  necessary  to  make 

phwatary    examinations    because    the   environmental    factors    would 

indicate  a  bad  water.     In  such  a  case,  the  laboratory  might  be  used  to 

■k  up  the  remedial  measures  which  had  been  carried  out.     The 

estigations  would  also  yield  information  with  regard  to  the 

identic  disease  which  occurs  in  a  community.     Where  possible,  both 

Id  studies  and  laboratory  studies   should  be  made  but  where  one 

possible,  the  sanitary  inspection  will  make  it  unnecessary,  very  often 

carry  out  the  laboratory  examination. 

Pure  Water.     Chemically  water  is  a  monoxide  of  hydrogen  and  is 
le  chemically  pure  only  with  great   difficulty.     Only  the  greatest 
in  technique  will  yield  a  water  which  is  free  from  all  traces  of 
Is  and  gases. 
Bacterioliigically  speaking,  a  water  is  pure  when  it  contains  no  bac- 
which  may  cause  disease  or  sickness.     This  is  a  difficult  term  to 
ill-tun-  since  a  water  which  is  pure  for  one  individual  may  be  impure  for 
another.     The  technique  which  is  available  for  isolating  certain  path- 
ogenic bacteria  is  too  crude  to  give  accurate  knowledge  with  regard  to 
purity.     Negative  results  may  mean  little  more  than  that  the  certain 
bacteria  sought  for,  were  not  found.     Generally  speaking,  a  pure  water 
is  one  which  will  not  cause  any  disturbance  in  those  who  partake  of  it- 
Relation  of  Chemical  and  Bacterial  Exan inaticn.     In  the  past  there 
has  been  much  discussion  over  the  superiority  of  the  chemical  or  bac- 
terial analysis  of  water.     This  has  probably  been  quite  useless  since 
both  are  important  and  necessary  for  an  accurate  opinion  with  regard 
lo  the  potability  of  a  given  water.     The  more  data  which  an  analyst 
has,  the  more  accurate  will  his  opinion  lie.     Despite  all  this  there  are 
certain  outstanding  facts  with  regard  to  each  analysis  which  might  be 
emphasized. 

The  chemical  analysis  may  give  more  data  with  regard  to  the  history 
and  possibly  the  age  of  the  water.  It  gives  an  idea  with  regard  to  the 
organic  matter  and  the  different  stages  in  its  decomposition.  If  most 
of  the  nitrogen  is  in  the  form  of  nitrates,  it  indicates  possibly  remote 
pollution  and  a  partial  purification.  In  giving  an  opinion  which  must  be 
based  on  the  chemical  analysis  only,  the  water  analyst  has  to  use  the 
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organic  matter  in  its  different  mages  of  oxidation.  The  enemies] 
examination  of  water  is  important  when  a  municipal  supply  is  treated 
with  alum  since  in  this  eonncction  it  is  important  to  maintain  sufficient 
alkalinity  in  the  water  to  decompose  all  of  this  coagulant  and  not  allow 
it  to  pass  into  the  filtered  water.  Certain  objectionable  trade  wastes 
may  be  detected  in  a  water  by  chemical  analysis. 

The  bacteriological  analysis  is  more  delicate  and  direct.  It  is  easy 
to  conceive  that  a  water  which,  according  to  chemical  analysis  was  of 
good  quality,  might  contain  many  pathogenic  bacteria.  These,  unless 
they  were  present  in  enormous  numbers  could  not  be  detected  chem- 
ically. In  the  bacterial  examination  the  analyst  is  searching  for  the 
factors  which  are  most  important.  In  the  chemical  analysis  their  pres- 
ence is  inferred  when  other  substances  are  present.  While  the  isolation 
of  specific  pathogenic  bacteria  from  water  is  not  attended  with  rnui'li 
success,  the  bacterial  examination  yields  more  definite  knowledge  of 
their  presence.  In  determining  the  efficiency  of  filters,  this  analysis  i* 
important. 

The  purpose  of  water  examinations  are  many.  Mineral  examina- 
tions arc  made  by  the  chemist  to  determine  the  effect  of  any  water 
on  boilers,  to  determine  the  amount  of  pollution,  presence  of  any  of 
the  heavy  metals,  etc.  The  bacteriologist  is  more  interested  in  the 
number  and  kinds  of  bacteria  which  may  be  present.  He  has  to  con- 
tend with  the  disadvantage,  unlike  the  chemist,  that  many  of  his  con- 
clusions are  drawn  from  circumstantial  evidence. 

For  our  purposes,  a  sanitary  water  analysis  may  be  regarded  as 
made  up  as  follows: 

I.  Sanitary  chemical  examination 

A.  Physical  (organo  leptic)  tests 

a.  Turbidity,  b.  Color,  c.  Odor 

B.  True  chemical  detenninations 

1.  Residue 

2.  Chlorine 

3.  Nitrogen  as 

a.  Nitrates 
6.  Nitrites 

c.  Free  ammonia 

d.  Albuminoid  ammonia 

4.  Alkalinity 

5.  Oxygen  consumed 
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Collection  of  Samples.    The  collection  of  the  sample  of  water  is  an 

important  part  of  the  analysis.    If  done  carelessly,  it  may  determine 

the  results,  which  are  secured  in  the  later  analysis.    For  chemical 

analysis,  the  samples  should  be  collected  in  glass-stoppered  bottles 

which  are  scrupulously  clean.    The  stoppers  should  fit  tightly  and  be 

protected  during  transportation  by  tying  a  piece  of  cloth  over  them. 

For  bacteriological  analysis,  four-,  six-  or  eight-ounce  glass-stoppered 

bottles  should  be  used.    They  should  be  cleaned  as  outlined  before 

(Chapter  I)  and  sterilized.    After  cooling  and  before  shipment,  the 

top  of  each  bottle  should  be  protected  by  a  piece  of  cloth  or  tin  foil. 

Specimens  for  bacteriological  analysis  should  always  be  packed  in  ice 

during  transportation. 

Interval  before  Analysis.  The  analysis  should  be  started  as  soon 
as  possible  after  collection  of  the  sample.  The  composition  of  water 
undoubtedly  changes  and  for  this  reason  certain  examinations  may  be 
conducted  in  the  field.  Any  time  which  may  be  allowed  to  elapse  be- 
tween collection  and  analysis  of  samples  is  entirely  arbitrary.  The 
committee  on  "  Standard  Methods  "  suggests  the  following  as  being 
fairly  reasonable  maximum  limits. 

Physical  and  Chemical  Analysis. 

Ground  waters 72  hours 

Fairly  pure  surface  waters 48  hours 

Polluted  surface  water 12  hours 

Sewage  effluents 6  hours 

Raw  sewage 6  hours 

Microscopical  Examination. 

Ground  waters 72  hours 

Fairly  pure  surface  waters 24  hours 

Waters  containing  fragile  organisms Immediate 

examination. 

Baderiolaqical  Examination. 
Samples  kept  at  less  than  10°  C 24  hours 

The  directions  for  collecting  samples  of  water  are  summed  up  in  the 
following  pages  which  are  used  by  the  Illinois  State  Water  Survey. 
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Instructions  for  Collecting  Water  for  Bacterial  Examination 


THE  SAMPLE  OF  WATER  SHOULD  BE  COL- 
LECTED IMMEDIATELY  BEFORE  SHIPPING  BY 
EXPRESS,  SO  THAT  THE  SHORTEST  POSSIBLE 
TIME  SHALL  INTERVENE  BETWEEN  THE  COL- 
LECTION OF  SAMPLE  AND  ITS  EXAMINATION. 

The  accompanying  "Certificate"  must  be  filled  out  carefully  and  enclosed 
in  envelope  shipping  tag. 

The  bottle  for  bacterial  sample  is  packed  in  cotton  in  the  small  tin  ctt 
The  bottle  has  been  carefully  cleaned  and  sterilized  in  the  laboratory  and  i-m 
perfect  condition  for  the  collection.  The  rubber  cloth  cap  must  not  be  removed 
from  the  bottle  until  you  arc  actually  at.  the  spot  and  ready  to  take  the  sample. 
Then  remove  the  rubber  cap,  being  exceedingly  careful  not  to  touch  the  inside 
of  the  cap  or  lay  it  in  a  place  where  it  will  come  in  contact  with  anything. 

Front  a  Stream,  Pond  or  Reservoir.  Immerse  I  he  bottle  to  a  depth  of  about 
1  ft.,  then  remove  the  stopper  and  allow  the  water  to  run  in  until  the  bottle  is 
about  two-thirds  full.  With  the  bottle  still  in  the  water,  replace  the  stopper 
and  do  not  again  touch  it,  in  or  out  of  the  water.  Withdraw  the  bottle,  rephw 
the  rubber  cap,  carefully  avoiding  contact  with  the  inside  of  the  cap,  the  stopper, 
or  the  mouth  of  the  bottle.  Next,  put  the  bottle  with  proper  certificate  in  enve- 
lope attached  inside  the  tin  can,  put  the  cotton  about  it,  and  put  (lie  lid  iu  plw 
tightly.  In  order  to  keep  the  sample  in  good  condition  until  it  is  actually 
delivered  at,  the  laboratory,  it  will  be  necessary  to  place  the  small  can  upright 
in  the  large  galvanized  iron  box  and  Jilt  the  galvanized  box  with  ice. 

From  a  Pump  or  Tap.  The  water  is  allowed  to  flow  freely  for  from  five  W 
ten  minutes,  then  diminish  the  stream.  Remove  the  stopper  from  the  bottle. 
always  careful  that  the  part  which  is  inserted  iu  the  mouth  of  the  bottle  does 
not  come  in  contact  with  anything.  Allow  the  water  to  flow  into  the  liottl* 
until  it  is  from  two-thirds  to  tliree-fourths  full.  Replace  the  stopper  and  pro- 
ceed as  directed  above. 

Important  to  Note  Carefully 

First.     Do  not  wash  or  rinse  the  bottle  or  in  any  way  attempt  to  clean  it. 

Second.  Do  not  handle  or  touch  the  stopper  to  anything  except  the  mouth 
of  the  bottle,  only  as  it  is  necessary  to  do  so  to  remove  the  stopper  as  directed 
above. 

Third.  Replace  the  rubber  cap  with  the  same  side  next  to  the  bottle  »^ 
when  it  was  removed. 

Fourth.  The  sample  U-r  Kadcrial  Examination  must  be  accompanied  bj" 
a  gallon  sample  for  chemical  analysis. 
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3TRUCTIONS  FOR  COLLECTING  SAMPLES  OF  WATER  FOR  CHEMICAL  ANALYSIS 

1.  From  a  Well.  Water  should  be  pumped  out  freely  for  a  few  minutes 
fore  it  is  collected.  The  bottle  is  then  to  be  placed  in  such  a  position  that  the 
iter  from  the  spout  may  fall  directly  into  it,  and  rinsed  out  with  the  water 
ree  times,  pouring  out  the  water  completely  each  time.  It  is  then  again  to  be 
aced  under  the  spout,  filled  to  overflowing,  and  a  small  quantity  poured  out, 
> that  an  air  space  of  about  an  inch  shall  be  left  under  the  stopper.  The  stopper 
lust  be  rinsed  off  with  flowing  water,  and  inserted  into  the  bottle  while  still 
ret,  and  secured  by  tying  over  it  a  clean  piece  of  cotton  cloth.  The  ends  of 
tring  must  be  sealed  on  top  of  the  stopper.  Under  no  circumstances  must  the 
mnde  of  the  neck  of  the  bottle  or  the  stem  of  the  stopper  be  touched  by  the  hand  or 
wiped  with  a  cloth. 

2.  From  a  Tap.  Allow  the  water  to  flow  freely  from  the  tap  for  a  few 
minutes  and  then  proceed  precisely  as  directed  above. 

3.  From  a  Stream,  Pond  or  Reservoir.  The  bottle  and  stopper  should  be 
rinsed  with  the  water,  if  this  can  be  done  without  stirring  up  the  sediment  on 
the  bottom.  The  bottle  with  the  stopper  in  place  should  then  be  entirely  sub- 
merged in  the  water  and  the  stopper  taken  out  at  a  distance  of  12  in.  or  more 
below  the  surface.  When  the  bottle  is  full,  the  stopper  is  replaced,  below  the 
surface  if  possible,  and  finally  secured  as  above.  It  is  important  that  the  sam- 
ple should  be  obtained  free  from  the  sediment  at  the  bottom  of  a  stream  and  from 
the  scum  on  the  surface.  If  a  stream  should  not  be  deep  enough  to  admit  of 
taking  a  sample  in  this  way,  the  water  must  be  dipped  with  an  absolutely  clean 
vessel  and  poured  into  the  bottle  after  it  has  been  rinsed. 

The  sample  of  water  should  be  collected  immediately  before  shipping  by  express, 
*o  that  the  shortest  possible  time  shall  intervene  between  the  collection  of  sample 
<*ui  its  examination.  Shipment  on  Monday  or  Tuesday  insures  prompt  delivery 
and  completion  of  the  analysis  before  the  end  of  the  week. 

The  accompanying  "Certificate"  must  be  filled  out  carefully  and  enclosed  in  the 
wdope  shipping  tag. 

The  sample  for  chemical  analysis  must  be  accompanied  by  a  sample  for  bac- 
knd  examination,  unless  otherwise  directed. 

Data  Concerning  the  Sample.  This  is  about  as  important  to  the 
analyst  when  giving  an  opinion  with  regard  to  the  sanitary  quality  of  the 
*ater  as  the  data  secured  in  the  analysis.  Some  individuals  have  tried 
to  "  fool  "  an  analyst  by  furnishing  fictitious  data  for  a  sample  of  water 
and  have  caused  much  trouble  when  a  perfectly  harmless  water  was 
condemned.  The  following  certificates  which  are  used  by  the  Illinois 
State  Water  Survey  will  give  an  idea  with  regard  to  what  data  should 
accompany  a  sample  of  water  for  analysis. 
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Use  this  Certificate  for  water  whose  original  source  is  Well,  Spring  or  Citttn. 

Sample  of  water  from,  Town County 

Report,  to  be  sent  to 

Cellected  and  sealed  by 

Date,  day  and  hour  of  collection. 

Shipped  by Express  Company 

Date  and  hour  of  shipment. , 

Collected  from 

Location 

State  proximity  of  privy cesspool stable... 

Feed  tot dumping  grounds  for  slops,  dish  water,  wash  water,  etc  . 

Is  the  drainage  from  all  these  places  toward  or  from  the  Well,  Spring  or  Ce- 
tera?  

If  there  is  any  other  possible  source  of  pollution,  state  it 

Has  the  water  ever  been  considered  unsafe? Why? 

If  there  have  been  any  cases  of  Typhoid  Fever  among  users  of  this  water,  stite 

number  of  persons  affected Date  of  illness 

Number  of  deaths.. 

What  other  diseases  have  been  attributed  to  use  of  this  water? 

State  general  condition  of  hctdth  to  those  n-ing  water 

Well— State  depth , 

Is  it  dug,  bored,  driven  or  drilled? 

State  character  and  thickness  of  strata  through  which  it  is  sunk 


State  character  of  strata  from  which  water  is  drawn 

Is  it  a  flowing  well? 

State  approximate  capacity  and  effect  of  dry  or  wet  weather 

With  what  is  it  walled  or  cased? How  is  the  well  covered? 

Is  the  cover  watertight? 

If  cemented  or  cased  with  iron  pipe,  state  depth  to  which  cement  or  c 


Spring— What  improvements  has  it? 

Character  of  stratum  from  which  water  issues 

Character  of  overlying  strata 

Approximate  capacity  and  effect  of  dry  or  wet  weather 

Cistern — What  form  of  filter,  if  any,  is  used? 

Does  the  Cistern  leak? How  long  since  last  cleaned?.. 

Can  small  animals  get  into  it  at  top? 

What  care  is  taken  in  collecting  ;md  storing  water? 
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Use  this  Certificate  for  water  whose  original  source  is  Stream,  Lake  or  Pond. 

Sample  of  water  from  Town County 

Report  to  be  sent  to 

Collected  and  sealed  by ; 

Date,  day  and  hour  of  collection 

Slipped  by Express  Company 

3»te  and  hour  of  shipment 

Mlected  from 

/nation 

las  the  water  ever  been  considered  unsafe? Why? 

f  there  have  ever  been  any  cases  of  Typhoid  Fever  among  users  of  this  water, 

fcate  number  of  persons  affected Date  of  illness 

famber  of  deaths \ What  other  diseases  have  been 

ttributed  to  this  water? 

beam — Name  of  Stream 

to  sewers  discharge  into  Stream  above  point  of  collection? 

tate  distance If  the  Stream  is  liable  to  pollution 

y  drainage  from  privies,  stables,  feed  lots,  slaughter  houses,  factories  or  street 

rashings,  describe  conditions 

lave  there  been  recently  any  cases  of  Typhoid  Fever  on  territory  drained  by 

tream? 

tadition  of  Stream  at  present  as  affected  by  drought  or  recent  rains  or  by  tern- 

erature 

ake— Name  of  Lake 

)o8ewers  discharge  into  the  Lake  at  a  point  liable  to  pollute  the  water 

(tate  distance  from  outfall  of  sewer  to  point  of  collection 

f  this  Lake  is  liable  to  pollution  by  drainage  from  privies,  stables,  feed  lots, 
laughter  houses,  factories,  or  street  washings,  describe  conditions 

Jave  there  recently  been  any  cases  of  Typhoid  Fever  in  territory  drained  into 

Uke? 

Condition  of  Lake  at  present  as  affected  by  drought  or  recent  rains  or  by  tem- 
perature  

Pond— Do  tile  drains  discharge  into  it? Do  washings  from  the  vicinity 

rf  privies,  stables  or  feed  lots  drain  into  it? 

lave  there  recently  been  any  cases  of  Typhoid  Fever  in  region  draining  into  it? 

Condition  of  Pond  at  present  as  affected  by  drought  or  recent  rains  or  by  tem- 
erature 

Laboratory  No Received 19 M. 
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Turbidity 

By  turbidity  is  meant  the  suspended  matter  which  is  usually  present 
in  water  from  surface  sources.  This  is  gathered  from  the  water  flhed 
and,  as  long  as  sufficient  velocity  is  maintained,  is  carried  along.  Few 
people  care  for  a  turbid  water  although  they  may  become  educated  to 
the  appearance  and  use  of  a  water  having  much  matter  in  suspension 
There  seems  to  be  little  sanitary  significance  connected  with  the  tor* 
bidit-y.  This,  of  course,  depends  upon  the  kind  of  matter  which  makes 
up  the  turb«dity. 

Determination.  Several  methods  are  available  for  the  determina- 
tion of  turbidity.  A  convenient  method  is  the  comparison  of  the  sample 
of  water  to  a  "  silica  standard."  This  "  silica  standard  "  is  a  0.1  per 
cent  suspension  of  diatomaceous  earth  in  a  liter  of  distilled  water.  This 
suspension  has  a  turbidity  of  1000  or  contains  1000  parts  per  million  of 
silica.  This  solution  may  be  diluted  with  distilled  water  to  give  stand- 
ards of  5,  10,  15,  20,  30,  40,  50,  etc.  These  standard  solutions  should 
be  stored  in  clear  glass  tx)ttles,  preferably  of  the  same  type  in  which  the 
samples  are  taken  and  should  l>e  thoroughly  shaken  before  using.  The 
sample  and  the  standard  should  be  compared  by  viewing  any  dark  object 
and  noting  the  details  of  each. 

Color 

Color  is  of  little  sanitary  significance.  It  usually  comes  from 
organic  matter  and  often  is  removed  from  water  with  difficulty.  Yen* 
often  other  substances  such  as  iron  may  color  a  water. 

Determination.  The  platinum-cobalt  method  for  determining  color 
is  the  standard.  The  standard  solution  is  made  by  dissolving  1.246 
gms.  of  potassium  platinie  chloride  (PtCU  •  2KC1)  containing  0.5  gm. 
platinum  and  1.00  gin.  crystallized  cobalt  chloride  (CaCb  •  GHjO) 
containing  0.25  gm.  cobalt,  with  100  c.c.  of  concentrated  hydrochloric 
acid  in  distilled  water  and  diluting  it  to  a  liter.  Such  a  solution  is  the 
standard  having  a  color  of  500.  It  should  lx»  diluted  to  give  standards 
of  from  5  to  80.  These  may  be  kept  in  50  c.c.  Nesslcr  tulxw  which  should 
be  carefully  protected  when  not  in  use. 

The  sample  of  water  should  be  shaken  and  50  c.c.  poured  into  a 
clean  50  c.c.  Xessler  tube.  Compare  this  with  the  standards  in  a  color- 
imeter.    Standard  methods  prescribe  the  recording  of  results  as  follows: 

Color  between      1  and    50  recorded  to  nearest  unit. 

Color  between    51  and  100  recorded  to  nearest  5. 

Color  lx»t\veen  101  and  250  recorded  to  nearest  10. 

Color  between  251  and  500  recorded  to  nearest  20. 
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Odor  and  Taste 

Odor  and  taste  are  probably  the  most  important  of  any  of  the 
$ano-leptic  tests.  A  chemically  pure  water  is  odorless  and  tasteless, 
also  has  a  decidedly  insipid  flavor  as  may  be  determined  by  tasting 
tilled  water.  Most  people  demand  a  water  with  some  taste. 
Determination  of  Odor.  Whipple's  (1899)  method  is  the  standard, 
e  quality  of  the  odor  may  be  expressed  in  the  following  terms: 

a.  aromatic  m.  moldy 

C.  free  chlorine  M.  musty 

d.  disagreeable  P.  peaty 

f.  fishy  s.  sweetish 

g.  grassy  S.  hydrogen  sulphide 

v.  vegetable 
The  intensity  of  the  odor  may  be  expressed  in  numerical  terms  as 
Hows: 


Numerical 
Vahw. 

Term. 

Approximate  Definition. 

0 

None 

No  odor  perceptible. 

1 

Very  faint 

An  odor  that  would  not  be  ordinarily  detected  by  the 
average  consumer,  but  that  could  be  detected  in 
the  laboratory  by  an  experienced  observer. 

2 

Faint 

An  odor  that  the  consumer  might  detect  if  his  atten- 
tion were  called  to  it,  but  that  would  not  otherwise 
attract  attention. 

3 

Distinct 

An  odor  that  would  be  readily  detected  and  that 
might  cause  the  water  to  be  regarded  with  disfavor. 

4 

Decided 

An  odor  that  would  force  itself  upon  the  attention 
and  that  might  make  the  water  unpalatable. 

5 

Very  strong 

An  odor  of  such  intensity  that  the  water  would  be 
absolutely  unfit  to  drink.  (A  term  to  be  used  only 
in  extreme  cases.) 

Residue 

The  residue  is  obtained  by  evaporating  a  known  amount  of  the  water 
d  dryness.  The  amount  of  the  residue  depends  upon  the  character  of 
)e  water.  One  having  a  high  content  of  carbon  dioxide  will  dissolve 
uch  inorganic  matter.  The  relation  of  the  residue  to  health  depends 
ton  their  character.  Certain  salts  cause  decided  physiological  dis- 
rbances  in  some  individuals  which  accounts  for  the  therapeutic  value 
certain  natural  waters. 
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Determination.  Place  100  c.c.  of  the  sample  in  a  tared  platinum  dish 
and  evaporate  to  dryness  over  a  water  bath.  Then  heat  the  dish  in  an 
oven  at  103°  C.  or  180"  C.  for  one  hour.  The  weight  of  the  resitkitMw.il- 
tiplied  by  10  gives  the  parts  per  million  in  the 

Chlorine 

Chlorine  in  a  water  is  often  a  good  index  of  pollution  since  it  is  usually 
high  in  sewage.  A  normal  urine  may  contain  in  a  day  from  10-15  pns. 
of  chloride  calculated  to  sodium  chloride.  The  interpretation  of 
chlorine  results  demands  a  knowledge  of  the  local  conditions  about  the 
source  of  the  sample.  The  amount  of  chlorine  which  is  normal  for  the 
district  from  which  the  sample  was  taken  must  be  known. 

Determination.  Chlorine  may  be  determined  by  titrating  the  water 
wilh  silver  nitrate  in  the  presence  of  potassium  chromate  as  an  indicator. 
Add  1  c.c.  of  the  indicator  to  50  c.c.  of  the  sample  and  titrate  with  the 
standard  solution  of  silver  nitrate.  A  standard  of  1  c.c.  of  indicator 
in  50  c.c.  of  distilled  water  should  be  kept  for  comparison.  The  iiunilw 
of  cubic  centimeters  of  silver  nitrate  solution  required  multiplied  by  W 
gives  the  titrated  chloride  (CI)  in  parts  per  million. 

The  solutions  which  are  required  in  the  determination  of  chloritie 
in  water  may  be  prepared  as  follows: 

1.  Potassium  Chromate.  Dissolve  50  gms.  of  potassium  chromate 
in  a  small  amount  of  distilled  water.  Add  sufficient  silver  nitrate 
to  produce  a  slight  red  precipitate,  filter  and  dilute  to  1  liter  with  dis- 
tilled water. 

2.  Slamlard  Sodium  Chloride  Solution.  Dissolve  16.48  gms.  of  pure 
fused  sodium  chloride  in  distilled  water.  One  hundred  c.c.  of  this 
stock  solution  should  be  diluted  to  a  liter  in  order  to  secure  a  solution 
which  will  contain  0.001  gm.  of  chloride. 

3.  Standard  Silver  Nitrate  Solution.  Dissolve  2.40  gms.  of  silver 
nitrate  in  a  liter  of  distilled  water.  Standardize  this  with  the  above 
standard  sodium  chloride  solution  and  adjust  the  volume  so  that  each 
cubic  centimeter  is  equivalent  to  .0005  gm.  of  chloride. 

Nitrogen 

Nitrogen  furnishes  the  chemist  a  convenient  index  of  bacterial 
activities  in  water.  There  were  times  in  sanitary  work  when  waters 
were  condemned  for,  what  was  considered  then,  excessive  amounts  ol 
the  various  nitrogen  compounds.  At  one  time  nitrites  were  regarded 
as  an  infallible  index  of  pollution.     These  different  determinations  o! 
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ogen  in  water  trace  the  changes  through  which  the  organic  matter 
lade  to  pass  by  the  bacteria.  The  free  and  albuminoid  ammonias 
cate  the  organic  matter  while  the  nitrites  and  nitrates  indicate  the 
mnt  of  oxidation  which  has  taken  place. 

If esslerization.  This  may  be  done  directly  or  after  distillation  de- 
ding  upon  the  amount  which  is  present  in  the  sample.  The  following 
itions  are  required: 

1.  Standard  Ammonium  Chloride  Solution.  Dissolve  3.82  gms.  of 
nonium  chloride  in  1  liter  of  ammonium  free  water.  Dilute  10  c.c. 
his  to  1  liter  with  ammonia  free  water.  One  c.c.  of  this  latter  solu- 
i  equals  0.00001  gm.  N. 

2.  Nessler  Solution.  Dissolve  50  gms.  of  potassium  iodide  in  a  little 
1  water.     To  this  is  added  a  saturated  solution  of  mercuric  chloride 

0  a  slight  precipitate  persists  permanently.  Add  400  c.c.  of  a  50 
cent  solution  of  potassium  hydroxide.  This  should  be  a  clear  solu- 
i  made  by  allowing  it  to  settle.  Dilute  to  a  liter  and,  after  allowing 
3  settle,  decant.  This  should  give  the  required  color  with  ammonia 
tin  five  minutes  and  should  not  give  a  precipitate  with  small  amounts 
wo  hours. 

Folin  and  Dennis'  Modified  Nessler  Reagent.  Double  iodide  solu- 
i  is  made  by  dissolving  75  gms.  of  potassium  iodide  in  500  c.c.  of 
m  water,  adding  100  gms.  of  mercuric  iodide  and  stirring.  The 
ition  will  be  complete  in  a  few  minutes  but  possibly  not  quite  clear 
iccount  of  impurities.  Dilute  with  400  to  500  c.c.  of  water  and  make 
filtrate  up  to  a  liter. 

To  300  c.c.  of  the  double  iodide  solution  add  200  c.c.  of  10  per  cent 
um  hydroxide,  500  c.c.  of  water,  and  mix.    Fifteen  c.c.  of  this  mod- 

1  Nessler  reagent  rapidly  added  from  a  measuring  cylinder  will 
d  crystal  clear  mixtures  with  as  large  amounts  of  ammonia  nitrogen 
ire  usually  involved  (0.7  to  1.6  mg.  ammonia  nitrogen). 

This  has  the  advantage  over  the  standard  Nessler  reagent  that  it 
f  be  used  very  soon  after  preparation  and  will  not  give  a  precipitate. 
For  "  standards  "  a  series  of  Nessler  tubes  is  prepared  by  adding 
casing  amounts  of  the  standard  ammonium  chloride  solution  and 
ting  with  ammonia  free  water  to  the  50  c.c.  mark.  Standard 
hods  recommends  the  following  standards,  0.0,  0.1,  0.3,  0.5,  0.7,  1.0, 
1.7,  2.0,  2.5,  3.0,  3.5,  4.0,  4.5,  5.0,  and  6.0  c.c.  These  standards 
lid  be  Nesslerized  by  adding  1  c.c.  of  Nessler  solution  to  the  tubes 
allowing  them  to  stand  for  10-20  minutes.  The  sample  whether 
derized  directly  or  after  distillation  is  treated  the  same  way  and 
pared  with  the  standards.     If  the  amount  of  ammonia  is  known  to 
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be  high  the  distillate  may  be  caught  in  :i  flask  (200  c.c.)  and  an  aliquot 
portion  Nesslerized.  'Usually  four  Newsier  tubes  are  sufficient.  The 
last  one  should  contain  no  nitrogen.  When  Nessier  tubes  arc  usedilie 
following  example  will  serve  to  illustrate  the  computation. 

First  tube  =3.0  c.c.  of  standard  NH4C1  solution. 
Second  tube- 2.6  c.c.  of  standard  NH4C1  solution. 
Third  tube  =  1.0  c.c.  of  standard  NH4CI  solution. 
Fourth  tube -0,0  c.c.  of  standard  NH4CI  solution. 

Total     6.G  c.c.  of  standard  NH4CI  solution. 

6.6X0.00001=0.000066  gm.  N. 

If  500  c.c.  of  the  water  were  taken  this  amount  must  be  mill ti plied  hy 
2  to  get  the  amount  of  N  in  a  liter  of  the  water. 

0.000060X2  =  0.000132  gm.  N.  in  a  liter=.  132  part  per  million. 

If  an  aliquot  portion  from  a  flask  is  Nesslerized  the  calculation  is 
about  the  same. 

Free  Ammonia.  Five  hundred  c.c.  of  the  sample  should  be  intro- 
duced into  a  800  c.c.  Kjeldahl  flask  fitted  to  a  condenser  so  that  the  dis- 
tillate may  be  received  in  four  Ncssler  tubes.  Heat  so  that  not  more 
than  10  c.c.  nor  less  than  6  c.c.  conies  over  in  a  minute.  If  the  nitrogen 
is  known  to  Ik;  high,  catch  the  distillate  in  a  flask.  Nesslerizo,  M 
described  above. 

Albuminoid  Nitrogen.  This  is  determined  on  the  same  sample  after 
the  free  ammonia  has  been  distilled  off.  Alkaline  potassium  perman- 
ganate, prepared  as  follows  is  required  for  this  determination.  Pour 
1200  c.c.  of  distilled  water  into  a  large  evaporating  dish  and  boil  for  ten 
minutes.  Remove  the  flame  and  add  10  gms.  of  potassium  pennun- 
ganate.  Dissolve  and  adit  800  c.c.  of  a  50  percent  solution  of  potassium 
hydroxide.     Add  a  little  distilled  water  and  boil  down  to  2000  c.c. 

After  the  distillate  for  free  ammonia  nitrogen  has  been  received. 
remove  the  flame  and  add  50  c.c.  or  more  of  alkaline  potassium  per- 
manganate to  the  flask  and  collect  200  c.c.  of  distillate  in  four  Neseler 
tubes.     Nesslerize  as  described  above. 

The  free  ammonia  determined  above  probably  represents  nitrogen 
which  is  present  as  some  inorganic  salts.  These  may  be  split  by  boiling' 
It  may  represent  a  stage  in  deniirifieation  resulting  from  deaminizntion 
of  amino  acids.  As  such,  free  ammonia  has  little  significance  but  it 
does  represent  chrnging  organic  matter.  The  albuminoid  ammonia  is 
of  inure  sanitary  significance.     Il  indicates  recent  organic  pollution. 
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Nitrites.  This  determination  is  carried  out  on  a  50  c.c.  sample  of 
J  water  in  a  Nessler  tube.  A  series  of  standards  is  also  prepared  by 
tting  the  following  amounts  of  the  standard  solution  of  sodium  nitrite 
50  c.c.  Nessler  tubes  and  diluting  to  the  mark  with  nitrogen-free 
ter:  0.0,  0.1,  0.2,  0.4,  0.7,  1.0,  1.4,  1.7,  2.0,  and  2.5  c.c.  add  1  c.c. 
sulphanilic  acid  and  1  c.c.  of  the  naphthalamin  acetate  or  hydro- 
>ride  solutions  to  each  of  the  tubes  including  the  sample.  Mix  and 
nr  standing  for  fifteen  minutes  compare  with  the  standards.  When  a 
?.c.  sample  is  used  the  standard  matched  times  0.01  equals  the  parts 
million  of  nitrites. 
The  following  reagents  are  required: 

1.  Sulphanilic  Acid  Solution.  Dissolve  8  gms.  of  the  purest  sulphan- 
acid  in  1  liter  of  5N  acetic  acid  (sp.  gr.  1.04)  or  in  1000  c.c.  of  water 
taining  50  c.c.  of  concentrated  hydrochloric  acid.  This  will  be 
ctically  a  saturated  solution. 

2.  a-naphthylamin  Acetate  or  Hydrochloride.  Dissolve  5  gms.  of 
d  and  naphthylamin  in  1000  c.c.  of  5N  acetic  acid  or  in  1000  c.c.  of 
ter  containing  8  c.c.  of  concentrated  hydrochloric  acid.  Filter 
ough  alundum  or  washed  absorbent  cotton. 

3.  Stock  Sodium  Nitrite  Solution.  Dissolve  1.1  gms.  silver  nitrite 
litrite  free  water;  precipitate  the  silver  with  sodium  chloride  solution 
1  dilute  the  whole  to  a  liter. 

4.  Standard  Sodium  Nitrite  Solution.  Dilute  100  c.c.  of  solution 
o  1  liter;  then  dilute  50  c.c.  of  this  solution  to  a  liter  with  nitrite  free 
ter,  add  1  c.c.  chloroform,  and  preserve  in  a  sterilized  bottle.  One 
=0.0005  mg.  nitrogen. 

Nitrates.  (Reduction  method.)  Place  100  c.c.  of  the  sample 
%  casserole  and,  after  adding  2  c.c.  of  the  sodium  hydroxide  solution, 
luce  the  volume  by  boiling  to  20  c.c.  Pour  this  into  a  100  c.c.  test 
»  (16X3  cm.)  along  with  two  or  three  rinsings  with  nitrogen  free 
ter.  Put  a  strip  of  aluminum  foil  and  close  the  tube  by  means  of  a 
)ber  stopper  carrying  a  5  m.m.  glass  tubing  which  will  extend  below 
J  surface  of  distilled  water  in  another  tube.  The  hydrogen  is  thus 
)wed  to  escape.  *  The  nitrogen  which  is  lost  in  this  procedure  may  be 
fleeted.  Allow  this  to  stand  over  night  (at  least  four  hours).  At  the 
iof  this  time  pour  the  contents  of  the  tube  into  a  distilling  flask  and 
ute  to  200-300  c.c.  with  nitrogen  free  water.  Distill,  collecting 
5  distillate  in  Nessler  tubes  or  in  200  c.c.  flasks  if  the  amount  of  nitrates 
known  to  be  high.  If  flasks  arc  used  to  receive  the  distillate,  an  ali- 
iot  portion  must  be  Nesslerizod.  Nesslerization  may  be  done  directly 
ten  the  supernatant  liquid  in  the  reduction  tube  is  clear. 
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The  following  reagents  are  required: 

1.  Sodium  or  Potassium  Hydroxide  Solution.  Dissolve  250  gms.  0 
hydroxide  in  1.25  liters  of  distilled  water.  Add  several  strips  of  aluraj 
num  foil  and  allow  the  evolution  of  hydrogen  to  continue  over  night 
Concentrate  to  a  liter  by  boiling. 

2.  Aluminum  Foil.  Strips  of  pure  aluminum  about  10  cm.  long, 
6  mm.  wide  and  weighing  about  0.5  gin.  should  be  used. 

Nitrates  represent  the  end  products  of  nitrification.  They  repre- 
sent stable  forms  of  nitrogen  and  are  desired  in  the  various  methods  <i 
sewage  treatment.  They  indicate  that  there  was  originally  in  the 
water  a  relative  amount  of  organic  matter  which  has  been  changed  k 
ammonifi cation  and  nitrification  to  completely  oxidized  forms. 

Nitrites  give  indication  that  nitrogen  is  being  oxidized.  This  it 
turn  represents  great  bacterial  activity  on  organic  matter.  All  deter- 
minations of  nitrogen  represent  the  various  stages  in  the  oxidation  and 
reduction  of  nitrogenous  compounds. 

Oxygen  Consumed.  Place  100  c.c.  of  the  sample  in  a  flask.  Add 
10  c.c.  of  the  sulphuric  acid  solution  and  10  c.c.  of  the  standard  per- 
manganate solution  and  digest  the  solution  for  thirty  minutes  on  > 
water  bath.  The  flasks  should  be  placed  in  the  water  bath  so  that  the 
level  of  the  water  is  kept  above  the  level  of  the  water  in  the  flask.  K 
the  amount  of  permanganate  is  not  sufficient  for  the  oxidation  of  thf 
sample,  repeat  the  digestion  with  a  larger  sample.  At  least  5  c.c.  exces 
of  permanganate  should  lie  present  when  the  oxalate  is  added.  Remove 
the  flask  and  add  10  c.c.  ammonium  oxalate  solution,  and  titrate  until* 
faint  pink  color  appears  and  remains  with  the  permanganate  solution 
If  100  c.c.  of  water  is  used  the  number  of  cubic  centimeters  of  potassium 
permanganate  solution  in  excess  of  the  number  of  cubic  centimeters  of 
ammonium  oxalate  solution  is  equal  to  the  parts  per  million  of  oxygen 
consumed. 

Reagents.  1.  Dilute  Sulphuric  Acid.  Dilute  1  part  of  concentrated- 
sulphuric  acid  with  three  parts  of  distilled  water  and  free  the  solution 
of  oxidizable  matter  by  adding  potassium  permanganate  until  a  fain' 
pink  color  jxsrsists  after  the  solution  has  stood  for  several  hours. 

2.  Standard  Ammonium  Oxalate.  Dissolve  0.888  gm.  of  the  pu»" 
Bait  in  a  liter  of  distilled  water.  One  c.c.  is  equivalent  to  0.1  mg.  ^ 
oxygen.     An  equivalent  quantity  of  oxalic  acid  may  be  used. 

3.  Standard  Potassium  Permanganate.  Dissolve  0.4  gm.  of  cry* 
tallized  salt  in  a  liter  of  distilled  water.  Add  10  c.c.  of  the  dilute  sta- 
ph uric  acid  and  10  c.c.  of  this  solution  of  potassium  permanganate  t 
100  c.c.  of  distilled  water,  and  digest  thirty  minutes.     Add  10  c.c.  ^ 
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e  ammonium  oxalate  solution  and  the  potassium  permanganate  till  a 
ok  coloration  appears.  This  destroys  the  oxygen  consuming  capacity 
the  water  used.  Now  add  another  10  c.c.  of  ammonium  oxalate 
Aution  and  titrate  with  potassium  permanganate.  Adjust  the  potas- 
ium  permanganate  solution  so  that  1  c.c.  is  equivalent  to  1  c.c.  of  the 
mmonium  oxalate  solution  or  0.1  mg.  of  available  oxygen. 

Alkalinity 

Determination.  Add  4  drops  of  phenolphthalein  to  50  c.c.  of  water 
md  titrate  with  N/50  sulphuric  acid  solution  until  the  coloration  dis- 
ippears.  The  number  of  cubic  centimeters  of  N/50  sulphuric  acid 
times  20  will  indicate  the  phenolphthalein  alkalinity  in  parts  per  million. 
Kb  same  sample  may  be  used  for  the  methyl  orange  alkalinity  by 
idding  2  drops  of  methyl  orange  and  continuing  the  titration  to  a  faint 
[link  appearance.  The  methyl  orange  alkalinity  is  equal  to  the  total 
lumber  of  cubic  ecntimeters  of  N/50  sulphuric  used  multiplied  by  20. 

The  alkalinity  of  water  is  due  to  the  content  of  inorganic  salts  such 
is,  carbonates,  bicarbonates,  hydroxides,  silicates,  etc.  The  relations 
xtween  the  phenolphthalein  and  methyl  orange  alkalinities  are  ex- 
pressed in  the  following  table; 


Table  XXV 

BELATTONS  BETWEEN  ALKALINITY  TO  PHENOLPHTHALEIN  AND 
METHYL  ORANGE  IN  PRESENCE  OF  CARBONATE,  BICAR- 
BONATE AND  HYDROXIDE 

(Standard  Methods,  1917) 


Bcnlt  of  Titration. 

Value  op  Radial  Expressed  in  Tehmb  op  Calcium  Carbonate. 

Bicarbonate. 

Carbonate. 

Hydroxide. 

P-0 

P=|T 
P=JT 

T 

T-2P 

0 

0 

0 

0 

2P 

2P 

2  (T-P) 
0 

0 
0 
0 

2P-T 
T 

T  = total  alkalinity  in  presence  of  methyl  orange. 
P  -alkalinity  in  presence  of  phenolphthalein. 
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Classification  of  Water  Bacteria 

The  water  bacteriologists  have  been  primarily  interested  in  the  pres- 
ence of  certain  bacteria  which  are  of  sanitary  significance.  They  have 
done  very  little  with  the  other  bacteria  that  may  be  in  water  with  which 
they  are  dealing  but  have  confined  their  attention  to  some  ten  organisms 
which  indicate  pollution.  Only  after  the  other  branches  of  the  science 
had  become  well  advanced  did  water  bacteriologists  give  any  attention 
to  classification.  This  may  have  been  due  to  the  fact  that  the  flora 
of  a  water  is  heterogeneous  and  that  a  few  bacteria  are  probably  secured 
from  each  material  with  which  the  water  comes  in  contact.  The  en- 
vironment of  a  water  determines  its  bacterial  flora.  One  coming  from 
an  unpolluted  water  shed  will  have  quite  a  different  flora  than  a  water 
flowing  from  a  river  which  is  made  to  cany  the  wastes  of  industrial  ami 
domestic  life.  Each  of  these  examples  would  have  a  constant  flora  but 
one  characteristic,  for  the  cast?  mentioned.  With  the  exception  of  pos- 
sibly ten  bacteria  or  groups  whose  presence  is  supposed  to  indicate 
pollution,  very  little  is  known  about  the  large  number  of  other  bacteria 
which  may  be  present.  More  accurate  deductions  might  be  made  with 
regaid  to  the  sanitary  character  of  a  sample  of  water  could  more  be 
known  concerning  its  bacterial  flora.  This  question  has  been  discussed 
in  Standard  Methods  for  the  Examination  of  Water  and  Sewage  for 
1912,  page  100.  *'  In  certain  case's  the  determination  of  species  may  play 
directly  a  useful  part  in  water  analysis.  It  sometimes  hap]x>ns  that  the 
bacteria  present  in  a  filtered  water  are  different  in  character  from  those 
found  in  the  raw  water  and  unless  the  facts  are  known,  erroneous  infer- 
ences may  be  drawn  as  to  the  efficiency  cf  the  filters.  The  determination 
of  particular  species  is  sometimes  of  importance  in  proving  the  identity 
of  a  water  from  a  particular  source.  At  turn's  also,  the  presence  of  cer- 
tain species  in  water  may  be  indicative  of  pollution." 

Bacterial  control  of  filter  operations  is  very  im{x>rtant  when  tin* 
health  of  the  public  depends  upon  this  factor.  A  knowledge  of  the 
general  flora  of  the  raw  water  might,  at  certain  times,  lx*  a  valuable 
factor  in  determining  the  efficiency  of  the  filters.  This  would  ttil 
whether  the  bacteria  in  the  effluent  were  passing  through  the  filters 
from  the  raw  water  or  whether  they  were  growing  in  the  under  drain* 
(Yrfain  bacterial  standards  have  been  formulated  that  place  the  limit 
of  100  per  cubic  centimeter  for  bacteria  in  the  filtered  water.  Th1 
character  of  the  bacteria  in  those  effluents  which  contain  more  than  1(W 
per  cubic  centimeter  would  be  very  import-ant. 
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In  order  to  make  some  definite  bases  for  describing  cultures  the 
mmittec  of  the  American  Public  Health  Association  suggested  the 
Ho  wing  scheme  which  has  been  outlined  by  Savage  (1906)  as  follows: 

I.  Source  and  habitat. 

II.  Morphological  characters. 

Form.  Manner  of  grouping,  dimensions,  staining  reactions 
motility,  spores,  capsules,  involution  forms. 

III.  Cultural  characteristics. 

Mode  of  growth  in  and  upon  nutrient  broth,  gelatin  plates, 
gelatin  tubes,  agar  plates,  agar  tubes. 

IV.  Biochemical  reactions. 

Action  upon  milk,  carbohydrates,  nitrates;  production  of  indol; 
relation  to  free  oxygen;  temperature  relations;  pigment 
formation;  liquefaction  of  gelatin. 

Such  a  scheme  as  outlined  above  tends  toward  greater  uniformity  in 
fee  examination  of  bacteria  in  water.  It  seems  to  be  the  general  ten- 
iency  at  the  present  time  to  arrange  bacteria  into  groups  and  this  is  the 
best  method  for  handling  the  flora  of  a  substance  like  water.  Tanner 
(1918)  has  shown  that  the  fluorescent  bacteria  in  water  compose  a  closely 
Related  group.  Wyatt  Johnston  (1894)  early  called  attention  to  the 
grouping  of  water  bacteria.  In  his  paper,  he  discussed  the  tests  which 
ibould  be  applied  to  separate  bacteria  into  these  groups.  He  analyzed 
|B5  described  organisms  and  reached  the  following  conclusions:  That 
joints  of  difference  are  given  more  attention  than  resemblances.  In 
the  grouping  of  bacteria  a  single  strongly  marked  characteristic  peculiar 
to  a  few  species  is  of  more  value  than  a  number  of  minor  details  but  the 
nembers  of  any  group  should  not  differ  unduly  in  regard  to  minor 
pints.  About  this  time  the  American  Public  Health  Association  real- 
■ed  the  necessity  of  uniform  procedures  for  the  study  of  bacteria  and 
kppointed  a  committee  to  study  methods  for  that  purpose.  This  com- 
nittee  reported  in  1897  and  recommended  the  following  procedures: 
Necessary  Information: 

I.  Source  and  habitat. 

II.  Morphological  characters. 

Form,  dimensions,  grouping,  staining,  capsule,  flagella  spores, 
pleomorphism,  involution  forms. 
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III.  Biological  characters. 

.1.  Cultural  growth  in  or  on  nutrient  broth,  gelatin  plates, 
gelatin  tubes,  agar  plates,  agar  tubes,  potato,  milk  and 
blood  serum. 

B.  Biochemical. 

Temperature  relations,  relation  to  oxygen,  acidity  d 
medium  action  on  gelatin,  protein,  carbohydrates* 
nitrates,  indol,  pigments  and  odor. 

C.  Pathogenesis. 

Optional  Test*: 

I.  Morphological. 

Staining  reactions,  study  of  flagella  by  special  stains,  perma- 
nency of  characters. 

II.  Physiological. 

A.  Cultural. 

Growth — litmus  gelatin,  blood  serum,  synthetic  medi, 
photograph. 

B.  Biochemical. 

Maximum,  minimum  and  optimum  temperature  of 
growth,  growth  in  special  gases,  limit  of  acid  ami 
alkati,  chemical  properties  of  pigments. 

C.  Pathogenesis. 

Inoculation,  toxins,  etc. 

At  the  end  of  the  reix>rt  are  given  charts  for  recording  the  character?  of 
bacteria.  This  is  one  of  the  first  attempts  in  which  the  organized  effort? 
of  a  society  were  brought  to  bear  in  systematizing  methods  for  the  study 
of  the  bacterial  cell. 

Marshall  Ward  (1897)  in  studying  the  bacterial  flora  of  the  Thame? 
river  arranged  his  strains  into  the  following  groups: 

I.  Forms  identical  with  Bacterium  ureas. 

II.  Violet  bacteria. 

III.  B.  fluorescens  liqucfaciens  group. 

IV.  B.  fluorescens  non-liquefaciens  group. 
Y.  Typical  B.  coli  communis. 

VI.  Series  of  forms  centering  around  B.  proteus. 
VII.  Like  VI  except  that  a  yellow  pigment  is  formed. 
VIII.  Bacteria  between  VII  and  IX.    Characters  changed. 
IX.  Golden  yellow  liquefying  forms. 
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Yellow  non-liquefying  forms.    Probably  related  to  IX. 
XI.  Colorless  capsulafed  forms. 
XII.  Yellow  capsulated  forms. 
XIII.  B.  prodigiosus  types. 
XIV.  Rapid  liquefiers,  colorless,  pronounced  putrefactive  tendencies. 

XV.  B.  subtilis  like  group. 
XVI.  Yellow  sarcina-like  bacteria. 
XVII.  Rose-colored  micrococci. 
XVIII.  Fungus  forms. 
XIX.  White  micrococci  (Af.  candicans). 
XX.  Lemon  yellow  gelatin  liquefiers. 
XXI.  Short  oval  cocci  forming  a  red  pigment. 

! 
That  this  classification  of  water  bacteria  is  artificial  was  realized  by 

IFard  for  he  made  the  following  statement:  "  My  work  goes  to  show  that 
species  cannot  be  made  out  but  that  the  limits  of  the  species  are,  in  most 
cases,  far  wider  than  is  assumed  in  descriptions-r-in  other  words  that 
:  many  so-called  species  in  books  are  merely  variated  forms,  whose  char- 
acters, as  given,  are  not  constant  but  depend  on  treatment.  How  far 
>  this  is  true  for  any  given  case  will  have  to  be  tested  on  the  particular 
lorm  in  question." 

Fuller  and  Johnson  (1899)  studied  water  bacteria  from  a  river  in 
America  and  arranged  their  strains  into  thirteen  groups.     They  realized 
weaknesses  in  their  system  and  state  that  too  much  importance  was 
given  to  morphological  data  and  too  little  to  cultural  studies.    Dif- 
ficulty was  also  experienced  in  separating  short  rods  from  cocci.     This 
ehaaification  has  formed  the  basis  for  much  systematic  work  in  bac- 
teriology.   Their  groups  are  given  below: 

I.  Fluorescent  forms. 

II.  All  red  chromogenic  forms. 

III.  All  orange  chromogenic  forms. 

IV.  All  yellow  chromogenic  forms. 
V.  All  violet  chromogenic  forms. 

VI.  All  non-fluorescent,  non-chromogenic,  gelatin  liquefying  bacteria, 
forming  proteus-like  colonies  on  gelatin. 

VTI.  All  non-fluorescent,  non-chromogenic,  gelatin  liquefying  bacteria, 
forming  subtilis-like  colonies  on  gelatin. 

mi.  AH   non-fluorescent,    non-chromogenic,   non-proteus   like    non- 

subtilis-like  bacteria  which  liquefy  gelatin  and  ferment  car- 
bohydrates with  production  of  gas. 
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icteria  conforming  to  specified  characteristics  of  VIII, 
that   fermentation   of   carbohydrates   takes   place   without 
formation  of  gas. 
X.  All  bacteria  conforming  to  group  VIII  except  that  no  fermenta- 
tion of  carbohydrates  occurs. 
XI.  AH   non-fluorescent,    non-chromoEciiie,    non-liquefying   bacteria 

which  ferment  carbohydrates  with  the  production  of  gas. 
XII.  AH  bacteria  conforming  to  specified  characteristics  of  XI  except 
that  carbohydrates  are  fermented  without  gas. 
XIII.  All  bacteria  conforming  to  specified  characteristics  of  group  XI 
except  that  no  fermentation  of  carbohydrates  occurs. 


Jordan  (1901)  studies  543  strains  from  the  Illinois, 
Missouri  rivers  and  developed  the  following  classification: 


B.  raft  communis. 

B.  laclis  aeroyenes. 

B.  portcus. 

B.  enteritidia. 

B.  Jluorescens  liquefaciens. 

B.  Jluorescens  non-U quefaciens. 

B.  subtilis. 

Non-gas    formers,    non-fluorescent,    non-spore    forming 

which  liquefy  gelatin  and  acidify  milk, 

Similar  to  group  VIII  save  that  milk  is  rendered  alkaline. 

Similar  to  group  VIII  save  that  gelatin  is  liquefied. 

Similar  to  group  IX,  save  that  gelatin  is  not  liquefied. 

Similar  to  group  XI,  save  that  the  reaction  of  milk  is  not  altered. 

Chromogenic  bacteria  not  included  above. 

Chromogenic  staphylococci. 

Non-chromogenic  staphylococci. 

Sarcinse. 

Streptococci. 


II. 

III. 
IV. 
V. 
VI. 
VII. 
VIII. 

IX. 

X. 
XI. 

XII. 
XIII. 
XIV. 
XV. 
XVI. 
XVII. 

The  Bacterial  Count.  In  early  sanitary  history,  this  was 
to  be  a  reliable  index  of  pollution.  Many  standards  were  proposed  in 
which  it  was  stated  that  a  water  should  not  contain  over  a  certain  num- 
ber of  bacteria  per  cubic  centimeter  to  be  regarded  a  good  drinking 
water.  One  of  the  most  elaborate  of  these  was  proposeil  by  t&kpd 
(1891). 

Less  than  10  cells  per  cubic  centimeter excessively  pure 

10-100  cells  per  cubic  centimeter very  pure 
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00-1000  cells  per  cubic  centimeter pure 

000-10,000  cells  per  cubic  centimeter mediocre 

0,000-100,000  cells  per  cubic  centimeter impure 

)ver  100,000 very  impure 

Such  a  standard  would  be  followed  with  difficulty  to-day.  Obvi- 
)usly,  according  to  our  present  information,  such  a  scheme  for  grading 
waters  is  untenable.  Probably  Koch's  old  standard  of  not  over  100 
bacteria  per  cubic  centimeter  on  gelatin  is  as  accurate  as  any.  It  is 
evident  that  a  very  few  cells  of  a  certain  variety  would  be  far  more  sig- 
nificant than  thousands  of  another  variety.  In  natural  waters,  however, 
it  has  become  established  that  a  high  content  of  organic  matter  usually 
means  a  high  content  of  bacteria.  High  organic  content  usually  means 
pollution  and,  in  this  way,  the  count  itself  may  mean  something.  Pos- 
sibly a  water  with  a  large  number  of  bacteria,  according  to  the  law  of 
probability,  might  contain  some  objectionable  forms. 

Relation  of  the  37°  C.  Count  to  the  20°  C.  Count.  This  has  re- 
ceived the  attention  of  a  number  of  bacteriologists  and  their  opinions 
sum  up  our  knowledge  with  regard  to  the  two  counts. 

Whipple  (1913)  made  the  following  comment: 

"  That  the  37°  count  more  nearly  represents  the  sanitary  quality  of 
water  than  the  20°  count  is  probably  true  in  a  general  way,  but  it  is  not 
necessarily  so."  He  cites  counts  made  at  the  Watertown,  N.  Y.,  fil- 
tration plant  and  states: 

"  The  difference  between  the  two  counts  is  striking.  The  20°  counts 
are  very  high  in  the  winter  and  spring  but  are  low  during  the  summer, 
whereas  the  37°  counts  are  low  during  the  winter  and  spring  and  high 
during  the  summer,  at  which  season  the  sewage  which  enters  the  stream 
is  less  diluted."  He  calls  attention  to  the  fact  that  this  seasonable 
difference  gives  a  varying  ratio,  and  suggests  that  it  would  seem  advis- 
able to  procure  more  comparative  data  before  making  the  recommended 
change.  Caird  (1913)  thinks  it  advisable  to  continue  the  use  of  gelatin 
to  determine  the  efficiency  of  water-treatment  plants,  and  he  appends 
to  his  paper  discussions  by  various  waterworks  men,  whose  opinions 
seem  about  evenly  divided.  Baton  (1914)  also  protests  against  the 
recommended  change.  He  concludes  that  if  only  one  medium  is  to  be 
used  it  should  be  gelatin  as  it  is  more  reliable  and  serviceable. 

Gaub  (1913)  at  the  Washington,  D.  C,  filtration  plant  found  a  vari- 
able ratio  between  counts  on  agar  and  on  gelatin  plated  from  the  un- 
altered water  of  the  Potomac  River.  He  also  found  a  seasonal  ratio 
which  seemed  to  remain  constant  for  several  months  at  a  time  and  then 
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changed.  With  the  filtered  water  there  was  a  less  constant  seasonal 
ration,  which  was  much  lower  than  that  with  the  unfiltered  water.  This 
was  not  due  to  treatment  of  the  water  with  calcium  hypochlorite.  Tbc 
efficiencies  in  removal  of  B.  coli  correspond  better  to  the  counts  on  gela- 
tin, but  Gaub  does  not  state  how  these  efficiencies  were  computed. 
Gaub  forms  no  conclusion  and  asks,  "  Which  is  the  correct  medium  to 
use  in  order  to  show  the  efficiency  of  a  plant?"  Prescott  and  Window 
(1915)  state  that  the  decomposition  of  organic  matter  may  be  measured 
either  by  the  material  decomposed  or  by  the  number  of  organisms  en- 
gaged in  carrying  out  the  process  of  decomposition;  and  that  the  latter 
method  has  the  advantage  of  far  greater  delicacy  since  bacteria  respond 
by  enormous  multiplication  to  very  slight  increases  in  their  food  supply; 
thus  the  count  on  standard  gelatin  at  20°  C.  is  roughly  proportionate 
in  not  too  heavily  polluted  waters  to  the  free  ammonia  and  oxygen 
consumed  by  chemical  analysis.  Savage  asserts  that  many  water  bac- 
teria are  unable  to  grow  at  37°  C  though  most  organisms  associated 
with  excreta  grow  readily  at  37°  C;  unfortunately,  many  harmless  soil 
organisms  also  grow  readily  at  37°  C.  An  experiment  by  Savage  illus- 
trates the  limitations  of  this  enumeration.  He  plated  on  agar  and  gel- 
atin a  pure  tap  water  collected  in  a  sterile  lx>ttle;  he  then  added  1  gm. 
of  soil  to  500  c.c.  of  the  sample  and  plated  on  agar  and  gelatin  and  emul- 
sion thus  obtained.  The  agar  plates  were  incubated  at  37°  C  for  forty 
hours  and  the  gelatin  plates  at  21°  O.  for  three  days.  The  soil  con- 
tained no  B.  coli  in  3  gms.  The  water  contained  3  bacteria  per  cubir 
centimeter  by  the  agar  count  and  70  by  the  gelatin  count.  The  emul- 
sion contained  13(K)  bacteria  per  cubic  centimeter  by  the  agar  count 
and  1970  by  the*  gelatin  count.  Savage  concludes  that  the  count  at 
37°  C.  is  an  index  of  the  presence  of  bacteria  other  than  those  natural  to 
pure  water,  but  not  necessarily  harmful  ones. 

Harrison  expresses  the  following  opinion:  "  The  number  of  organ- 
isms which  develop  on  beef  peptone  agar  incubated  at  blood  heat,  com- 
monly termed  the  '  agar '  or  '  blood-heat '  count,  is  perhaps  more 
important,  than  the  gelatin  count,  as  many  water  bacteria  do  not  grow 
at  blood  heat,  whereas  sewage  and  soil  organisms  grow  readily  at  this 
temperature.  The  agar  count  eliminates  the  water  flora,  but  obscures 
the  sanitary  results  by  reason  of  the  presence  of  soil  bacteria/'  Muir 
and  Ritchie  state  thttt  the  count  on  gelatin  plates  incubated  at  20°  C 
gives  an  idea  of  the  numl>cr  of  bacteria  which  grow  at  summer  heat  and 
that  the  count  on  agar  plates  "  incubated  at  37°  C.  gives  an  idea  of  the 
number  of  those  which  grow  at  blood  heat."  The  following  comments 
are  added:   "  As  the  pathogenic  and  intestinal  bacteria  grow  at  this 
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temperature  (37°  C),  the  determination  of  the  numbers  of  blood-heat 
bacteria  is  important.  The  counts  on  the  two  media  usually  differ  as 
each  is  favorable  to  the  growth  of  its  own  group  of  organisms."  The 
same  authors  note  that  the  presence  of  liquefying  bacteria  on  the  gelatin 
plates  may  make  it  necessary  to  count  the  plates  at  the  end  of  twenty- 
four  hours,  or  at  the  end  of  a  shorter  time  than  is  directed  in  the  com- 
monly accepted  procedure.  Most  bacteriologists  apparently  l>clicve 
that  the  agar  count  at  37°  C.  indicates  more  nearly  the  bacteria  of  sewage 
origin  and  that  it  consequently  is  more  important  in  ascertaining  the 
potability  of  water.  The  results  of  Savage's  experiment  show,  however, 
that  erroneous  conclusions  will  be  drawn  if  the  count  at  that  tempera- 
ture is  considered  to  furnish  indication  of  possible  sewage  pollution, 
because  soil  may  contribute  large  numbers  of  harmless  bacteria  that 
grow  at  37°  C. 

The  advantages  and  disadvantages  of  each  medium  are  well  known 
to  all  bacteriologists.  Agar  is  better  for  field  work  in  warm  weather 
•  because  it  can  be  transported  with  less  trouble  either  in  test  tubes  or 
in  Petri  dishes;  great  care  must  be  used  to  prevent  liquefaction  if  gelatin 
is  used.  As  gelatin  has  to  be  shipped  in  cooled  containers  in  warm 
weather  it  can  seldom  be  used  in  the  field.  A  less  elaborate  incubator  is 
required  for  agar  because  no  special  precaution  has  to  be  taken  to  keep 
the  temperature  below  a  certain  maximum.  In  some  filter  plants  in 
which  agar  is  used  to  control  the  operation  agar  plates  are  left  at  room 
temperature  for  two  days  before  counting.  This  could  not  be  done  with 
gelatin  plates,  for  which  constant  low  temperature  must  be  maintained. 
The  count  on  agar  is  made  at  the  end  of  twenty-four  hours  whereas  the 
count  on  gelatin  is  made  at  the  end  of  forty-eight  hours.  Spreaders 
often  develop  on  agar  plates  but  any  inconvenience  from  these  is  offset 
by  liquefiers  on  gelatin  plates.  The  two  media  themselves  differ  in 
their  properties;  gelatin  is  good  for  bacteria,  but  no  bacteria  have  been 
described  that  can  metabolize  agar.  Both  media  are  subject  to  wide 
variations  in  chemical  content,  but  agar  is  more  easily  purified. 

Recent  work  by  Cummings  (1916)  indicates  that  in  the  summer  the 
agar  and  gelatin  counts  are  nearly  equal.  In  February  the  gelatin 
count,  on  Potomac  River  water,  became  sixteen  times  as  great  as  the 
agar  count.  The  gelatin  count  seems  to  follow  the  turbidity  readings. 
Where  possible  as  Tanner  (1916)  has  pointed  out,  both  media  should  be 
uaed  where  it  is  convenient.  Race  (1916)  has  stated  that  in  water 
analysis  no  one  medium  will  give  a  count  that  will  possess  any  constant 
ration  to  the  excremental  bacteria  as  shown  by  B.  coli  content.  The 
37°  C.  count  is  said  to  be  nearest  to  the  B.  coli  content.     The  highest 
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count  for  the  shortest,  incubation  period  is  secured  at  27°  C.  Gelatin 
was  found  to  yield  the  highest  count.  Hill  (1908)  and  Breed  and  Dol- 
terer  (1916)  have  given  some  interesting  data  to  show  that  a  good  agar 
plate  should  not  contain  over  200  bacteria  when  counts  are  to  be  made. 
These  investigators  show  that  a  plate  which  has  less  than  about  20 and 
over  about  200  bacterial  colonies  will  give  a  count  which  is  not  accurate. 

Indicators  of  Pollution 

As  soon  as  sanitary  science  had  demonstrated  that  diseases  were 
spread  by  polluted  water  and  foods,  it  became  necessary  to  find  some 
method  of  detecting  the  presence  of  fecal  matter.  With  this  effort 
originated  the  Bacillus  colon  test  which  has  passed  through  many  stage 
to  reach  its  present  status.  Other  "  indicator  "  organisms  have  lien 
used  in  bacteriology  such  as  the  streptococci  and  Bacillus  enleriditis 
Gaertner.  Indicators  of  pollution  in  bacteriology  have  certain  definite 
characteristics. 

1.  They  should  be  present  in  water  and  on  foods  which  have  received 
sewage  pollution. 

2.  They  should  be  absent  from  foods  which  have  not  been  in  contact 
with  sewage. 

3.  They  should  be  easily  detected  in  the  shortest  time  consistent 
with  accurate  results. 

4.  They  should  possess  constant  characteristics  and  not  lie  subject 
to  either  morphological  or  physiological  changes. 

From  the  above,  it  is  apparent  that  an  ideal  indicator  does  not  exist 
Admitting  this,  the  analyst  has  to  resort  to  the  next  best  thing  and  taltf 
an  indicator  which  best  fulfills  the  necessary  requirements.  The  relative 
amount,  of  the  indicator  haw  come  to  be  the  important  factor  and  not  the 
mere  presence  of  the  indicator. 

The  Streptococci.  The  examination  of  water  for  streptococci  '* 
not  used  in  America  for  the  routine  examination.  It  would  prob*bij 
tie  of  much  value  were  it  used  in  this  country.  Houston  (189S-9) 
originally  emphasized  its  value.  Possibly  one  reason  why  the  strep- 
tococci are  not  used  in  routine  analysis  is  the  lack  of  methods  fur  dif- 
ferentiating fecal  and  non-fecal  streptococci.  Winslow  (1002)  IM 
Fuller  and  Armstrong  (1913)  pointed  out  that,  the  amounts  of  Wti 
famed  in  carbohydrate  media  might  lie  used  as  bases  for  differentiation. 
Armstrong  and  Fuller  found  that  human  fecal  streptococci  were  COS* 
actcrized  by  high  acidities  in  glucose,  lactose,  and  mannite  broths  ami*1 
low  acidity  in  raffmose  broth.     On  the  other  hand  equine  and  bovine 
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were  characterized  by  a  low  acidity  in  glucose,  lactose  and  man- 
ind  a  higher  acidity  in  raffinose.  The  following  tables  are  quoted 
Houston's  work: 


Table  XXVI 

RCENTAGE  OF  STREPTOCOCCI  FERMENTING  THE  SUGARS 

STATED 


F.  A.« 

Fuller  and  Armstrong.    W.  = 

=Winslow 

Human  Feces. 

Hone  Feces. 

Cow  Feces. 

F.  A. 

w. 

F.  A. 

w. 

F.  A. 

w. 

se 

95 
94 
90 
65 
0 

89 
62 

28 
6 

75 
24 
46 
2 
12 

65 
8 

2 
4 

81 
77 

75 

3 

73 

84 

se 

52 

arose 

ite. 

6 

ioee 

28 

Table  XXVII 

DENTATE  NUMBER  OF  STREPTOCOCCI  FERMENTING  SUGARS 

MENTIONED 

Houston's  Data.    672  Specimens 


se. . . 
§e. . . 
urose 
ite... 
oee. . 
i.  . . . 


Human  Feces  (400  Specimens). 


Series  I. 
100  Speci- 
mens. 

Series 
II. 

Series 
III. 

Average 

of  Series 

I,  II  and 

III. 

Not  tested 

66 

78 

85 

76.34 

89 

84 

86 

86.34 

7 

27 

39 

24.34 

62 

8 

26 

32.00 

96 

91 

91 

29.67 

12 

None 

2 

4.67 

Series  IV. 

In  this 

series  only 

lactose  4- 

specimens 

were 
accepted. 
100  speci- 
mens. 


100 

49 

4 

100 

97 

Not  tested 


Milk, 

172 

Specimens. 


97 
90 
20 
19 
60 
21 


Cow 

Dung 

100 

Specimens. 


85 
89 
None 
74 
93 
13 


,  is  well  known  that  streptococci  are  present  in  the  intestinal  tract 
an  and  animals.  They  are  essentially  parasitic  in  their  charac- 
ics  and,  generally  speaking,  indicate  recent  pollution  when  found 
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in  water.  The  evidence,  however,  is  less  convincing  than  that  of  B.  cdi 
since  it  is  probable  that  the  methods  which  exist  for  differentiatiiii; 
between  fecal  and  non-fecal  streptococci  are  unreliable.  Their  short  life 
in  water  points  out  that  a  negative  result  for  their  examination  may  nol 
indicate  the  absence  of  pollution.  More  data  with  regard  to  the  strep- 
tococci as  indicators  of  pollution  are  needed.  Savage  and  Reed  (1916) 
in  some  work  on  this  subject  found  that  neutral  red  broth  was  the  best 
medium.  They  regard  the  estlfcation  of  the  streptococci  as  of  un- 
doubted value  but  that  a  positive  result  has  much  more  meaning  than  a 
negative  result.  The  same  author  with  the  collal>oration  of  Wood 
(1917)  compared  the  viability  of  B.  coli  and  streptococci  in  natural 
waters.  The  streptococci  were  not  able  to  live  longer  than  two  weeks 
while  B.  coli  showed  a  distinct  multiplication.  In  one  instance  the 
bacilli  increased  to  fifty  times  the  original  number  in  eleven  weeks- 
The  presence  of  the  streptococci  in  a  water  would  indicate  recent  pollu- 
tion and,  therefore,  of  a  more  dangerous  nature.  The  greatest  objec- 
tion to  the  use  of  the  streptococci  as  indicators  of  pollution  is  the  lack  of 
a  rapid  method  for  detecting  them  in  a  sample  of  water.  Savage  lias 
recommended  the  use  of  neutral  red  media  but  this  does  not  exert » 
sufficiently  selective  action  to  render  the  test  easily  and  quickly  carried 
out.  The  author  has  found  that  it  was  necessary  to  verify  the  suspected 
Streptococci  with  hanging  drop  determinations  in  many  of  the  eases  . 
where  neutral  red  was  used. 

Houston's  Method  for  Streptococci  in  the  Feces.  Drigalski  and 
Conradi  plates  are  inoculated  from  an  emulsion  of  the  feces,  made  in 
sterile  water.  After  incubation  at  37°  C,  the  minute  colonies  arc  sub- 
cultured  in  "  litmus  lemco,  lactose  peptone  "  medium.  After  twenty- 
four  hours  the  tubes  showing  no  acidity  are  discarded;  those  showing 
acidity  are  examined  microscopically  and  if  results  were  satisfactory 
further  subcultures  were,  made  into  a  series  of  lemco  peptone  sugar 
media  untinted  with  litmus.  After  three  days  incubation  at  37"  C 
the  acidity  produced  is  estimated  with  N/20  NaOH,  using  phenol- 
phthaiein  as  the  indicator.  Control  tubes  arc  also  inoculated.  (Mtr. 
Water  Bd.  10th  Am.  Kept.,  p.  25,  1914.) 

The  streptococcus  colonies  on  Drigalski  and  Conradi  plates  are  small 
colonies  with  a  tinge  of  violet.  They  are  to  Iks  distinguished  from  col- 
onies of  B.  typhosus  which  possess  larger  colonies. 

Detection  of  Sewage  Streptococci.  "  For  this  purpose  many  proc- 
esses have  been  devised,  but  the  simplest  and  best  appears  to  be  the 
examination  of  the  bile-salt  glucose  broth  used  for  the  '  presumptive 
test '  for  colon  bacilli.     The  incubation  should,  however,  be  prolonged 
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to  forty-eight  hours,  and,  at  the  end  of  that  period  a  loopful  from  the 
surface  of  each  tube  should  be  examined  as  a  hanging  drop  under  the 
microscope.  The  broth  should  then  be  carefully  poured  off  so  as  to 
leave  at  the  bottom  any  precipitate  which  has  been  produced.  Add  a 
few  drops  of  dilute  sodium  carbonate  solution,  to  dissolve  the  bile  salts 
and  examine  again  in  the  hanging  drop.  If  distinct  chains  are  not  found, 
streptococci  may  be  regarded  as  absent."  This  method  has  been  found 
by  Thresh  to  yield  the  best  results. 

Savage's  Method  for  Isolation  of  Streptococcus  from  Water,  etc. 
Add  0.1  and  1  c.c.  of  the  sample  (water)  to  tubes  of  glucose  neutral 
red  broth  and  10  c.c.  of  the  sample  to  a  tube  of  double  strength 
neutral  red  broth.  Incubate  the  tubes  at  37°  C.  for  forty-eight  hours 
and  then  examine  microscopically  in  hanging  drop  for  chains  of  cocci. 
The  broth  tube  containing  the  quantity  of  water  next  below  the  one 
giving  a  positive  result  is  examined  several  times  in  fresh  preparations. 
Where  it  is  doubtful  whether  chains  are  present,  a  little  of  the  fluid  is 
centrifugalized  and  stained  with  methylene  blue.  The  streptococci  are 
best  isolated  from  glucose  broth  tubes  by  adding  a  platinum  loopful  to 
a  litmus  lactose  plate  and  distributing  over  its  surface.  All  suspicious 
strains  must  be  subcultured  and  worked  out. 

Method  for  Separation  of  B.  coli  and  Streptococci  in  Water.  "  Inoc- 
.  ulate  the  desired  quantity  of  water,  preferably  1  c.c.  into  dextrose  broth 
fermentation  tube.  Incubate  at  37°  C.  Examine  after  six  to  twelve 
hours.  Within  two  to  three  hours  after  gas  formation  has  appeared, 
plate  the  broth  into  litmus  lactose  agar,  incubating  for  twelve  to  eigh- 
teen hours  at  37°  C.  If,  at  the  end  of  this  time,  no  acid-producing 
colonies  are  present,  it  is  probably  safe  to  assume  that  there  were  no 
colon  bacilli  present." 

After  the  first  plating  from  dextrose  broth,  replace  the  fermentation 
tube  for  thirty-six  hours  and  plate  in  litmus  lactose  agar.  This  culture 
should  give  a  nearly  pure  culture  of  streptococci,  if  these  organisms 
were  originally  present  in  the  water. 

Bacillus  Enteritidis  Sporogenes.  This  organism  was  discovered  by 
Klein  in  1895  in  diarrhoea  stools.  Its  use  as  an  indicator  of  pollution 
teste  on  the  fact  that  it  is  present  in  feces  and,  therefore,  in  sewage. 
This  organism  should  be  regarded  as  one  of  a  group  of  bacteria  the 
members  of  which  are  very  closely  related.  Table  XXVIII  quoted  from 
Thresh  will  indicate  the  essential  differences  between  certain  members  of 
this  group.  Bacillus  welchii  (Bacillus  aerogenes  capsulatus)  is  probably 
identical  with  Klein's  Bacillus  enteritidis  sporogenes.  Welch  describes 
his  bacillus  as  non-motile  but  otherwise  the  descriptions  and  the  changes 
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produced  in  milk  are  identical.     The  nomenclature  of  this  group  appa- 

rently is  in  a  chaotic  state. 

Table  XXVIII 

SHOWING  THE  ESSENTIAL  CHARACTERISTICS  OF  SOME  MEMBERS 

OF  THE  ANAEROBIC  GAS   FORMING   GROUP  OF  BACTERIA 

(Alter  Thresh,  1913) 

t.  Il.cilk. 

II.   Bacillua 

III    Itudllu* 

Enter!  id  is  snorapfenc*. 

Butyricus- 

Cidavni*  aporogrnn 

1.  Cylindrical  rods,  on  tilt 

1.  Same  as  I. 

1.  Cylindrical  and  thrrsd- 
like,   thinner  and  lon- 

average 2.5*3.6p  long, 

0.8-1. 25m  broad,  stains 

ger  than  1  and  11,  wiy 

well  by  Gram's  method 

motile.        stains      bj 

some  individual  motile. 

Gram's  method. 

2.  Spores  oval;   stain  after 

Z.  Same  as  I. 

2.  Spores    oval,    terminal 

the    several    methods; 

drumsticks,  slain  aftor 

situated  in  the  middle 

usual     methods     1,6* 

of  the  rods  more  or  lees, 

long,  1  u  broad. 

1.6**  long,   lu  broad. 

3.  On    gelatin   grows   well. 

3,  Grows  well  on  the  sur- 

3.  Rapidly   liquefying,  pu- 

softens    rapidly     and 

face  of  ordinary  gela- 

trid    odor,      DUBMM 

■ 

tin    as    a    translucent 
mass     of     convoluted 
threads;   does  not  liq- 
uefy the  gelatin. 

spores  formed. 

4.   In     stab    gelatin,    much 

4.  Forms    spherical    colon- 

4. Much  gas,  rapidly  lique- 
fying, and  putrid  chV. 

gas  produced;    spheri- 

ies with  numerous  hori- 

cal    colonics     without 

zontal     filamont     pro- 

filamentous        projec- 

jections;     not     lique- 

tions;    slowly     lique- 
fying. 

5.  On  the  surface  of  agar, 
gray  round  flat  colon- 

fying; forms  much  gas. 

5.  Gray     round     Hat    colo- 

6, Thready    branched  ml- 

nies,   margin   thin  and 

ontea,  with  hi-  widMl 

ies,  few  crenations,  no 

much       crenatc,       no 

Bnely    granular   pIMH 
rapidly  forming  BflM 

spores-         ,.    , 

6.  Stub  in  aKar,  little  trml- 

6.  Forms          churact eristic 

6.  Much  gas,  nipi'llv  I ■ 

ency   for  forming   lat- 
eral branching,     much 

bundles  of  1  liliwli  pro- 

ing   spores,    conspicu- 

jecting  laterally   from 

ous  masses  of  tlinaJs 

gas,  no  s]»res. 

the     growth     in     the 

growing    out    of    the 

stab,     much    gas,     no 

stab. 

7.  In   milk,    rapid    separa- 
tion of  acid  whey  and 

7.  Same  as  I. 

7.   Milk    is   slowly   decom- 

posed,      putrid    <"l|ir 

floceuli  of  casein,  small 

much      gas.      rapid!  J 

of     butyric    acid,     no 

forming  spores. 

spores,  much  gas. 

8.  Grows   well   on   serum. 

8.  Grows    well    on   serum, 

H.   Rapidly   liqucfvinn.  pu- 
trid mot,  rapidly  form- 

slowly liquefying,  some 

very  slow  softening. 

spores  found. 

ing  spores. 

9.  Virulent  for  rodents.         'J.  Not    pathogenic  for  ro- 
1         dents. 

1 

9.   Not   pathogenic  for  tir 

Isolation  of  Bacillus  Enteritidis  Sporogenes.     In  examining  water 

for  this  organism,  it  m 

iy  he  necessary  to  con  centra te  it  either  l>y  fil- 

TESTS  FOR  B.   COLI  299 

tion  or  evaporation  under  reduced  pressure  at  low  temperatures. 
cimal  dilutions  of  this  concentrated  sample  should  be  made  and 
r.c.  quantities  added  to  sterile  litmus  milk.  It  is  a  good  plan  to  lx>il 
s  tubes  of  milk  for  about  five  or  ten  minutes  befoie  inoculating  in 
ier  to  expel  as  much  air  as  possible.  After  the  tubes  have  been 
oculated  they  should  be  heated  on  a  water  bath  at  80°  C.  for  twenty 
inutes  which  will  kill  all  vegetative  forms.  They  are  then  incubated 
ider  anaerobic  conditions  either  in  a  Novy  jar  or  made  anaerobic  by 
e  Wright  method. 

The  Bacillus  Colon  Test.  Escherich  isolated  Bacillus  colon  soon 
ter  the  discovery  of  solid  media  by  Koch.  Escherich  was  attempting 
find  the  causal  organism  of  cholera.  At  first  it  was  thought  that  he 
id  found  the  specific  bacterium  which  caused  cholera  because  Bacillus 
Ion  was  found  to  be  present  in  the  intestinal  tract  of  each  patient, 
his,  however,  was  soon  found  to  be  untrue  for  the  bacillus  was  found 
i  the  intestinal  tract  of  normal  individuals.  Later  investigations 
idicated  that  it  was  always  present  in  the  feces  and  from  these  facts 
acteriologists  attempted  to  use  it  as  the  indicator  of  the  presence  of 
ical  matter  in  foods  even  though  the  amount  was  very  small.  For 
)me  time  it  was  accepted  as  a  reliable  factor  in  bacteriology  but  as 
nowledge  was  supplemented  with  more  data  it  became  apparent  that 
ome  limitations  had  to  be  placed  in  interpreting  this  test.  Much  of 
<ur  work  since  this  time  has  been  concerned  with  studies  to  find  out  the 
imits  in  the  value  of  Bacillus  colon  iti  this  connection. 

Different  definitions  have  been  given  for  the  Bacillus  colon  group. 
Standard  Methods  (1917)  recommended  that  the  B.  coli  group  be  con- 
idered  as  including  all  non-spore-forming  bacilli  which  ferment  lactose 
rith  gas  formation  and  grow  aerobically  on  standard  solid  media. 

The  value  of  the  B.  coli  test  has  been  discredited  by  some  of  the  prac- 
ical  waterworks  men.  They  argue  from  the  several  researches  which 
lave  shown  that  the  organism  may  not  at  all  times  be  restricted  to 
•ources  which  have  received  sewage  pollution.  Rogers,  Clark  and  Evans 
1915),  Prescott  (1906),  Metcalf  (1905),  Smith  (1905),  and  others  have 
^ported  the  organism  or  B.  coli  like  organisms  from  grain  fields  and 
(rains  which  had  not  received  sewage  pollution.  Their  work  was  of 
uch  import  that  it  became  necessary  to  distinguish  between  fecal  and 
on-fecal  B.  coli.  The  English  and  American  bacteriologists  have 
3garded  the  B.  coli  test  with  favor  while  some  German  bacteriologists 
lve  fought  its  use.  Kruse  (1894),  for  instance,  believes  that  B.  coli 
ay  be  found  in  any  water  no  matter  from  what  source,  provided  a  large 
ough  sample  is  taken.  Chick,  representing  the  English  opinion,  believes 
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that  B.  coli  is  not  present  in  :i  water  except  if.  has  received  sewage  pol- 
lution. These,  however,  may  be  extreme  opinions  and  may  not  repre- 
sent the  opinions  of  the  sanitarians  in  each  country.  Rase  (1914,  1916] 
argues  that  B.  coli  is  a  reliable  indicator  of  pollution  and  states  that  those 
cities  which  have  many  fi.  colt  in  their  water  usually  have  a  high  typhoid 
fever  death  rate.  He  warns  that  B.  coli  should  be  regarded  as  merely  an 
inferential  indicator.  The  fact  that  the  presence  of  B.  coli  in  a  sample 
of  water  may  not  be  sufficient  evidence  of  serious  pollution,  it  is,  how- 
ever, a  danger  signal  which  must  not  be  overlooked.  Houston  (1915) 
representing  the  English  practice  regards  B.  coli  as  the  best  index  for  the 
control  of  purification  processes.  Winslow  (1916),  in  tracing  the  history 
of  this  organism  as  an  indicator  has  advised  the  accumulation  of  as  much 
data  as  possible  to  more  definitely  determine  whether  B.  coli  is  purely* 
fecal  form  and  B.  aerogenes  a  saprophytic  form. 

The  testing  of  water  for  this  organism  has  taken  some  recent  advances. 
Thanks  to  the  research  of  Rogers  and  his  co-workers  in  the  laboratories 
of  the  Bureau  of  Animal  Industry,  we  have  now  fairly  reliable  methods 
for  differentiating  between  fecai  and  non-fecal  B.  coli.  The  methods  of 
analysis  which  are  given  in  the  following  pages  have  been  taken  with 
permission  from  the  1917. report  of  the  committee  on  water  and  sen-age 
analysis  of  the  American  Public  Health  Association. 

American  Public  Health  Association  Method  for  Determining  the 
Presence  of  Members  of  the  B.  coli  Group.  It  is  recommended  that 
the  B.  coli  group  be  considered  as  including  all  non-spore-forming  bacilli 
which  ferment  lactose  with  gas  formation  and  grow  aerobically  on 
standard  solid  media. 

The  formation  of  10  per  cent  or  more  of  gas  in  a  standard  lactose 
broth  fermentation  tube  within  twenty-four  hours  at  37°  C.  is  presump- 
tive evidence  of  the  presence  of  members  of  the  B.  coli  group,  since  the 
majority  of  the  bacteria  which  give  Buch  a  reaction  belong  to  this 
group. 

The  appearance  of  aerobic  lactose-splitting  colonies  on  lactose-litmus- 
agar  or  Endo's  medium  plates  made  from  a  lactose-broth  fermentation 
tube  in  which  the  gas  has  formed  confirms  to  a  considerable  extent  the 
presumption  that  gas-formation  in  the  fermentation  tube  was  due  to 
the  presence  of  members  of  the  B.  coli  group. 

To  complete  the  demonstration  of  the  presence  of  B.  coli,  as  above 
defined,  it  is  necessary  to  show  that  one  or  more  of  these  aerobic  plate 
colonies  consists  of  non-spore-forming  bacilli  which,  when  inoculated 
into  a  lactose-broth  fermentation  tube,  forms  gas. 

It  is  recommended  that  the  standard  tests  for  the  B.  coli  group  be 
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.her  (A)  the  Presumptive,  (B)  the  Partially  Confirmed,  or  (C)  the 
jmpleted  test,  as  hereafter  defined,  each  test  being  applicable  under 
ae  circumstances  specified. 

A.    Presumptive  Test 

1.  Inoculate  a  series  of  fermentation  tubes  with  appropriate  gradu- 
itod  quantities  of  the  water  to  be  tested. 

2.  Incubate  these  tubes  at  37°  C.  for  forty-eight  hours.  Examine 
tube  at  twenty-four  and  forty-eight  hours,  and  record  gas-formation. 
rbe  records  should  be  such  as  to  distinguish  between: 

(a)  Absence  of  gas-formation. 

(b)  Formation  of  gas  occupying  less  than  10  per  cent  (10%)  of  the 
iosedarm. 

More  detailed  records  of  the  amount  of  gas  formed,  though  desirable 
or  purposes  of  study,  are  not  necessary  for  carrying  out  the  standard 
ests  prescribed. 

3.  The  formation  within  twenty-four  hours  of  gas  occupying  more 
ban  10  per  cent  (10%)  of  the  closed  arm  of  fermentation  tube  con- 
titutes  a  positive  presumptive  test. 

4.  If  no  gas  is  formed  in  twenty-four  hours,  or  if  the  gas  formed  is 
en  than  10  per  cent  (10%),  the  incubation  shall  be  continued  to  forty- 
ight  hours.  The  presence  of  a  gas  in  any  amount  in  such  a  tube  at 
brty-eight  hours  constitutes  a  doubtful  test,  which,  in  all  cases,  requires 
xmfirmation. 

5.  The  absence  of  gas-formation  after  forty-eight  hours'  incubation 
XNKtitutes  a  negative  test.  (An  arbitrary  limit  of  forty-eight  hours' 
faervation  doubtless  excludes  from  consideration  occasional  members 
i  the  B.  coli  group  which  forms  gas  very  slowly,  but  for  the  purposes  of  a 
standard  test  the  exclusion  of  these  occasional  slow  gas-forming  organ- 
ams  is  considered  immaterial.) 

B.    Paktially  Confirmed  Test 

1.  Make  one  or  more  Endo's  medium  or  lactose-lit  mus-agar  plates 
rom  the  tube  which,  after  forty-eight  hours'  incubation,  shows  gas- 
Dnnation  from  the  smallest  amount  of  water  tested.  For  example,  if 
lie  water  has  been  tested  in  amounts  of  10  c.c,  1  c.c,  and  0.1  c.c,  and 
is  is  formed  in  10  c.c,  and  1  c.c,  and  not  in  0.1  c.c,  the  test  need  be 
rafirmed  only  in  the  1  c.c  amount.) 

2.  Incubate  the  plates  at  37°  C.  eighteen  to  twenty-four  hours. 
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3.  If  typical  colon-like  red  colonies  have  developed  upon  the  plate 
within  this  period,  the  confirmed  test  may  be  considered  positive. 

4.  If,  however,  no  typical  colonies  have  developed  within  twenty- 
four  hours,  the  test  cannot  yet  be  considered  definitely  negative,  since 
it  not  infrequently  happens  that  members  of  the  B.  coli  group  fail  to 
form  typical  colonies  on  Endo's  medium  or  lactose-litnius-agar  plates, 
or  that  the  colonies  develop  slowly.  In  such  cases,  it  is  always  neces- 
sary to  complete  the  test  as  directed  under  ('  2  and  3. 

C.    Completed  Test 

1.  From  the  Endo's  medium  or  Inntnim  litimiin  ngnr  plate,  made  as 

prescribed  under  B,  fish  at  least  two  typical  colonies,  transferring  each 
to  an  agar  slant  and  a  lactose  broth  fermentation  tube. 

2.  If  no  typical  colonies  appear  upon  the  plate  within  twenty-four 
hours,  the  plate  should  be  re-incubated  another  twenty-four  hours, 
after  which  at  least  two  of  the  colonies  considered  to  be  most  likely 
B.  coli,  whether  typical  or  not,  shall  be  transferred  to  agar  slants  and 
lactose  broth  fermentation  tubes. 

3.  The  lactose  broth  fermentation  tubes  thus  inoculated  shall  be 
incubated  until  gas  formation  is  noted;  the  incubation  not  to  exceed 
forty-eight  hours.  The  agar  slants  shall  )x  incubated  at  37"  C.  for 
forty-eight  hours,  when  a  microscopic  examination  shall  be  made  of  at 
least  one  culture,  selecting  one  which  corresponds  to  one  of  the  lactose 
broth  fermentation  tubes  which  has  shown  gas-formation. 

The  formation  of  gas  in  lactose  broth  ant!  the  demonstration  of 
non-spore-f orming  bacilli  in  the  agar  culture  shall  be  considered  a  sat- 
isfactory completed  test,  demonstrating  the  presence  of  a  member  of 
the  B.  coli.  group. 

The  absence  of  gas-formation  in  lactose  broth  or  failure  to  demon- 
strate non-spore-forming  bacilli  in  a  gas-forming  culture  constitutes  a 
negative  test. 

Application  of  Presumptive,  Partially  Confirmed,  and  Completed 
Tests. 

A.  The  Presumptive  Test. 

1.  When  definitely  positive,  that  is  showing  more  than  10  per  cent 
(10%)  of  gas  in  twenty-four  hours,  is  sufficient. 
(a)  As  applied  to  all  except  the  smallest  gas-forming  portion 

of  each  sample  in  all  examinations. 
(6)  As  applied  to  the  smallest  gas-forming  portion  in  the 
examination  of  sewage  or  of  water  showing  relatively 
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high  pollution,  such  that  its  fitness  for  use  as  drink- 
ing water  does  not  come  into  consideration.  This 
applies  to  the  routine  examinations  of  raw  water  in 
connection  with  the  control  of  the  operation  of  puri- 
fication plants. 

2.  When  definitely  negative,  that  is,  showing  no  gas  in  forty-eight 

hours,  is  final  and,  therefore,  sufficient  in  all  cases. 

3.  When  doubtful,  that  is,  showing  gas  less  than  10  per  cent  (10%) 

(or  none)  in  twenty-four  hours,  with  gas  either  more  or 
less  than  10  per  cent  in  forty-eight  hours,  must  always  be 
confirmed. 

B.  The  Partially  Confirmed  Test. 

1.  When  definitely  positive,  that  is,  showing  typical  plate  colonies 

within  twenty-four  hours,  is  sufficient. 

(a)  When  applied  to  confirm  a  doubtful  presumptive  test  in 

cases  where  the  latter,  if  definitely  positive,  would 
have  been  sufficient. 

(b)  In  the  routine  examination  of  water-supplies  where  a 

sufficient  number  of  prior  examinations  have  estab- 
lished a  satisfactory  index  of  the  accuracy  and  sig- 
nificance of  this  test  in  terms  of  the  completed  test. 

2.  When  doubtful,  that  is,  showing  colonies  of  doubtful  or  negative 

appearance  in  twenty-four  hours,  must  always  ho  com- 
pleted. 

C.  The  Completed  Test. 

The  completed  test  is  required  as  applied  to  the  smallest  gas- 
forming  portion  of  each  sample  in  all  cases  other  than  those 
noted  as  exceptions  under  the  u  presumptive  "  and  the  "  par- 
tially confirmed  "  tests. 

The  completed  test  is  required  in  all  cases  where  the  confirmed 
test  has  been  doubtful. 

In  order  that  tests  for  B.  coli  may  have  a  quantitative  significance, 
the  following  general  principles  and  rules  should  be  observed: 

Ordinarily  not  less  than  three  portions  of  each  sample  should  be 
tested,  the  portions  being  even  decimal  multiples  of  fractions  of  a  cubic 
centimeter;  for  example,  10  <\c,  I  c.c.,  0.1  c.c.,  .01  c.c,  etc.  It  is 
essential  that  the  dilutions  should  be  such  that  the  largest  amount 
lirives  a  positive  test  (unless  the  water  is  such  as  to  give  negative  tests 
in  10  c.c),  and  the  smallest  dilution,  a  negative  result.  To  insure  this 
result,  it  is  often  necessary  to  plant  four  or  fwo  dilutions,  especially  in 
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the  examination  of  a  sample  of  entirely  unknown  quantity.     The  quan- 
titative value  of  a  series  of  tests  is  lost,  unless  all  or,  at  leapt,  a  large 
portion  of  the  smallest  dilutions  tested  have  given  negative  results. 
In  reporting  a  single  test,  it.  is  preferable  merely  to  record  results  as 


observed,  indicating  the  amounts  t 


1  and  the  result  in  each,  rather 


than  to  attempt  expression  of  the  result  in  numl>ers  of  B.  coii  per  cubic 
centimeter.  In  summarizing  the  results  of  a  series  of  tests,  however, 
it  is  desirable  for  the  sake  of  simplicity  to  express  the  results  in  terms 
of  the  numbers  of  B.  coii  per  eubic  centimeter  or  per  100  c.c.  To  con- 
vert the  result,  of  fermentation  tests  to  this  form,  the  result  of  each  test 
is  recorded  as  indicating  a  number  of  B.  coii  per  cubic  centimeter  equal 
to  the  reciprocal  of  the  smallest  decimal  or  multiple  fraction  of  a  cubic 
centimeter  giving  a  positive  result.  For  example  the  result:  10  «- 
plus;  1  c.e.  plus;  0.1  c.c.  minus  would  lie  recorded  as  indicating  one 
B.  coii  per  vubic  centimeter.  An  exception  should  l>c  made  in  the  case 
where  a  negative  result  is  obtained  in  an  amount  larger  than  the  BmaJW 
portion  giving  a  positive  result ;  for  example,  in  a  result  such  as  10  c.c. 
plus;  1  c.c.  minus;  0.1  c.c.  plus.  In  such  a  case,  the  result  should  ^* 
recorded  as  indicating  a  number  of  B.  coti  per  cubic  centimeter  equal  t* 
the  reciprocal  of  the  dilution  next  larger  than  the  smallest  one  giving 
positive  test,  this  being  a  more  probable  result. 

Where  tests  are  made  in  amounts  larger  than  1  c.c.  giving  an  avert* 
of  results  less  than  one  B.  coii  per  cubic  centimeter,  it  is  convenient 
express  results-in  terms  of  the  number  of  B.  coii  per  100  e.c. 

The  following  table  illustrates  the  method  of  recording  and  av-* 
aging  results  of  B.  coii  tests. 


Result  ol  T«t»  in  Amounts  Dati|BftUd. 

a**** 

o.  of  B.  tuli. 

10  c.c. 

lcc. 

0  1  c.c. 

.01  c.c. 

per  c.c. 

per  100  c 

plus 

minus 

minus 

minus 

0.1 

10 

plus 

plus 

minus 

minus 

10 

100 

plus 

plus 

plus 

minus 

10  0 

1000. 

plus 

nlus 

plus 

plua 

100.0 

10,000. 

plus 

plus 

plus 

10 .0 

1,000. 

121.1 

12,110 

24  0 

2,422 

I 


The  above  method  of  expressing  results  is  not  mathematically  aT— 
gether  correct.  The  average  number  of  B.  coii  per  cubic  centimeters 
thus  estimated  is  not  precisely  the  most  probable  number  calculated^ 
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ication  of  the  theory  of  probability.     To  apply  this  theory  to  a 

<■ tbematical  solution  of  any   considerable  series  of  results 

hrea,  however,  mathematical  calculations  so  complex  as  to  be  im- 
ticable  of  application  iu  general  practice.  The  simpler  method 
i  is,  therefore,  considered  preferable,  since  it  is  easily  applied  and 
malts  bo  expressed  are  readily  comprehensible. 
!i  Ofder  that  the  results  as  reported  may  be  checked  and  carefully 
ate  I .  it  is  necessary  that  the  report  should  show  not  only  the  aver- 
iiiiiiiIht  of  13.  coli  per  cubic  centimeter,  but  also  the  number  of  sam- 

s  examined:   and  for  each  dilution,  the  total  number  of  tests  made, 

J  the  number  (or  per  cent)  positive, 


OUTINE    PrUCEDI'K 


:  Examination  or  Samples  of  Water 


tDay. 
Prepare  dilutions  as  required. 

.  Make  two  12)  gelatin  plates  from  each  dilution,  and  incubate  at 
20"  C. 

3.  Mnke  two  (2]  agar  plates  from  each  dilution,  and  incubate  at  37°  C. 

-1.   [QOCulate    lactose    broth    fermentation    tubes    with    appropriate 

amounts  for  li.  coli  tests,  inoculating  two  (2)  tubes  with  each 

I        amount. 
Note.     Where  related  tests  are  made  of  water  from  the  same 
Mfflree  as  is  customary  in  the  control  of  public  supplies,  it  is 
not  necessary  to  make  duplicate  plates  or  fermentation  tubes 
in  each  dilution.     It  is  sufficient,  in  such  circumstances,  to 
make  duplicate  plates  only  from  the  dilution  which  will  most 
probably  give  from  25  to  250  colonies  per  plate, 
i  Day. 
1 .   ( \iiirit  the  agar  plates  made  on  the  first  day. 

cord  tin-  number  of  additional  fermentation  tubes  which  show 
HI  per  cent  111)1  ,  I  or  more  of  gas. 

■  (-  only  the  presumptive  test,  for  li.  coli  is  required 
fermentation   tubes   showing  more  than   10  per  cent  (10%) 
oaj  be  discarded. 


r  Day. 


i  tin'  first  day. 

ntation  tubes  \ 
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3.  Make  a  lactose-litmus-agar  of  Endo's  medium  plate  from  tie 
smallest  portion  of  each  sample  showing  gas.  Incubate  plate 
at  37°  C. 
Note.  In  case  the  smallest  portion  in  which  gas  has  been  fanned 
shows  less  than  10  per  cent  (10%)  of  gas  it  is  well  to  makei 
plate  also  from  the  next  largest  portion  so  that  in  case  the 
smallest  portion  gives  a  negative  end  result,  it  may  still  be 
I>ossible  to  demonstrate  B.  coli  in  the  next  larger  dilution. 

Fourth  Day. 

1.  Examine  Endo's  medium  on  lactose-litmus-agar  plates.     If  typical 

colonies  have  develo|x»d,  select  two  and  transfer  each  to  a 
lactose-broth-fermentation  tul>e  and  an  agar  slant,  lxrth  of 
which  are  to  be  incubated  at  37°  C. 

2.  If  no  typical  B.  coli  colonies  are  found,  incubate  the  plates  another 

twentv-four  hours. 

Fifth  Day. 

1.  Select   at  least   two  colonies,  whether  typical  or  not,  from  the 

Endo's  medium  or  lactose-litmus-agar  plates  which  have  hew 
incubated  tin  additional  twenty-four  hours;  transfer  each  to  a 
lactosc-broth-fermentation  tube  and  an  agar  slant,  and  coin" 
plete  the  test  as  for  typical  colonies. 

2.  Examinc-lactose-hroth  fermentation  tubes  inoculated  from  plat** 

on  t  he  previous  day.  Tubes  in  which  gas  has  been  formed  nu*y 
be  discarded  after  the  result  has  l>een  recorded.  Tliose  in 
which  no  gas  has  formed  should  be  incubated  an  additional 
twenty-four  hours. 

Sixth  Day. 

1.  Examine  lactose-broth-fermentation  tubes  reincubated  the  previ- 

ous daw  "  "■ 

2.  Examine  microscopically  agar  slants  corresponding  to  lactose-fa" 

mentation  tubes  inoculated  from  plate  colonies  and  showing 
gas  formation. 

Methyl  Red  Test.  As  sanitary  knowledge  increased  and  it  becan* 
apparent  that  B.  coli  or  B.  <W/-like  bacteria  were  present  on  substaM* 
which  had  not  received  fecal  pollution,  studies  were  made  to  dd** 
those  B.  roli  which  came  from  fecal  sources.  To  this  end  Rogers  (1919 
arid  his  co-workers  found  that,  the  gas  ratio  separated  B.  cob' of  fall 
origin  from  B.  coli  of  non-fecal  origin.     B.  coli  from  boviftt  b 

mcntc;l  dextrose;  with  the  formation  of  equal  volumes  of  ei 


•    • 


ul  hydrogen  xrule  ~iii:i*  ^r.m  .p-i^i*  r-.r^iH*:  -v.-  ;r  *■.::■•'»•  \::.r«*  •..> 
\ueh  curr-i.c  'ii«.:o:p.  Tha  :iesT  ^^  t'is  ~  *:::«:  •  s::_.'n  -r  %  -v..  r- 
ior  determim^r  "ii^*  raii:  :r±niii£  s:c:e  ?r  i-^*:'^  v:..-.:  \"«..>  ■•  .--.  ■■:•  ■..• 
irithit  sin*.4*  ".he  ieTvrr;ir;a~»:ii  ;f  ~::e  .&**?  *i~:i    s  ■  •     ^ui  •r:::^  ■   r  -  i. -.;».• 

covered  a  ••oorai-:  !?:pt»!U.ii:-c  >r"v^n  ~::h  x;i^  r±_,j"  !::■:  w  ':■  ■.:-.*£.■■■: 
ion  coneenrra'.ioc.  The  5  :••»"  --re:  :•— j:»j  :":■••>  v«-^  -  •  ;.•■.:  ■  •  -%  sm>s 
a  higher  hyirr-ipTE.  -■  r.  :•  cc^r.Ti'j.c  "::a::  *.:•  s*-:  :-t.  z-i.-s  r  •■!•,■•- 
fecal  origins.  A  »-  ;• : "  .  r  ."•  :i»  a ~  ■  r-  ;-.•* :•  :**• :  * o:  _*: :  rv:j. ~  .♦  r  \\i  -  ■  ■  ■  ■  ■  w  ■] 
red  was  yellow  -an-ii  "hi-  hjci  "i^1  -C"*  »:r  iz«:  -■■:  r  a.':-:  vt  ■■  -■■  *--\ 
ratio  group.  Lr:v— •:  1  >  I  r-  rvrr-ui*':  -h>  -  >~  v.-.:  •>.•  V  .o-l>-  s- 
kauer  react  i'-n. 

Voges-Proskauer  Reaction.  T:l>  ha>  H ::  -r  ;■•>:«:  y  I.e.".;  who 
correlated  it  w*>h  *i>:  ~_erhy-  r*-«:  '■■-*?.  H"  :".;::■.■  i.  ":"-  :  *•.:■-. --a  v\:"::h 
give  the  Ynees-Pnjska.;;*;?  r^a. •*;•:•''.  *-■  r-:  r^:1::;.  :"■::"■:  ■■  *.«■••>  a*-.:  *;\r. 
the  Yoges-Proska u** r  rv-ai •  *i«  ■  c .  Iik—  *  :>  ■  h: -zh  £•„•>  -a "  ;■  ■  .-."■■:  * ; ■  •  ■  a '  v  .i '.' :  • :  *  y 
to  met h vl  red .  is  i.-harai :t e rl-?r i.. *  . .. f  :.■  ■  r.-rV- *al  ^* rv. : : :>  :•:*:.  * \ :•:•  *v '" .' 'v  k » r 
much  i?aiiitar\-  sienifioan«v.  t£ar  I^-r.  I^.'L  .  il  h>  v:i::..-:.:<  :>:.;■  ■■■:.. -a i^r.s. 
has  reported  hL?  studifs*  on  rht=-  i.hinii-rrY  i-f  rrii<  !>::ii::i».>::  whi^ii  a:v  well 
reviewed  bv  Le\"ine.  The  rpil  «rt;>k»r  whi'.h  result #  is  duo  to  a  doriniu* 
end  product  in  the  fermentation  of  giu'i >so.  \"».w<  and  l>\vskauor 
(1808).  in  their  original  publication,  d^i.'rilv  tho  test  as  follows: 

''On  addition  of  caustic  potash,  we  observed  a  new  and  inuvvstin^ 
color  reaction.  If  the  tulje  l>e  allowed  to  stand  twentv-four  houf>  and 
longer  at  room  temperature,  after  the  addition  oi  the  potash,  a  Ivautiful 
fluorescent  color  somewhat  similar  to  that  of  a  dilute  alcoholic  solution 
ofeosin  forms  in  the  culture  fluid  particularly  at  the  o{xmi  end  of  the 
tube  exposed  to  the  air.  We  have  investigated  a  few  of  the  profvrtios 
of  this  coloring  substance  which  is  not  produced  by  the  action  o\  the 
alkali  on  the  sugar  and  have  found  that  it  is  fairly  resistant  to  the  action 
of  the  external  air.  After  a  time,  however,  it  Uvonies  paler,  and 
finally  gives  place  to  a  dirty  greenish  brown." 

Harden  and  Walpole  (1905-t))  could  not  account  for  all  of  the  car- 
hon  in  the  dextrose  by  the  ordinary  products  (organic  acids,  aleoliol, 
etc.)  along  with  these  substances  was  secured  a  glycol  which  was  made 
up  of  2  :  3  butylene  glycol. 

H    H        H        II 

II!! 

H— C— C— ■('■  -    C— II 

I       ,  !  * 

II    Oil      OH      II 
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This  was  oxidized  to  acetyl-methyl-carbHioL 
H    H        OH 

ii    « 

H— C— C C— C— H 

I      I  I 

H    OH  H 

When  this  was  mixed  with  potassium  hydroxide,  in  the  presence  of 
peptone,  an  eosin-like  color  was  obtained  after  a  period.  Walpok  ( 19W 
found  that  under  aerobic  conditions  Bacillus  aerogenes  gave  a  greater 
amount  of  aeetyl-methyl-earbinol.  The  coloration  was  not  secured  when 
butylene  glycol  or  acetyl-methyl-carbinol  were  mixed  with  potMBlffl 
hyrdoxidc.  Harden  (1905)  later  explained  this  by  finding  that  tlic 
acetyl-methyl-carbinol  was  oxidized  to  diacetyl  CH3CO — CO— CR-. 
This,  in  some  way,  acted  with  the  pepton  to  give  a  pink  color.  Harden 
and  Norris  (1911)  later  secured  the  same  pink  color  between  diurrlyl 
and  arginine,  dieyanamide,  crcatin  and  gaunidine  acetic.  They  state 
that  the  reaction  depends  upon  the  group  NH=C — N=HR,  R  has  not 
I 

NH3 
been  determined. 

Levins  demonstrated  that  the  Voges-Proskauer  reaction  had  much 
sanitary  significance  and  that  it  would  distinguish  between  fecal  ami 
non-fecal  strains  of  Bacillus  colon.  He  states  that  the  natural  huhiM' 
of  those  strains  which  form  the  acetyl-methyl-carbinol  is  probably  ihi' 
soil.  Barillas  coli  from  non-fecal  origins  would  then  be  methyl  redTjn'l 
V-P  plus. 

Standard  Methods  gives  the  following  procedure  for  the  differen- 
tiation of  fecal  from  non-fecal  members  of  the  B.  coli  group. 

American  Public  Health  Association  Method  for  the  Differentiation 
of  Fecal  and  Non-fecal  B.  coli.  (1)  At  least  ten  cultures  should  be 
used.  If  possible  these  should  be  sub-cultured  from  plates  made  direct 
from  the  water  since  all  the  cultures  obtained  by  plating  from  fermenta- 
tion tubes  may  be  descendants  of  a  single  cell  in  the  water.  If  t™* 
tures  from  water  plates  are  not  available  those  obtained  from  the  plat** 
made  as  prescribed  under  B  may  be  used. 

(2)  Inoculate  each  culture  into  dextrose  potassium  phosphate  broth, 

•The  preparation  of  this  medium  has  bwn  described  in  the  chapter  on  inedi"- 
Since  devising  this  medium,  these  investigators  (Clark  nnd  Lubs,  1917)  have  dp 
scribed  the  preparation  of  u  substitute.  The  new  medium  is  a  synthetic  mM*- 
without.  Witte'H  peptone.  Aspartie  aeid  is  used  in  its  place,  thus  salistVini  ''"' 
nitrogen  requirements  and  acting  as  ;i  buffer.  The  preparation  of  this  new  mediw" 
is  also  given  in  the  chapter  ou  medio. 
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nite  broth  and  gelatin.  For  additional  confirmatory  evidence 
:ulation  may  be  made  into  tryptophane  broth  and  saccharose  broth, 
i  dextrose  broth  must  be  incubated  at  30°.  Other  sugar  broths  may 
ncubated  at  30°  or  37°  as  convenient.  Gelatin  should  be  incubated 
0°. 

(3)  After  forty-eight  hours  record  gas  formation  in  adonite  and 
haroee  broths.  Determine  indol  formation  in  tryptophane  broth 
idding,  drop  by  drop,  to  avoid  mixing  with  the  medium,  about  1  c.c. 
t  2  per  cent  alcoholic  solution  of  p-dimethyl  amido-benzaldehyde, 
l  a  few  drops  of  concentrated  hydrochloric  acid.  The  presence  of 
>1  is  indicated  by  a  violet  color. 

[4)  After  five  days  apply  methyl  red  test  and  Voges-Proskauer  test 
extroee  broth. 


Methyl  Red  Test 

Indicator  Solution.    Dissolve  0.1  gm.  methyl  red  in  300  c.c.  alcohol 

dilute  to  500  c.c.  with  distilled  water. 

Procedure  in  Test.     1.  To  5  c.c.  of  each  culture  add  five  drops  of 

hyl  red  solution.  * 

I.  Record  distinct  red  color  as  methyl  red+,  distinct  yellow  color 

aethyl  red—,  and  intermediate  colors  as  ?. 


Voges-Proskauer  Test 

To  the  remaining  5  c.c.  of  medium  add  5  c.c.  of  a  10  per  cent  solution 

iQtassium  hydroxide.    Allow  to  stand  over  night.    A  positive  test 

idicated  by  an  eosin  pink  color. 

(5)  Gelatin  tubes  should  not  be  pronounced  negative  until  they 

e  been  incubated  at  least  fifteen  days. 

The  following  group  reactions  indicate  the  source  of  the  culture 

a  a  high  degree  of  probability. 

thyl  red+ 
Sw-Proskauer— 

« • 

f    B.  coli  of  fecal  origin 

ol,  usually— 
charose,  usually— 
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Methyl  red  — 

V  oges-  I'roskauer + 

Gelatin - 

Adonile+ 

Indol,  usually + 

S:iccharose+ 

Methyl  red— 
Voges-P  roskaue  r + 
Gelatin  — 
Adonite  — 
Indol,  usually— 
Saccharose  4- 

Methyl  red— 
Voges-Prosk  aue  r + 
Gelatin  +. 

Adonite  + 
Indol,  usually  — 
Saeeharose-r- 


B.  aerogehes  of  fecal  origin 


B.  aerogenes,  probably  not  of  fecal  origin 


B.  cloacic,  or  may  not  he  of  fecal  origin 


The  Treasury  Department  Standard  for  the  Examination  of  i 
on  Interstate  Common  Carriers.  The  following  method  for  the  i 
inalion  of  water  on  Interstate  common  carriers  has  been  formt 
by  a  committee  of  prominent  sanitarians.  The  permissible  lim 
bacteriological  impurity  are  stated  as  follows ; 

1.  The  total  number  of  bacteria  developing  on  standard  agar  plat 
nutated  twenty-four  hours  at  37°  C,  shall  not  exceed  100  per  cubic  centi 
provided,  that,  the  estimate  shall  be  made  from  mil  less  than  two  plates,  si 
such  numbers  and  distribution  of  colonies  as  to  indicate  that  the  estii 
reliable  and  accurate. 

2.  Not  more  than  one  out  of  five  10  c.c.  portions  of  any  sample  ex; 
shall  show  the  presence  of  organisms  of  the  BaciUut  coli  group  wben  te 
follow*: 

(a)  Five.  10  c.c.  portions  of  eacli  sample  tested  shall  be  planted,  ea 
fermentation  tube,  containing  not  less  thnii  30  c.c.  of  lactose  peptone 
These  shnll  be  incubated  forty-eight  hours  at  37°  C.  and  observed  to  n 
formation. 

(&)  From  each  tube  showing  gas,  occupying  more  than  5  per  cent 
closed  arm  of  fermentation  tube,  plates  shall  be  made  after  forty-eight 
incubation,  upon  lactose  litmus  agar  or  Endo's  medium. 

fc)  When  plate  colonies  resembling  B.  coli  develop  upon  either  of  thes 
media  within  twenty-four  hours,  a  well-isolated  characteristic  colony  s 
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fished  and  transplanted  into  a  lactose-broth  fermentation  tube,  which  shall  be 
incubated  at  37°  C.  for  forty-eight  hours. 

For  the  purposes  of  enforcing  any  regulations  which  may  be  based  upon 
these  recommendations  the  following  may  be  considered  sufficient  evidence  of 
the  presence  of  organisms  of  the  Bacillus  coli  group. 

Formation  of  gas  in  fermentation  tube  containing  original  sample  of  water  (a). 

Development  of  acid-forming  colonies  on  lactose-litmus-agar  plates  or  bright 
red  colonies  on  Endo's  medium  plates,  when  plates  are  prepared  as  directed 
above  under  (6). 

The  formation  of  gas,  occupying  10  per  cent  or  more  of  closed  arm  of  fer- 
mentation tube,  in  lactose  peptone  broth  fermentation  tube,  inoculated  with 
colony  fished  from  twenty-four-hour  lactose  litmus  agar  or  Endo's  medium  plate. 

These  steps  are  selected  with  reference  to  demonstrating  the  presence  in 
the  samples  examined  of  aerobic  lactose-fermenting  organisms. 

3.  It  is  recommended,  as  a  routine  procedure,  that,  in  addition  to  five  10  c.c. 
portions,  one  1  c.c.  portion,  and  one  0.1  c.c.  portion  of  each  sample  examined  be 
planted  in  a  lactose  peptone  broth  fermentation  tube  in  order  to  demonstrate 
more  fully  the  extent  of  pollution  in  grossly  polluted  samples. 

4.  It  is  recommended  that  in  the  above-designated  tests  the  culture  media 
and  methods  used  shall  be  in  accordance  with  the  specifications  of  the  Committee 
on  Standard  Methods  of  Water  Analvsis  of  the  American  Public  Health  Asso- 
Nation,  as  set  forth  in  Standard  Methods  of  Water  Analysis  (A.  P.  H.  A.,  1912). 

This  standard  has  been  applied  to  the  examination  of  water  from 
trains  by  Bartow  (1916),  Creel  (1914),  Hanford  (1916),  and  to  water 
from  boats  by  Cobb,  Williams  and  Letton  (1916).  Bartow  confirmed 
the  presence  of  B.  coli  in  83  per  cent  of  the  samples  examined.  Creel 
found  that  an  anaerobic  bacillus  which  formed  gas  was  responsible  for 
gas  in  the  presumptive  test  in  91  out  of  421  samples.  Such  data  indicate 
the  significance  of  the  confirmatory  test.  More  data  is  required  before 
it  may  be  determined  whether  this  method  is  the  best.  Letton  (1917) 
has  later  stated  that  the  requirement  of  "  not  more  than  100  colonies 
Per  cubic  centimeter  on  agar  "  of  the  Treasury  Department  standard 
**  very  lenient.  He  regards  the  limit  of  permissible  B.  coli  (not  more 
than  two  per  100  c.c.)  as  not  too  low. 

Lactose  Bile  in  Water  Analysis.  Lactose  bile  was  advocated  for 
8ome  time  for  use  in  the  presumptive  test  for  B.  coli.  It  was  supposed 
to  inhibit  other  bacteria  and  a  few  of  the  weaker  types  of  B.  coli.  For 
that  reason  it  was  deemed  superior  for  the  presumptive  test  than  the 
0rdinary  carbohydrate  broths.  Jordan  (1915)  found  that  the  typical 
48  Well  as  the  typical  B.  coli  were  inhibited.  The  work  of  Cummings 
U9l7)  for  the  United  States  Public  Health  Service  is  interesting  in  this 
inflection.     He  found,  in  his  stream  pollution  studies  on  the  Potomac 
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river  that  lactose  broth  was  the  hotter  medium.  In  1851  parallel  set?  of 
lactose  broth  and  lactose  bile  tubes,  lactone  broth  gave  higher  results, 
confirmed  as  well  as  presumptive,  than  lactose  bile.  It  was  granted, 
however,  by  Crownings  that,  in  the  lower  reaches  of  the  river,  remote 
from  pollution,  the  bile  tubes  were  more  reliable.  The  opinion  of  other 
bacteriologists  has  been  that  for  highly  polluted  waters  the  lactose 
broth  was  the  better  medium,  and  for  slightly  polluted  waters  lactose 
bile  gives  the  better  results.  This  is  attributed  to  the  presence  of  spore- 
forming  lactose  fermenting  anaerobic  bacteria  which  are  not  manifest 
when  the  number  of  B.  coli  are  large.  Obit  (1916)  also  found  that  the 
bile  inhibited  about,  one-half  of  the  typical  B.  coli.  The  general  u». 
then  of  lactose  broth  in  place  of  lactose  bile  seems  to  be  justified. 

Hauser  (1917)  has  described  the  method  used  for  isolating  and  iden- 
tifying B.  coli  at  the  Cincinnati  filtration  plant.  This  procedure  is 
interesting  and  valuable  because  it  is  representative  of  the  practice  in 
one  of  the  largest,  water- treatment  plants. 

The  B.ruli  group  maybe  defined  :is  aerobic  non-spore  forming  (J  ram  neipir.'' 
bacilli,  fermenting  lactose  with  production  of  gas,  and  not  lif|iiefyiiiK  gelnrm. 
At  the  Cincinnati  tilt  ration  plant  the  attempt  is  made  to  carry  out  the  ("^muni- 
tions so  that  the  above  definition  is  fulfilled  as  completely  as  possible,  consistent 
with  the  speed  and  facility  necessitated  by  routine  water  analysis. 

The  particular  water  samples  under  examination  are  planted  into  Inctos* 
broth.  Lactose  broth  is  used  rather  than  lactose  bile,  which  h  the  medium 
recommended  in  the  1912  edition  of  the  Standard  Methods  of  Water  Analyses'1' 
the  A.  P.H.A.,  for  the  reason  that,  not  only  at  this  laboratory,  but  at  the  labora- 
tory of  the  Ohio  River  Investigation  of  the  United  States  Public  Health  Service 
and  other  laboratories,  it  has  given  consistently  a  higher  percentage  of  con- 
firmed end-results  from  original  inoculations.  In  planting  the  water  sample 
decimal  dilutions  are  used  to  facilitate  computations  of  the  B.  coli  index.  In 
routine  examinations,  a  I  least  three  dilutions  are  esed  in  order  to  obtain,  if  pos- 
sible, a  negative  and  a  positive  test.  The  formation  of  gas  in  any  amount  aft*' 
forty-eight  hours'  iucuhation  at  37°  C.  is  recorded  as  positive  and  considered  ** 
presumptive  positive.  The  smallest  quantity  of  water  giving  gas  is  then 
confirmed. 

A  loopful  of  culture  from  (he  tube  furnishing  the  presumptive  lest  is  stroked 
upon  Endo's  medium  previously  poured  in  plates.  The  plates  are  men  bated 
at  37°  C.  for  twenty-four  hours.  If  no  aerobic  colonies  (sterile  plate)  develop, 
the  respective  gas-formation  is  considered  due  to  anaerobes,  and  B.colils  recorded 
as  not  present.  If  aerobic  colonies  develop,  I  he  most  typical  of  B.  coli  is  trans- 
planted into  lactose  broth  and  gelatin  and  a  microscopical  examination  ro»de 
directly.  As  there  are  several  varieties  of  typical  B.  coli  colonies,  extricate 
alone  will  determine  the  choice. 

If  in  the  lactose  broth  transplant,  no  gas  is  formed  after  the  forty-eight 
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at  37°  C,  the  result  is  considered  negative,  and  B.  coli  is  recorded  as  not 
it.  If  gas  is  formed  the  result  Is  considered  positive  for  B.  coli,  subject  to 
suits  of  the  gelatin  transplant  and  a  microscopical  examination.  If  after 
sight  hours'  incubation  at  37°  C.  the  gelatin  transplant  will  solidify  on 
g,  the  culture  is  considered  as  non-liquefying.  If  the  gelatin  does  not 
y  on  cooling,  and  gas  is  formed  in  the  lactose  broth  transplant  and  the 
jcopical  examination  demonstrates  a  bacillus,  the  organism  is  called  B. 
and  included  in  the  B.  coli  numerical  estimation  as  it  has  the  same  sani- 
ignificance. 

le  microscopical  examination  consists  of  a  smear  made  according  to  the 
id  of  Gram  from  the  Endo  plate  colony  selected  for  transplanting.    A 


Varying Quantities  (0.01-0.1-1  AcjcjUc.) 

Planted  Into 

Lactose  Broth 


Gas  Formation-Presumptive  Positive 

Smallest  Quantity  giving  |M 

b  Plated  on  Eado's  Medium 


Sterile  Plato 
Negative 


I 


a 


Topical  or  Atypical  Colony 
fished  and  Planted  into 


Lactase  Broth 
B 


No  Gas  Formed 
Negative 


Gas  Formed 


D 


Gelatine  | 


Liquefaction 
X   Negative 


Microscopical 
Examination 


Not  A  -  Bacillus 

Gram-negative 

Noo-spore  former 

Negative 


Q 


Non- 
Liquefaction 


A  -  Bacillus 

Gram-negative 

Non-spore  former 


B.  Coli-Confirmed 


Method  Followed  at  Cincinnati  Plant  for  Identification  of  B.  coli. 

i  negative  non-spore- forming  bacillus  obtained  following  the  above  pro- 
e  fulfills  in  every  particular  the  definition  for  the  Bacillus  coli.  If  other 
a  gram-negative  non-spore-forming  bacillus  is  obtained,  it  is  not  considered 
U  and  is  so  recorded,  but  such  a  result  is  unlikely  and  has  not  been  en- 
tered in  experiences  at  Cincinnati.  The  liquefaction  of  gelatin  and  dis- 
mt  results  in  the  microscopical  examination  accompanying  gas  production 
e  lactose  broth  transplant  are  likely  to  be  due  to  mixed  cultures,  in  which 
separation  should  be  made  by  replating  from  the  lactose  broth  transplant. 
Estimation  of  the  B.  coli  index  is  made  according  to  Phelps*  method 
it  is,  the  reciprocal  of  the  smallest  volume  of  water  which  gave  a  positive 
is  taken  as  the  approximate  number  of  B.  coli  per  cubic  centimeter  and  is 
ded  as  such.  In  case  of  an  anomaly  it  is  assumed  that  the  positive  result 
Id  have  been  negative  and  the  negative  result  positive  and  is  so  considered 
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in  obtaining  the  Fi.  eoti  index.     IT  a  negative  confirmation  test  is  obtained, 

li.  rali  is  considered  present  in  the  next  larger  quantity  without  confirms  lion. 
If  a  negative  result  is  obtained  from  the  largest  quantity  planted,  either  hj'  no 
gas  formation  in  the  original  planting  or  by  a  negative  confirmation  test,  B.  «fl 
is  considered  present  in  the  next  larger  amount  that  would  have  been  planted, 
Except  that  a  negative  result  in  100  c.c.  is  recorded  at  zero.     The  assumptiuo 
is  value  only  in  the  case  of  waters  such  as  are  encountered  in  water  purification 
plants  where  the  approximate  coli  content  of  the  water  is  known.     Sued  assump- 
tions are  rarely  necessary  as  the  quantities  of  water  chosen  for  examination  ran 
ordinarily  be  changed  in  sufficient  time  to  always  obtain  a  positive  test.    It  i* 
probable  that  this  assumption  causes  less  error  than  would  be  introduced  by 
either  omitting  the  figure  from  the  averages  or  calling  it  zero. 

"The  laboratory  work  above  described  with  the  numerical  estimations  of 
B.  coli  derived,  arc  recorded  for  the  month  under  headings  of  waters  in  Ik 
consecutive  stages  of  purification.     The  form  used  is  convenient  and  compart 
and  lends  it-self  readily  to  a  grasp  of  conditions  throughout  the  plant  at  any 
time.    Five  days  from  the  collection  of  the  water  aample,  B.  coli  may.  followitin 
the  above  scheme,  be  satisfactorily  and  conclusively  isolated  and  identified 
to  conform  to  the  definition. 

The  following  table  will  show  the  number  of  samples  examined,  according 
to  this  method,  from  January  to  October,  1916,  and  the  percentage  of  samples 
confirmed  as  B.  coli. 

River 

**** 

Effliiwit  Iron 

mm. 

OutlMCh* 

Rumples  tested 

Percentage  confirmed   . 

271 

ttr.4 

287 

91.0 

2Ufl 
90.6 

258 
■94.9 

194 

•ai.i 

•  Includes  ant  inmpk  that  shnn-nj  B,  Cloaca. 

The  B.  coli  Index.     This  was  proposed  by  Phelps  and  was  incor- 
porated in  a  report  of  the  Committee  of  Water  Purification  Plants. 
The  following  is  taken  from  that  report.     The  B.  coli  index  is  the  approx- 
imate numlwr  of  fi.  coli  per  cubic  centimeter  as  determined  from  qual- 
itative teste  made;  on  different  quantities  of  water.     For  any  individual 
sample,  it  may  l>e  taken  as  the  reciprocal  of  the  smallest  volume  of 
water  used  in  the  tost  which  gave  a  positive  result.     Thus,  if  a  sample 
gave  a  negative  test  with  0.1  c.c.  and  a  positive  test  with  1.0  c.c.  and 
10.0  c.c,  the  B.  wit  index  would  be  1-0.1  =  10.     The  B.  coli :  index  for* 
single  sample  is  not  very  accurate.     The  index  becomes  more  accurate 
as  the  square  root  of  the  number  of  tests  increases. 

INTERPRETATION  OF  RESULTS 
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following  is  an  example:  Write  down  the  percentage  of  plus 
its  for  the  quantities  examined  expressed  as  decimals  of  100. 
tie  differences  between  these  percentages.  Multiply  each  of 
fferences  by  the  reciprocal  of  the  quantity  corresponding  to  the 
f  the  two  percentages  from  which  such  difference  is  taken.  The 
these  products  will  be  the  B.  coli  index.    In  the  following  exam- 

B.  coli  index  may  be  taken  as  0.019 — equivalent  to  19  B.  coli 
ic  centimeter 


1    ~ 

of 
■d. 

Per  Cent 

Positive 

Tests. 

Expressed  as 

Decimals 

of  100. 

Differences. 

Reciprocals  of 
Quantities, 

Product. 

13  8 

0.1380 

.1090 

.01 

.00109 

2.9 

0.0290 

.0260 

.10 

.00260 

0.3 

0  0030 

.0026 

1.00 

.00260 

0.04 

0.0004 

.0003 

10.00 

.00300 

1 

0.01 

0.0001 

.0001 

100.00 

.01000 

his  B.  coli  index  the  committee  has  made  no  provision  for  per- 

reduction.     It  recommends  that  it  be  omitted  for  various 

The  bacteria  in  an  effluent  from  a  filter  are  not  derived  from 

water.    It  required  quite  a  little  time  for  a  water  to  pass  through 

The  percentage  removal  is,  to  a  certain  extent,  a  function  of 

aber  in  the  raw  water  and  does  not  vary  with  the  number  left 

filtered  water.    Other  objections  are  also  mentioned,  by  the 

tee. 

rpretation  of  Results.  The  accurate  interpretation  of  results 
,rsis  is  a  part  of  sanitary  work  which  is  often  taken  too  lightly. 
Qblem  is  rendered  more  difficult  by  the  lack  of  an  ideal  indicator 
tion.  No  organism  has  been  described  which  is  always  and  only 
in  water  and  on  foods  which  have  received  sewage  pollution. 
(1913)  gives  an  interesting  discussion  with  regard  to  what  should 
rded  as  polluted  water.  He  sent  questions  to  Houston  and  Wins- 
king  their  opinions  on  the  subject.  He  submitted  the  following 
ds  to  Houston  of  the  Metropolitan  Water  Board:  What  bac- 
cal  proof  would  you  consider  conclusivae  as  to  the  pollution  of  a 
ith  sewage  or  manurial  matter?  Houston  did  not  give  a  definite 
and  stated  that  one  was  not  possible.  He  advises  that  the  final 
should  rest  on  data  secured  from  all  analyses.  His  experience 
o  indicate  that  B.  coli  should  be  absent  from  100  c.c.  quantities 
water  in  a  majority  of  representative  samples,  preferably  not  less 
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than  10.     What  bacteriological  proof  would  you  consider  conclusive  that  I.i 
a  water  is  free  from  such  pollution  or  so  free  thai  it  is  safe  for  drinking  I- 
purposes?     Houston  regards  the  absence  of  B.  coli  from  100  B.C.  ad  'v 
deep  well  water  as  reasonably  sufficient  evidence  of  safety  and  the  greater  I  ~_- 
the  number  of  these  negative  results,  the  more  satisfactory  is  the  water,  j 
A  water  which  never  contains  B.  coti  in  100  c.c.  quantities  is  to  t*  i-  _ 
regarded  as  a  safe  drinking  water.     A  water  which  contains  B.  coli  in  k 
less  than  half  of  the  samples  examined  occupies  an  intermediate  posi-  ■ 
tion  but  is  probably  reasonably  safe.   One  which  contains  B.  coli  in  more  ■  - 
than  half  should  lw  regarded  with  some  preliminary  disfavor. 

Winslow  replied  to  these  questions  and  stated  that  the  presence  oi 
colon  bacilli  in  all  of  ten  duplicate  10  c.c.  samples,  is  reasonable  proof 
of  the  presence  of  sewage  or  manurial  matter  while  the  absence  of  colon 
bacilli  from  such  samples  would  be  reasonable  proof  of  the  absence  of 
such  sewage.  Winslow  would  carry  out  a  confirmative  test  to  show 
that  the  fermentations  were  due  to  true  B.  coli. 

McLaughlin  (1914)  regards  a  safe  water  as  one  which  contains  no 
pathogenic  bacteria.  According  to  his  opinion  a  water  containing  no 
more  than  2  B.  coli  per  100  c.c.  is  satisfactory.  A  filter  plant  that  can- 
not furnish  such  an  effluent  is  either  inefficiently  operated  or  is  handling 
a  raw  water  which  imposes  an  unreasonable  load  on  the  filters. 

In  light  of  the  recent  contributions  of  Rogers,  Clark  and  Lubs  on 
the  differentiation  of  the  members  of  the  colon  group,  in  which  they 
have  shown  that  B.  coli  of  fecal  origin  is  methyl  red  plus  (  +  )  careful 
extensive  work  must  be  done  in  the  future  to  work  out  the  relation  o( 
the  methyl  red  test  to  the  analysis  and  control  of  water  supplies.  Clark 
(1918)  has  advised  this.  Orchard  (1918),  in  view  of  the  lack  of  uni- 
formity concerning  standards  has  recommended  that  the  societies  con- 
cerned with  water  analysis  appoint  committees  to  study  this  problem. 
This  would  probably  be  the  quickest  and  most  reliable  method  of 
handling  the  question. 

Wording  of  Reports  on  the  Results  of  Bacteriological  Examination  of 
Water.  This  is  often  a  difficult  procedure  for  the  analyst  especially  if 
the  certificate  accompanying  the  sample  is  not  filled  in.  An  investiga- 
tion of  this  question  reveals  the  lack  of  uniformity  in  reports  from  dif- 
ferent laboratories  on  the  same  sample  of  water.  This  was  realized 
among  the  English  analysts  to  such  an  extent  that  a  committee  of  the 
Royal  Institute  of  Public  Health  was  appointed  to  go  over  the  subject. 
They  reported  as  follows:  When  the  source  and  surroundings  are  un- 
known, it  is  undesirable  to  report  as  follows: 

"  This  water  is  grossly  polluted  and  is  dangerous  for  drinking  "  or 
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"  This  water  is  of  superlative  quality  and  is  absolutely  safe  for  con- 
sumption." 

This  committee  recommended  the  use  of  guarded  terms  as  follows: 
"  This  particular  sample  of  water  as  judged  by  the   above  tests 
yields  unsatisfactory  results  (this  may  be  amplified)  and  suggests  the 
necessity  of  inquiring  into  the  local  conditions  with  regard  to  the  source 
of  contamination  together  with  consideration  of  the  desirability  of 
farther  samples  being  examined." 

Satisfactory  results  may  be  reported  as  follows: 
"  This  particular  sample  of  water,  as  judged  by  the  above  tests 
yielded  satisfactory  results  "  (may  be  amplified)  "  but  in  the  absence  of 
knowledge  of  local  conditions,  it  is  impossible  to  say  that  the  supply 
irill  always  attain  the  same  standard  of  purity  indicated  by  the  present 
results." 

Prom  the  above  report  some  valuable  suggestions  may  be  secured 
with  regard  to  the  proper  wording  of  reports.  The  layman  usually 
must  depend  on  the  analyst  for  a  correct  interpretation  of  his  results. 
Too  strong  opinions  should  be  avoided  since  they  may  cause  the  lay- 
man to  secure  the  wrong  impression.  Some  laboratories  simply  use  the 
words  "  good  "  and  "  bad."  It  is  the  case  in  some  laboratories  that  this 
part  of  the  work  is  handled  by  a  person  who  has  had  too  little  experience 
or  who  has  not  informed  himself  with  regard  to  the  prevailing  standards. 
No  part  of  the  analysis  should  have  more  attention  than  the  reporting 
of  the  results  and  their  interpretation  to  the  clients  of  the  laboratory. 


Detection  op  Pathogenic  Bacteria  in  Water 

There  are  a  few  diseases  that  have  been  spread  so  much  by  water 
that  they  have  become  known  as  water-borne  diseases.  In  some  of  these 
the  isolation  of  the  causal  organism  has  been  attended  with  little  suc- 
cess even  if  it  is  present. 

Bacillus  typhosus.  The  isolation  of  Bacillus  typhosus  from  water 
has  not  been  attended  with  much  success.  When  attempts  have  been 
made  on  polluted  water  known  to  contain  the  bacilli,  there  has  been  no 
certainty  in  the  results.  Those  instances  in  the  literature  where  it  is 
claimed  that  this  has  been  done,  are  lacking  in  sufficient  confirmatory 
evidence.  It  is  possible  that  by  means  of  recent  advances  in  technique, 
the  isolation  of  B.  typhi  will  be  attended  with  more  .success  than  in  the 
past.  Most  of  the  methods  which  are  available  for  isolating  the  organ- 
ism from  water,  have  been  devised  for  isolating  the  organism  from  other 
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material  such  as  feces  and  urine.    The  reader  is  also  referred  to  the 
methods  developed  for  the  isolation  of  B.  typhi  from  feces. 

Drigalski  and  Conradi  Method  (1902).  The  preparation  of  the 
medium  for  this  method  has  been  described  in  the  chapter  on  the 
media.  The  medium  is  solidified  in  Petri  dishes  which  are  allowed  to 
become  thoroughly  dry  before  use.  This  may  be  accomplished  hy 
allowing  the  plates  to  stand  at  roon\  temperature  with  the  covers  sus- 
pended alx>ve  or  in  the  37°  C.  incubator.  The  surface  is  then  streaked 
with  the  sample  by  means  of  a  sterile  bent  glass  rod.  It  is  often  a  pood 
plan  to  concentrate  the  water,  either  by  reduced  pressure  of  filtration. 
Bacillus  colon  forms  red  opaque  colonies  on  this  medium  while  BaciUu* 
typhosus  forms  a  blue  and  often  transparent  colony.  Suspicious  col- 
onies must  be  subcultured  into  other  media  and  a  complete  cultural 
and  morphological  study  made.  Identification  must  be  confirmed  Iff 
agglutination  reactions. 

Endo's  Medium.  The  pre  pa  rat  ion  of  t  his  medium  has  l)een  described 
in  another  chapter.  The  sample  of  water  is  streaked  over  the  surface 
and  the  plates  incubated  at  37s  (\  for  about  fifteen  hours.  At  the  end 
of  this  time  the  Bacillus  colon  colonies  will  be  red  with  possibly  a  metallic 
appearance,  while  the  Bacillus  typhosus  colonies  will  be  colorless.  The 
>  same  will  be  true  with  regard  to  the  paratyphoid  colonies.  These  sus- 
picious colonies  should  Iv  subcultured  into  other  media  and  a  con- 
firmatory test  made  by  means  of  the  agglutination  reactions. 

Kligler  1017  has  shown  that  a  differentiation  in  the  typhoid- 
paratyphoid  group  may  lv  made  by  means  of  hydrogen  sulphid  forma- 
tion and  pis  formation  in  the  following  medium  which  is  semi-solid. 

1.  Meat  infusion  agar  containing  -J  or  1  per  cent  of  agar  ^depending 
on  the  moisture  content  oi  the  agar  shreds  . 

-.  0.1  per  cent  o!  glucose. 

3.  0.0"*  jvr  cent  lead  acetate. 

The  airar  is  prepared  in  the  usual  way  except  that  the  amount  of  agar 
i<  reduced.  T'.e  Micar  and  lead  acetate  are  dissolved  in  water  scpa- 
!:;'c'y  and  added  to  the  sterile  agar.  The  agar  should  be  cooled  to  tiff- 
in or. lev  not  to  precipitate  the  jvptones.  Stab  inoculations  are  niatle- 
Strain-  of  />.  :;,;»'.:  brown  the  medium  along  the  line  of  inoculation 
R  ;-: ■■■:.v.x»r:  />.  causes  browning  and  pis  formation:  B.  paratyphi  .1 
causes  gas  but  no  browning.  Th>  has  Kvn  confirmed  by  Jordan  and 
Yietorson  ,1017  who  used  a  medium  containing  l.o  per  cent  of  agar- 
Morishima  ,101S  also  described  a  >imiiar  method.  The  differentiation 
is  secured  in  about  the  same  way  as  with  Kligler's  methyl. 

Russell's  medium  may  be  used  to  p.vd  advantage  with  anv  of  the 
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above  methods  for  identifying  members  of  the  colon-typhoid  group. 
Russell  has  described  the  preparation  and  use  of  this  medium  in  the  fol- 
lowing manner: 

"  Enough  5  per  cent  aqueous  solution  of  litmus  (3  to  5  per  cent)  is 
added  to  plain  agar  (2  to  3  per  cent)  which  usually  has  a  reaction  of 
about  .8  per  cent  to  phenolphthalein,  to  give  it  a  distinct  purple  violet 
color,  the  amount  of  the  litmus  depending  on  the  original  color  of  the 
agar;  dark  requiring  more  than  light,  and  the  reaction  then  adjusted 
by  adding  sodium  hydrate  until  the  mixture  is  neutral  to  litmus.  Next, 
and  last,  1  per  cent  of  lactose  and  ^  of  1  per  cent  of  glucose  dissolved  in 
a  small  amount  of  hot  water  is  added  and  the  medium  tubed  for  slants. 
The  sterilization  is  done  in  the  Arnold  and,  because  of  the  danger  of 
breaking  down  the  lactose,  must  not  be  carried  too  far;  if  the  tubes  are 
packed  loosely  in  the  sterilizer  basket  to  allow  good  circulation  of  steam, 
ten  minutes  on  the  first  and  fifteen  on  the  second  day  has  been  time 
enough.  The  tubes  are  then  slanted  and  stored  in  small  quantities  in 
a  dark  place. 

"On  this  double  sugar  tube,  the  typhoid  bacillus  gives,  after  an 
incubation  period  of  from  eight  to  eighteen  hours,  an  extremely  char- 
acteristic appearance;  the  surface  growth  is  filiform  and  colorless,  the 
upper  part  of  the  tube  is  unchanged  in  color  but  the  lower  part,  the  butt, 
is  a  brilliant  uniform  red.  The  entire  point  of  the  medium  rests  upon 
the  difference  in  the  changes  produced  by  the  growth  of  the  typhoid 
bacillus  under  aerobic  and  under  the  imperfect  anaerobic  conditions 
found  in  the  butt  of  the  tube,  where  the  bacillus  obtains  its  oxygen  by 
breaking  down  the  glucose  with  the  liberation  of  considerable  acid;  on 
the  surface,  however,  in  the  presence  of  free  oxygen,  no  acid  is  formed. 

"  The  colon  bacillus,  which  is  often  slow  in  producing  acid  on  the 
Endo  plate,  shows  abundant  gas  and  acid  formation  on  this  medium. 
The  tube  is  reddened  throughout,  both  above  and  below,  and  since  the 
abundant  lactose  is  attacked  equally  with  the  glucose  there  is  exuberant 
gas  formation.  .  .  . 

"  The  bacillus  jecalis  alkaligenes  and  other  alkali  formers  leave 
the  medium  unchanged  or  slightly  bluer.  The  staphylococcus  reddens 
the  tube  above  but  leaves  it  blue  below;  the  streptococcus  intestinalis, 
when  it  grows  well,  gives  a  beaded  growth  and  reddens  the  tube  slightly 
throughout.  B.  subtilis,  which  is  commonly  found  in  feces,  usually 
leaves  the  medium  unchanged  but  may  redden  it  below  without  pro- 
ducing gas,  yet  the  heavy,  rough  surface  growth  suffices  for  its  differ- 
entiation. B.  pyocyaneus  gives  a  greenish  blue  surface  growth  and  leaves 
the  color  of  the  medium  unchanged.     B.  jj rote  us  produces  small  gas  bub- 
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bles  in  the  depth  and  reddens  and  then  decolorizes  (he  hutt  very  early, 
while  the  upper  part  of  the  tube  is  unchanged  except  for  the  spreading 
surface  growth. 

"  All  dysenteiy  bacilli  alter  the  medium  in  the  same  manner  te 
typhoid,  yet  the  quantity  of  acid  produced  is  small  and  the  reddening 
is  usually  confined  to  the  line  of  inoculation.  This  reaetioa  is  soch^ 
acteristic  that  we  use  this  medium  regularly  in  isolating  dysentery  bacilli; 
in  fact,  the  same  media  and  technique  are  used  for  both  typhoid  and 
dysentery. 

"  The  paratyphoids  leave  the  upper  part  of  the  medium  unchanged, 
the  surface  growth  is  like  typhoid  but  in  the  butt  of  the  tube  in  addit 
to  the  reddening  are  found  a  few  small  gas  bubbles.  The  only 
isms  which  may  simulate  the  paratyphoids  are  slow  colons  and  these 
must  be  thrown  out  by  agglutination  teste  and  further  observation  of 
the  sugar  tube." 

Kliglcr  (1917)  has  stated  that  by  adding  0.5  per  cent  of  basic  lead 
carbonate,  to  Russell's  medium,  a  good  differentiation  between  B.  para- 
typhi A  and  B.  paratyhpi  B  may  be  secured.  Krumwiede  and  Kohn 
(1917),  by  adding  1  per  cent  of  sucrose  to  Russell's  medium  found  lhat 
large  percentage  of  "  intermediates  "  giving  a  typical  paratyphi! 
reaction  could  be  excluded. 

Bacillus  Dysenteriffl.  This  organism  may  be  isolated  by  mean) 
of  Endo's  medium  plates.  It  grows  as  colorless  colonies  which 
distinguishes  it  from  other  bacteria.  After  the  use  of  Russell1 
medium,  agglutination  reactions  should  be  employed  to  confirm  the 
results. 

Agglutination.  The  serum  of  a  person  who  has  had  typhoid  fever 
or  has  been  immunized  against  this  disease  will  cause  the  agglulmalion 
of  the  typhoid  bacillus.  This  reaction  is  not  specific,  however,  unless 
high  enough  dilutions  are  used  to  prevent  the  agglutination  of  other 
members  of  the  colon-typhoid  group.  In  low  dilutions  of  serum  the 
reaction  is  not  specific  for  closely  related  bacteria.  Citron  (1014) 
reports  the  following  data  with  regard  to  a  strongly  agglut  inat  ing  typbfflj 
and  strongly  agglutinating  cholera  serum. 

Agglutination  Titre. 

Against  (yplioid 1-2000  1-10 

Against  paratyphoid 1-100  1-10 

Agaiiiat  B.coli.  1-25  1-10 

Against  uholera 1-10  1-3000 
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Macroscopic  Agglutination.  By  this  procedure  the  presence  of 
^utinins  is  demonstrated  without  the  use  of  a  microscope.  To  carry 
,  this  procedure,  a  series  of  small  tubes  are  necessary.  Mixtures  of 
biological  salt  solution,  a  twenty-four-hour  broth  culture  of  B.  typhi 
1  serum  are  used.  Dilutions  of  1-20,  1-40,  1-80  and  1-160  should  be 
pared.  These  may  be  secured  as  follows:  The  dilution  of  serum  1-10 
y  be  secured  by  drawing  the  serum  up  to  1.0  mark  on  the  white  blood 
puscle  pipette  and  then  filling  the  bulb  to  the  mark  with  sterile  salt 
ution  or  bouillon.  Transfer  1  c.c.  of  this  1-10  dilution  to  the  second 
t  tube  and  add  1  c.c.  of  the  twenty-four-hour  broth  culture.  This 
1  give  the  1-20  dilution.  The  other  dilutions  may  be  prepared  in 
5  same  way.  These  tubes  should  be  incubated  at  37°  C.  and  exam- 
d  |tt  frequent  intervals  for  the  presence  of  a  precipitate. 
Microscopic  Agglutination.  This  requires  the  use  of  a  microscope 
t  has  the  advantage  of  requiring  less  time.  The  same  dilutions 
Mild  be  prepared  as  were  mentioned  above  under  macroscopic  agglu- 
ation.  Instead  of  putting  them  into  small  test  tubes  hanging  drop 
Hints  are  made  which  are  examined  for  agglutination  after  thirty 
autes.  Agglutination  in  a  dilution  of  1  to  80  after  thirty  minutes 
istitutes  a  positive  reaction. 

Identification  of  Bacteria  by  Agglutination.  The  technique  is  essen- 
lly  the  same  as  for  the  detection  of  the  presence  of  agglutinins.  In 
s  case  the  bacteria  are  the  unknown  factors  while  the  serum  is  known 
be  specific  for  a  certain  organism.  The  bacterium  should  be  grown 
broth  for  twenty-four  hours  and  tested  against  dilutions  of  the  serum. 
Odes9  Method  for  the  Microscopic  Agglutination  of  Bacteria.  The 
thor  claims  that  the  method  is  easy,  rapid  and  requires  less  blood  than 
me  of  the  other  methods. 

1.  Draw  a  line  across  the  middle  of  two  slides  at  right  angles  to  their 
igaxes. 

2.  Spread  a  film  of  blood  to  be  examined  on  one-half  of  each  slide, 
d,  when  dry,  spread  film  of  blood  from  a  person  who  has  not  had 
phoid  fever  or  received  protective  inoculation  as  a  control  over  the 
her  half.     Dry  the  smears  carefully  over  a  flame. 

3.  By  means  of  a  platinum  needle  place  a  small  drop  of  an  emulsion 
killed  typhoid  bacilli  on  the  center  of  each  half  of  both  slides.  Run 
»  drop  well  over  the  smears  taking  care  not  to  pass  from  one-half  to 
»  other  without  sterilizing  the  needle. 

4.  On  one  slide  carefully  place  a  cover  glass  on  each  half  of  the  slide 
ing  care  that  they  are  well  separated  by  a  wax  pencil  mark. 

5.  Place  the  other  slide  on  a  wet  piece  of  blotting  paper  and  cover 
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with  a  Petri  dish  to  prevent  evaporation.  Allow  to  stand  for  fifteen  to 
twenty  minutes.  At  the  end  of  this  time,  stain  and  examine  for  dump- 
ing of  the  bacteria. 

Examine  both  slides  for  agglutination  of  the  bacteria. 

Isolation  of  Microspira  Cholera;  from  Water;  Metschnokoffs 
Method  after  Besson.  Prepare  a  series  of  flasks  and  add  200  c.c.  nf 
the  water  under  examination.     To  each  flask  add  the  following  solution; 

Water 50  c.c. 

Peptone 2  gms. 

Common  salt 2  gms. 

Gelatin 4  gma. 

Sodium  carbonate Sufficient  to  make  alkalin 

Sterilize  this  in  the  autoclave.  Then  add  150  c.c.  of  the  water  under 
examination  and  incubate  at  37°  C.  If  the  water  contains  niiawpiw 
a  thin  film  will  form  on  the  surface  in  about  eight  hours.  This  film 
should  then  be  examined  under  the  microscope  and  if  microspira  «s 
present  they  must  be  proven  to  be  the  pathogenic  Micro#]>ira  duhd 
Besson  gives  the  following  "  classical  characteristics  of  the  M.  cholera." 

1.  Characteristic  appearance  on  gelatin  plates  and  in  gelatin  stab. 

2.  The  presence  of  and  the  number  of  flagella. 

3.  The  nitroso-itidol  reaction  in  pepton  water. 

4.  Virulence  for  guinea  pigs. 

5.  The  immunity  reaction  (Pfeiffcr's  reaction). 

6.  Agglutination  by  unti-eholera  serum. 

The  agglutination  reaction  is  probably  the  most  reliable  since  this 
is  quite  specific.  Besson  mentions  that  the  other  characteristics  nf 
fficrospira  cholera  are  not  fixed  and  are  thus  of  little  use  in  identifyinf! 
a  suspected  organism. 

The  Cholera-red  Reaction.  This  is  a  reliable  test  for  the  diagnosis 
of  Microspira  cholera.  Not  many  other  organisms.  The  test  is  carried 
out  by  adding  a  little  sulphuric  acid  to  a  broth  culture  of  the  organism. 
A  red  color  results  due  to  the  presence  of  both  indol  and  nitrites  nfcw" 
are  formed  by  the  organism.  Some  care  must  be  used  in  cnntrollau; 
the  factors  involved  in  the  test.  The  pepton  must  be  proven  to  view 
the  test  when  a  known  organism  is  used.  The  cholera-red  test  '\&  ■ 
much  value  in  identifying  this  organism  in  water. 

Detection  and  Isolation  of  Bacillus  Anthracis  from  Water.  Pasted 
used  the  resistance  of  the  spores  as  a  means  nT  isolating  the  bacillus  from 
different,  substances.  Heat  a  small  quantity  of  the  water  in  a  water 
bath  for  twenty  minutes  at  80-85°  C.     At  the  cad  of  this  time,  make 
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;ar  plates  using  one  or  two  decimal  dilutions  and  incubate  at  20°  C. 
r  several  days.  All  suspicious  colonies  must  be  studied  morphologi- 
dly,  culturally  and  microscopically.  The  cultures  which  pass  through 
lis  treatment  should  be  injected  into  healthy  guinea  pigs.  Koch's 
ostulates  must  be  satisfied  before  the  suspicious  colonies  are  accepted 
$  anthrax. 

Bacillus  Tuberculosis.  The  search  for  this  organism  in  water  has 
Dt  been  carried  out  to  any  great  extent.  If  acid-fast  bacteria  are 
olated  from  water,  it  is  necessary  to  confirm  the  findings  by  animal 
ioc  ulation. 

Brown's  et  al.  Method.  Brown  and  his  collaborators  used  this 
lethod  to  detect  the  tubercle  bacillus  in  river  water.  Near  the  source 
f  pollution  (sewer  outlet)  large  bottles  of  water  were  collected.  Further 
own  the  stream  different  methods  were  used.  Cheesecloth  bags  were 
tretched  across  the  surface  of  the  stream  and  allowed  to  remain  in 
ration  from  one  to  two  hours,  after  which  they  were  put  into  pails 
nd  carried  to  the  laboratory.  According  to  this  method,  they  should 
tien  be  carefully  washed  with  sterile  water  and  the  wash  water  put 
lto  wide-mouth  bottles,  saturated  with  sodium  chloride  and  allowed 
3  stand  in  the  dark  for  several  hours;  at  the  end  of  this  time,  the 
aim  should  be  collected  and  transferred  to  50  c.c.  centrifuge  tubes, 
'en  c.c.  of  NaOH  are  added  to  each  tube  and  the  tube  incubated  for 
ne-half  hour.  Neutralize  the  contents  of  the  tube  with  NHC1,  cen- 
rifugalize,  and  study  the  sediment  microscopically,  inoculate  part  into 
gg  media  and  inject  part  into  guinea  pigs. 

Tracing  Pollution  in  Water  Courses.  Different  methods  have  been 
aed  and  also  different  materials  such  as,  sodium  chloride,  lithium  salts 
uorescin,  and  cultures  of  B.  prodigiosus. 

Salt  was  used  by  McCallie  (1904),  in  Georgia,  for  the  purpose  of 
emonstrating  the  effects  of  discharging  sewage  into  deep  wells.  A 
irge  amount  of  salt  was  put  into  a  124-ft.  drilled  well,  and  the  content 
f  chloride  in  the  water  of  the  surrounding  wells  was  determined. 
acreased  content  of  chloride  showed  that  there  was  underground  con- 
ection  between  the  wells  and  springs  in  the  vicinity. 

Dole  (1906)  summarized  his  investigations  on  the  use  of  fluorescein 
t  the  following  statements: 

1.  In  determining  the  sanitary  value  of  a  well  or  spring  it  is  more  important 

study  the  underground  flow  than  to  analyze  the  water  itself.     2.  Foreign  sub- 

inces  put  into  the  aquifer  and  traced  from  point  to  point  are  of  great  value  in 

s  study.     3.  With  the  fluoresco|>e  one  part  of  fluorescein  can  be  detected  in 

billion  parts  of  water.     4.  Fluorescein  is  a  particularly  valuable  flow  indi-. 
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eator  for  fissured  or  eavernized  rocks.  5.  It  is  also  available  in  gravels,  wfa*r« 
it  has  been  used  with  success.  6.  It  progresses  at  a  slightly  lower  rate  than  tie 
water  in  which  it  is  suspended.  7.  It  is  not  decolorized  by  passage  tlmiuidi 
sand,  gravel,  or  manure;  it  is  slightly  decomposed  by  calcareous  soils.  8.  His 
entirely  decolorized  by  peaty  formations  and  by  free  acids,  except  carbonic  acid. 

Trillat  (1899)  states  and  claims  that  fluorescein  can  be  detected 
in  dilutions  of  1  part  in  2,000,000,000,  but  that  before  the  dye  is  used  a 
study  of  the  soils  should  be  made  with  regard  to  the  presence  of  matters 
which  decompose  it.  Marboutin  (1901)  comes  to  somewhat  similar 
conclusions.  Martel  (19013)  shows  that  fluorescein  even  in  very  con- 
centrated solutions  decolorizes  rather  quickly  after  being  kept  in  the 
sunlight.  When  it  is  kept  in  complete  darkness,  which  would  be  the 
case  in  the  earth,  it.  did  not  change  even  after  long  periods. 

Gehrmann  (1913)  reports  that  Alba  Orlandi  and  Roudelli,  who  used 
a  suspension  of  B.  proitigiosus,  found  that  cultures  of  this  organism 
poured  on  the  ground  passed  through  soil  200  meters,  and  Pfulil  found 
that  it  took  the  same  organism  a  short  time  to  pass  through  24  ft.  of 
gravel.  Gehrmann  also  reports  a  place  at  which  wells  200  to  300  ft. 
deep  too  near  an  old  canal  were  subject  to  entrance  of  contaminated 
water;  no  experimental  data  are  given. 

Methods  of  Treatment 

After  attempting  to  use  a  great  many  different  compounds  and 
methods  the  use  of  calcium  hypochlorite  and  liquid  chlorine  is  well 
estabhshed. 

Traube  (1894)  proposed  the  addition  of  blenching  powder  to  water. 
Since  that  time  the  use  of  hypochlorite  has  greatly  extended  in  sanitation 
Water  to  which  this  compound  is  added  in  the  usual  amounts  is  qui"' 
harmless.  Professor  Hulctt,  testifying  in  the  Jersey  City  case,  that  in 
the  Jersey  City  water  to  which  had  been  added  10  lbs.  of  bleach  per 
million  gallons  of  water  he  was  unable  to  detect  the  presence  of  free 
chlorine.  Theoretically,  it  was  possible  for  free  chlorine  to  be  present 
to  the  extent  of  fi.4  parts  per  trillion.  It.  was  also  revealed  that  for  s 
person  to  get  a  medicinal  dose  such  as  given  in  typhoid  fever  it  wnuW 
be  necessary  to  drink  2,500,000  gals,  of  water  so  treated.  This,  with 
other  data,  indicates  that  there  can  be  little  objection  to  using  a  water 
which  has  received  the  usual  amount  of  calcium  hypochlorite.  The 
waterworks  officials  have  received  nil  kinds  of  objections  against  the  use 
of  this  chemical  for  water  treatment.  Some  even  claim  that  they  can- 
not raise  flowei'3  of  a  certain  tint  on  account  of  the  chlorine  in  the  water. 
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Others  have  claimed  that  it  was  impossible  to  make  tea  with  such 
irater. 

Advantages  and  Disadvantages  of  "  Bleach  "  in  Water  Treatment. 
These  have  been  given  as  follows  by  Johnson  (1910,  ±913): 

Advantages 

1.  Destruction  of  bacteria,  especially  intestinal  forms. 

2.  Reliability  of  chemical  and  ease  of  application. 

3.  Absence  of  poisonous  chemical  compounds  formed. 

4.  Cheap  cost  of  chemical. 

5.  Rapid  speed  of  reaction — no  storage  basins  required. 

6.  Saves  coagulating  chemicals. 

7.  Allows  mueh  higher  rate  of  filtration. 

8.  Reduces  clogging  of  filters  and  lengthens  the  runs. 

Disadvantages 

1.  Does  not  destroy  all  spore  forms. 

2.  Does  not  get  bacteria  inside  of  suspended  matter. 

3.  Does  not  remove  turbidity. 

4.  Does  not  take  color  out  or  remove  vegetable  stain. 

5.  Inability  to  remove  organic  matter. 

6.  Leaves  swampy  tastes  and  odors. 

7.  Does  not  soften  the  water.  Increases  the  hardness  slightly. 
Bleach  usually  contains  a  little  CaO  which  takes  out  some  CO2. 

8.  Care  must  be  used  to  allow  for  reducible  compounds  such  as 
nitrites  or  oxidizable  iron. 

The  quantity  of  "  hypo  "  to  add  to  a  water  places  the  sanitarian 
between  two  fires — tastes  in  the  filtered  or  final  product  and  destruc- 
tion of  the  pathogenic  bacteria.  The  absolute  amount  varies  greatly. 
The  bacteriological  analysis  together  with  turbidity  determinations 
•re  probably  the  best  indicators  to  tell  whether  the  amount  is  sufficient. 
This  must  be  determined  for  each  separate  water  supply.  Under 
ordinary  conditions  when  added  to  the  filtered  water  from  7-12  lbs.  per 
million  gallons  is  sufficient  for  disinfection.  This  will  give  from  .28 
to  .48  p.p.m.  of  available  chlorine  (based  on  30  per  cent  bleach).  Many 
factors  influence  the  amount  of  bleach  required  by  a  water  but  tur- 
bidity is  one  of  the  most  important  especially  when  this  is  largely 
organic  matter.  The  amount  of  bleach  added  to  a  water  supply  must, 
therefore,  vary  with  the  turbidity.    Where  storage  basins  are  used,  less 
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attention  lias  to  be  given  to  the  amount  of  bleach  bring  added  b 
one  important   function  of  storage,  as  Houston  has  pointed  out,  is 
equalization. 

For  a  time,  there  was  some  discussion  with  regard  to  whether  the 
bleach  should  be  added  to  the  raw  or  filtered  water.  At  present  it 
seems  to  be  the  consensus  of  opinion  that  it  should  lie  added  to  the 
filtered  water.     The  following  facta  bear  on  the  consideration: 

1.  When  it  is  added  to  the  raw  water,  a  greater  amount  is  required. 

2.  The  life  in  the  "  schmutzdecke  "  on  the  filter  may  1m?  destroyed. 

3.  Reactions  between  the  organic  matter  and  chlorine  may  yield 
compounds  imparting  a  bad  taste. 

4.  The  addition  to  the  filtered  water  is  easier  since  there  would  be 
no  cumulative  effect. 

The  method  of  adding  it  to  the  filtered  water  has  been  standardized. 
It  is  usually  mixed  to  a  thick  cream  and  later  diluted  with  water.  After 
settling,  it  is  fed  to  the  water  supply  through  standard  orifices  by  which 
the  amount  applied  is  regulated.  This  is  an  important  part  of  the  pro- 
cedure since  overdosing  must  be  avoided. 

Race  (1918)  has  shown  that  by  using  a  little  ammonia  along  with  tlie 
bleach,  (he  amount  of  the  bleach  may  be  materially  reduced.  He 
regards  tiie  possibility  of  chloramine  bring  formed  as  fairly  conchisrw 
On  Ottawa  River  water  at  flood  period,  when  the  water  contained 
from  500  to  1000  B.  coli  per  cubic  centimeter,  satisfactory  results  were 
obtained  with  0.60  p. p.m.  of  available  chlorine,  and  0.13  p. p.m.  of 
ammonia.  This  method  of  treatment  is  recommended  for  those  waters 
Where  the  margin  between  the  dose  required  for  satisfactory  treatment 
and  successful  purification  is  small.  It  is  well  known  among  certain 
practical  waterworks  men  that  such  is  often  the  case.  The  character  of 
the  raw  water  may  demand  an  amount  of  bleach  which  is  very  cW 
to  the  amount  which  may  be  tasted  in  the  water. 

The  question  of  tastes  has  caused  much  trouble  to  practical  water- 
works men.  Borne  of  the  essential  oils  excreted  by  microorganisms 
resemble  very  much  the  odor  of  chlorine.  This  has  caused  undue  Maine 
to  be  put  on  the  bleach.  Lederer  and  Baehmann  (1912)  found  that 
under  experimental  conditions  the  average  amount  of  available  chlorine 
that  could  be  detected  was  around  0.6  p. p.m.  while  0.5  p.p.ru.  could 
often  lie  detected.  Van  Brunt  placed  the  amount  that  could  be  tasted 
at  0.6  p.p.ru.  While  the  chemical  nature  of  these  compounds  which 
cause  tastes  in  water  treated  with  chlorine  has  not  been  carefully  inves- 
tigated, it  is  generally  admitted  that  they  may  be  related  to  the  ehlora- 


APPLICATION  OF  "  BLEACH  "  327 

Different  means  may  be  used  to  determine  the  amount  of  available 

chlorine  which  is  being  added  to  a  water  supply.    The  "  bleach  "  may 

be  analyzed  for  available  chlorine  to  determine  its  strength  in  per  cent . 

Calculations  may  then  be  made  to  find  how  much  should  be  added 

to  the  mixing  tanks.    Lewis  (1912)  reports  the  following  scheme  used 

at  Evanston,  111. : 

N  =  1So.  of  gallons  pumped  per  minute. 
1,000,000 


N 


=  A/,  or  number  of  minutes  to  pump  1,000,000  gals.; 

0= No.  of  pounds  of  "  hypo  "  to  be  added  to  each  1,000,000  gals, 
of  water. 

^7  =  P.  or  pounds  of  "  hypo  "  to  be  added  each  minute. 
M 

p 

-=  =  No.  of  gallons  of  liquid  to  be  added  per  minute. 


X= pounds  of     hypo  "  in  1  gal.  of  solution. 

Changes  in  the  rate  of  pumpage  demand  a  change  in  the  amount  of 
tamical  which  is  applied.  This  is  easily  accomplished  by  changing  the 
ue  of  the  orifice. 

If  the  strength  of  the  bleach  solution  is  determined  from  that  in  the 
orifice  box  the  following  scheme  will  indicate  how  much  is  being  applied 
to  the  water. 

BX70=p.p.m.  available  chlorine; 

ft=No.  of  cubic  centimeters  of  N/10  Na2S203  used  per  50  c.c. 
of  bleach  solution. 

Parts  per  million  of  available  chlorine  in  the  filtered  water  equals 

Gal.  bleach  solution  bed 


1  p.p.m.X 


Gallons  of  water  pumped' 


Analysis  of  the  dry  bleaching  powder  which  is  necessary  in  the  above 
Method,  is  accompanied  by  certain  errors.  To  obviate  these,  the  bleach 
dilution  may  be  mixed  in  the  usual  way  and  samples  removed  directly 
nom  the  orifice  box.  This  procedure  has  the  advantage  that  it  is  more 
irect — indicating  the  actual  amount  of  available  chlorine  which  is 
fag  applied  to  the  water.     The  following  calculations  may  be  used: 
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Evaluation  of  Bleachino  Powder 

Available  Chlorine.  Weigh  7.09  eras,  of  the  sample  from  a  weighi 
bottle  into  a  mortar.  Add  water  and  rub  into  a  smooth  cream.  A 
more  water,  and  after  settling,  decant  the  clear  liquid  into  a  liter  flsi 
Add  more  water,  grind  and  decant  until  all  of  the  powder  has  bt 
transferred  to  the  flask.  Dilute  to  the  mark.  Aliquot  portions  of  t 
may  be  removed  for  analysis  but  in  each  case  the  flask  should  be  th 
oughly  shaken. 

Great  care  must  be  exercised  in  the  sampling  of  bleach.  It  rapii 
decomposes  in  the  presence  of  air.  Very  often  samples  taken  from  1 
center  of  a  carboy  will  contain  a  larger  amount  of  available  chlor 
than  a  sample  which  is  removed  from  the  surface. 

A .  Thiosulphate  Method. 
Solution  required: 

1.  N/10  sodium  thiosulphate  (Na2S203). 

Dissolve  24.83  gms.  of  sodium  thiosulphate  in  1  liter  of  boiled,  coo 
distilled  water.  Boiling  the  distilled  water  decreases  the  error  cam 
by  the  presence  of  CO2.  The  solution  may  be  checked  against  standi 
iodine  solution.     It  keeps  very  well  on  standing. 

2.  Starch  solution. 

Rub  a  gram  of  starch  to  a  smooth  paste  and  pour  into  boiling  wa 
with  constant  stirring.  Decant  after  settling  into  test  tubes  putti 
about  5  e.c.  into  each  tube.     Plug  and  sterilize  in  the  autoclave. 

3.  Potassium  iodide. 

Dissolve  25  gms.  irotassium  iodide  in  500  c.c.  of  distilled  water. 

Procedure.  Transfer  50  c.c.  of  the  bleach  solution  (either  that  pi 
pared  from  the  powder  or  that  from  the  orifice  box)  to  an  Erlenmej 
flask  by  means  of  a  pipette.  Dilute  with  .50  C-C.  distilled  water,  * 
10  c.c.  of  the  potassium  iodide  solution,  a  little  acetic  acid  and  titra 
with  the  N/10  Na^SzOa  until  a  faint  yellow  color  remains.  Add  1  c. 
of  the  sterile  starch  solution  and  continue  addition  of  N/10  NajSjf 
until  the  blue  color  is  discharged.  The  number  of  cubic  centimetere 
N/10  sodium  thiosulphate  used  is  equivalent  to  percentage  of  availat 
chlorine  in  the  sample. 

1  c.c.  N/10  NaaSsOs-. 003545  gm.  chlorine. 

1  c.c.  N/10  Na;S203—  1  per  cent  available  chlorine. 

B.  Arsenious  Acid  Method. 
Solutions  required: 

1.  N/10  arsenious  acid-  Transfer  4.95  gms.  of  pure  arsenious  a 
to  a  beaker,  add  water  and   107  gms.  of    NaaHPO-t—  12H20.     f 
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and  beat  until  all  of  the  arsenious  acid  is  in  solution.  Cool  and  make 
up  to  1  liter  with  distilled  water. 

2.  Iodized  starch  paper. 

Dip  pieces  of  filter  or  other  bibulous  paper  into  a  starch  solution 
attaining  a  very  small  amount  of  potassium  iodide.  Moisten  when 
ring. 

Procedure.  Transfer  50  c.c.  of  the  bleach  solution  (either  that  pre- 
lared  from  the  powder  or  that  taken  from  the  orifice  box)  to  an  Erlen- 
aeyer  flask.  Add  very  slowly  the  N/10  arsenious  acid  solution  until  a 
bop  of  the  solution  causes  no  dark  coloration  on  the  moist  iodized 
tarch  paper.  The  number  of  cubic  centimeters  of  arsenious  acid 
dution  used  is  equivalent  to  the  percentage  of  available  chlorine  in  the 
leach. 

1  c.c.  N/10  arsenious  acid  =  .003545  gram  cl. 

The  computation  to  determine  how  much  available  chlorine  may 
e  made  as  follows:  Take  50  c.c.  of  bleach  solution  from  the  orifice  box 
nd  titrate  with  N/10  Na2S2C>3.  One  c.c.  of  this  is  equivalent  to 
.003545  gm.  chlorine.  If  the  50  c.c.  of  bleach  solution  requires  30  c.c. 
f  N/10  Na2S203  then  30X0.003545X20=2.127  gms.  chlorine  per  liter. 

One  liter=1000  gms.,  then  the  solution  contains  .2127  per  cent 
vailable  chlorine.  A  cubic  foot  of  the  solution  weighs  about  28,320 
ps.  In  this  case  then  1  cu.  ft.  of  the  solution  will  contain  59.094 
pis.  of  available  chlorine. 

Examination  of  Water  for  Available  Chlorine.  The  Committee  on 
he  Analysis  of  Water  and  Sewage  of  the  American  Public  Health  Asso- 
iation  recommended  the  following  procedure.  This  has  not  been 
icoepted  by  the  Canadian  Public  Health  Association.  They  have 
ecommended  that  it  be  eliminated  from  standard  methods.  (Amer. 
tar.  Pub.  Health  8.  (1918)  320.) 

In  waters  that  have  been  treated  with  calcium  hypochlorite  or  liquid  chlorine 
» is  frequently  advisable  to  ascertain  the  presence  or  absence  of  available 
Uorine.  As  the  reagents  which  have  been  proposed  for  its  detection  are  not 
pecific  for  chlorine  but  give  similar  or  identical  reactions  with  oxidizing  agents 
r  reducible  substances,  care  must  be  exercised  in  interpreting  the  results  of  such 
sets;  nitrites  and  ferric  salts  are  of  common  occurrence,  and  chlorates  also  may 
ad  to  misinterpretation  in  waters  treated  with  calcium  hypochlorite. 

Reagents. — 1.  Tolidin  solution.  One  gram  of  o-tolidin,  purified  by  being 
crystallized  from  aclohol,  is  dissolved  in  1  liter  of  10  per  cent  hydrochloric 
id. 

2.  Copper  sulphate  solution.  Dissolve  1.5  gms.  of  copper  sulphate  and  1  c.c. 
concentrated  sulphuric  acid  in  distilled  water  and  dilute  the  solution  to  200  c.c. 
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3.  Potassium  bichromate  solution.  Dissolve  0.025  gm.  of  poUnhn 
bichromate  and  0.1  c.c.  of  concentrated  sulphuric  acid  in  distilled  water  ud 
dilute  the  solution  to  200  c.c. 

Procedure. — Mix  1  c.c.  of  the  tolidin  reagent  with  50  c.c.  of  the  sample  it 
a  Ncsslcr  tube  and  allow  the  solution  to  stand  at  least  five  minutes.  Sml 
amounts  of  free  chlorine  give  a  yellow  and  larger  amounts  a  yellow-green  coin. 

For  quantitative  determination,  comparison  of  the  color  is  made  with  tint 
of  standards  in  similar  tubes  prepared  from  the  solutions  of  copper  sulphate  ud 
]X)tassium  bichromate.  The  amounts  of  solution  for  various  standards  are 
indicated  in  Table  XXVIII. 

Concentrations  greater  than  0.10  part  per  million  of  chlorine  require  use  of  a 
stronger  bichromate  solution,  containing  0.25  gm.  of  potassium  bichromate  and 
1  c.c.  of  concentrated  sulphuric  acid  dissolved  in  distilled  water  and  diluted  to 
200  c.c.  The  proper  amounts  of  solution  for  stronger  permanent  standards  are 
given  in  Table  XXVIII. 


Table  XXVTII 

PREPARATION  OF  PERMANENT  CHLORINE  STANDARDS  FOR  LOW 

CHLORINE  CONTENT 


Value  in  Chlorine. 


Parts  per  million 
0.01 
.  02 
.03 
.04 
.0f> 
.(Mi 
.07 
.OX 
.00 
.1 


Copier  Sulphate 
Solution. 

Potassium  Bichrom- 
ate Solution. 

C.C. 

C.C. 

0.0 

0.8 

.0 

2.1 

.0 

3.2 

.0 

4.3 

.4 

5.5 

.8 

0.0 

1.2 

.7 . 5 

1.5 

8.7 

1.7 

9.0 

1.8 

10.0 

Dissolved  Oxyoex 

Reagents. — 1.  Sulphuric  acid.     Concentrated  (sp.  gr.,  1.83-1.84). 

2.  Potassium  iCTinuiiganate.     Dissolve  0.32  gins,  of  the  salt  in  water  and 
vlilute  the  solution  to  1  liter. 

3.  Potassium  oxalate.     A  2  |x»r  cent  solution. 

4.  Manganous  sulphate.     Dissolve  480  gms.  of  the  salt  in  water  and  dilute 
the  solution  to  1  liter. 

5.  Alkaline  ixrtassium  iodide.     Dissolve  700  gms.  of  potassium  hydroxide 
and  150  gins,  of  potassium  iodide  in  water  and  dilute  the  solution  tol  liter. 

6.  Hydrochloric  acid.    Concentrated  (sp.  gr.  1.1S-1.19). 
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7.  Sodium  thiosulphate.  A  N/40  solution.  Dissolve  6.2  gms.  of  chemically 
Hire  recrystallized  sodium  thiosulphate  in  water  and  dilute  the  solution  to  1  liter 
rith  distilled  water.  Each  cubic  centimeter  is  equivalent  to  0.2  mg.  of  oxygen 
r  to  0.1395  c.c.  of  oxygen  at  0°  C.  and  760  mm.  pressure.  Inasmuch  as  this 
dution  is  not  permanent  it  should  be  standardized  occasionally  against  N/40 
riution  of  potassium  bichromate.  The  keeping  qualities  of  the  thiosulphate 
>lution  are  improved  by  adding  to  each  liter  5  c.c.  of  chloroform  and  1.5  gms. 
f  ammonium. 


» 

Table  XXIX 

[ON  OF  PERMANENT  STANDARDS  FOR  HIGH 

CONTENT 

Value  in  Chlorine. 

Copper  Sulphate 
Solution. 

Stronger  Potassium 
Bichromate  Solution. 

Paris  per  million 

C.C. 

C.C. 

0.10 

1.8 

1.0 

.20  . 

1.9 

2.0 

.30 

1.9 

3.0 

40 

2.0 

3.8 

.50 

2.0 

4.5 

.60 

2.0 

5.1 

.70 

2.0 

5.8 

.80 

2.0 

6.3 

.90 

2.0 

6.7 

1.0 

2.0 

7.2 

2.0 

2.0 

12.0 

3.0 

2.0 

21.0 

4.0 

2.0 

30.0 

5.0 

2.0 

39.0. 

6.0 

2.0 

46.0 

7.0 

2.0 

56.0 

8.0 

2.0 

63.0 

9.0 

2.0 

70.0 

10.0 

2.0 

75.0 

Liquid  Chlorine.  To  some  extent,  this  chemical  has  replaced  cal- 
cium hypochlorite  in  water  treatment.  It  has  certain  distinct  advan- 
tages over  "  bleach  "  as  has  been  outlined  by  Dutton  (1917)  and  Jen- 
nings (1915)  as  follows: 

1.  A  more  accurate  means  of  control. 

2.  An  elimination  of  dirt  and  the  odor  of  chlorine. 

3.  An  appreciable  decrease  in  labor. 

4.  A  means  of  storing  the  chemical  so  as  to  eliminate  any  decrease  in 
strength. 
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5.  An  elimination  of  chlorine  taste  in  the  treated  water  which  is  ^° 
often  found  where  hypochlorite  is  used. 

fi.  A  decrease  in  the  cost  of  the  chemical  requited. 

7.  The  change  in  the  rate  of  application  is  quickly  and  more  easily 
accomplished. 
'  8.  Absorption  of  the  gas  is  more  rapid. 


Fig.  61. — Automatic  Control  Ohlorinatnr.     (Wnllarp-Tiernnn  Co.) 

Duttoti  (1917)  reported  that  with  hypochlorite  at  7  cents  per 
pound  and  liquid  chlorine  at  20  cents,  it  would  cost  $1.07  to  treat  a 
million  gallons  of  water  with  bleach  and  28  cents  to  use  liquid  chlorine. 
With  such  data  at  hand,  it  is  evident  that  the  liquid  chlorine  is  the 
more  efficient  chemical  to  use. 

The  advantages  of  softening  a  water  supply  with  lime  are  becoming 
more  and  more  apparent.  Houston  has  shown  that  lime  is  a  bac- 
tericidal agent  and  he  proposed  the  addition  of  this  chemical  for  ster- 
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iliiation.  Experiments  on  the  raw  Thames  river  water  showed  that 
B.coli  were  killed  in  from  5  to  24  hours  in  a  concentration  of  1  to  5000. 
Hoover  and  Pcott  (1914)  claim  that  if  enough  lime  is  added  to  the  water 
to  absorb  the  free  and  half-bound  carbonic  acid  and  the  precipitate  the 
magnesium,  H.  colon  and  B.  typhi  are  killed  in  48  hours  after  being  so 


Fid-  tii .-Automatic  Control  Chli.riiuUor  Direct  Feed.     (Wall. 


treated,  if  the  water  does  not  contain  large  quantities  of  organic  matter. 
An  effective  bactericidal  action  when  the  lime  was  added  in  from  J  to 
1  part  per  million  in  excess  of  that  which  is  needed  to  reduce  the  tem- 
porary hardness.  Intestinal  bacteria  will  not  live  in  a  water  containing 
no  free  or  half-bound  carbonic  acid.  When  a  lime-softened  water  ia 
inoculated  with  typhoid  bacteria  or  crude  sewage,  it  soon  becomes  bac- 
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teria  free.  These  authors  further  state  that  the  action  is  selective 
that  certain  harmless  bacteria  grow  in  this  water.  Table  XXX  will  sh« 
some  of  the  results  secured  by  Hoover  and  Scott.     Haller  (1914)  co 


Fio.  63. — Automatic  Control  Chlorinator,  Direct  Food,  Type  B,  Vcoturi  0|K,rat', 
(Wallacc-Tieruan  Co.) 

firms  the  statements  of  Hoover  and  Scott  and  also  maintains  thai  inte 
final  bar.teria  cannot  live  in  a  water  from  which  the  COa  has  bo 
removed.  He  regards  water  which  has  been  treated  with  calcium  oxi 
safe  for  consumption  very  soon  even  though  it  was  previously  eontai 
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inated  with  typhoid  bacilli.  Watt  (1913)  reported  that  three  weeks' 
treatment  of  river  water  with  three  parts  of  lime  per  100,000  reduced  the 
number  of  B.  coli  and  gave  generally  satisfactory  results  with  the  excep- 
tion of  a  slight  coloring  and  increased  alkalinity.  This  investigator 
recommends  the  "  excess  lime  method  "  as  satisfactory  for  epidemics  of 
typhoid  fever  where  it  is  necessary  to  quickly  improve  the  water  supply. 

Table  XXX 

CHEMICAL  ANALYSIS  IN  PARTS  PER  MILLION  WITH  THE  ACTION 
OF  LIME-TREATED  WATER  ON  TYPHOID  BACTERIA 

(Hoover  and  Scott,  1914) 


Total 
Alkalinity. 

Bicarbonate 
Alkalinity. 

• 

Normal 
Carbonate 
Alkalinity. 

Excess 

Lime 

Caustic 

Alkalinity. 

Bacterial  Analysis  of 

Oct.,  1912. 

Softened 

Wuter 

Control. 

Softened  Water  Inocu- 
lated with  Typhoid 
Bacilli. 

Initially. 

After 
24  Hours. 

20 

47 

5 

42    " 

0 

0 

180 

0 

21 

52 

8 

44 

0 

0 

20 

0 

23 

59 

7 

52 

0 

0 

50 

6 

24 

58 

12 

46 

0 

0 

165 

2 

25 

64 

8 

56 

0 

0 

390 

0 

25 

58 

2 

56 

0 

0 

360 

1 

26 

50 

2 

48 

0 

14 

3600 

1 

28 

46 

0 

42 

4 

0 

300 

0 

29 

48 

0 

48 

0 

1 

3600 

0 

Bacteriology  of  Ice 

The  harvesting  of  natural  ice  and  the  manufacture  of  artificial  ice 
have  become  well-established  industries.  The  growth  of  large  metro- 
politan centers  which  are  well  removed  from  the  source  of  food  supplies 
and  rural  districts,  have  made  these  industries  important  ones. 

Kinds  of  Ice.  There  are  two  kinds  of  ice,  artificial  and  natural. 
Natural  ice  is  secured,  in  the  northern  climates,  from  natural  bodies  of 
water.  It  is  cut  into  blocks  which  are  convenient  for  handling  and 
delivered  to  the  consumer  after  storage.  Such  ice  may  be  contaminated 
either  from  being  taken  from  too  badly  polluted  bodies  of  water  or  by 
being  handled  in  an  unsanitary  manner. 

Artificial  ice  is  produced  mostly  by  the  can  method.  These  are 
usually  about  the   size  of  an  ordinary  cake  and,  before  freezing  are 
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filled  with  distilled  water;  if  ordinary  water  with  a  high  mineral  content 
is  used,  the  cake  of  ice,  after  it  has  been  frozen,  will  have  a  white  core 
through  the  center.  This  is  formed  from  the  dissolved  and  suspended 
matter  and  will  also  contain  the  bacteria  which  were  present  in  the 
original  water. 

Properties  of  Ice.  Ice  is  crystallized  water  which  is  made  to  form 
by  the  removal  of  heat.  The  temperature  at  which  this  change  from 
the  liquid  to  the  solid  phase  takes  place  is  dependent  upon  a  number 
of  different  factors.  The  presence  of  dissolved  air,  inorganic  salt* 
pressure,  etc.,  are  all  concerned.  It  is  well  known  that  salt  water 
freezes  at  a  lower  temperature  than  pure  water.  During  the  freering 
process,  the  water  contracts  until  it  reaches  4°  C.  when  it  begins  to 
expand  and  becomes  lighter  than  water.  Since  the  formation  of  ice  is  a 
process  of  crystallization,  it  naturally  follows  the  laws  of  crystallization. 
Substances  which  crystallize  from  solution  tend  to  come  out  in  the  pure 
state.  The  chemist  uses  this  method  for  purifying  his  reagents.  The 
foreign  matter  is  excluded  unless  a  small  amount  may  be  occluded 
during  the  process  between  the  crystals.  The  same  thing  takes  place 
when  water  crystallizes.  The  bacteria  and  suspended  matter  are 
forced  out  and  do  not  appear  in  the  ice.  Ice  made  from  dirty  water  by 
the  can  method  usually  shows  the  dirt  in  a  core.  This  will  be  found 
to  contain  many  bacteria;  more  are  found  in  this  core  than  in  the  ice 
at  the  surfaces  of  the  can. 

Bacteriology  of  Ice.  Ice  does  not  furnish  the  essentials  of  a  good 
medium  and  consequently  there  is  no  multiplication  of  bacteria.  The 
question  resolves  itself  into  determining  how  many  bacteria  may  sur- 
vive in  such  an  environment.  The  following  causes  contribute  to  the 
inhibitory  action  on  bacteria: 

1.  Temperature. 

2.  Lack  of  oxygen. 

3.  Absence  of  moisture. 

The  longevity  of  bacteria  in  ice  has  received  some  attention  from 
bacteriologists  and  sanitarians.  Frankland  (1894)  reports  some  data 
which  were  secured  by  Prudden.  Culture  of  Bacillus  prodigitm*. 
Bacillus  proteus  vulgaris,  Staphylococcus  pyogenes  aureus  a  fluorescent 
bacillus  and  Bacillus  typhosus  were  put  into  samples  of  water  and 
exposed  to  temperatures  of  from  14°  to  30°  F.  for  103  days.  Bacillus 
prodigiosus  decreased  from  6300  in  4  days  to  3000;  in  37  days  the  number 
went  to  22  and  after  51  days  all  of  the  cells  had  died.  Bacillus  proteus 
vulgaris  disappeared  in  51  days.    At  the  end  of  11  days  there  were 
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1,000,000  cells  of  Bacillns  typhosus  and  7000  after  103  days.  Alternate 
freezing  and  thawing  were  very  detrimental  to  bacteria.  Experiments 
with  anthrax  vegetative  and  spore  cells  indicated  that  the  spores  resitted 
for  some  time  while  the  vegetative  cells  were  rather  quickly  destroyed. 
The  cholera  vibrio  is  reported  to  have  been  destroyed  in  from  6  to  10 
days. 

Table  XXXII 

SHOWING    DURATION   OF   LIFE   OP   TYPHOID   BACILLI  AND  COLON' 

BACILLI   IN   ICE  REIT  JN   A  SHED   IN    WINTER  WEATHER 


Ttmioid  Bacilli.                         Colon  Bacilli. 

Nui.ilipr  ol 

bSSL 

Living. 

Number  ol 
C'.jI *:..  111. 

in  I«. 

'214,000,000 

145,000 

64,000 

220 

0 

100 
.067 
.025 
.0001 

0 

7.000,000 
5,000,000 
1,020,000 

10,700 

1,950 

0 

3  0 

1  85 

38 

0039 

00072 

Rcudigcr  (1911)  gives  in  Table  XXXII  data  secured  by  him  on  B. 
coli  and  B.  typhosus.  From  this  it  will  be  seen  that  99.9  per  cent  of 
the  B.  typhi  die  during  the  first  eight  days.  Park  also  found  similar  data. 
Jordan,  Russell,  and  Zcit  (1904)  found  thai  in  filtered  water  B.  typki 
died  rapidly.  Two  organisms  were  found  after  the  first  day  and  none 
later.  Hilliard  et  al.  (1915)  reported  that  99  per  cent  of  B.  coli  were 
destroyed  by  freezing  in  tap  water -for  three  hours.  B.  snbtil.is  showed 
a  less  uniform  reaction.  No  apparent  difference  was  noticed  by  these 
investigators  between  alternate  freezing  and  continued  freezing.  Cream 
with  30  per  cent  of  milk  fat  afforded  a  decided  protection  to  the  bacteria. 

Ice  and  Typhoid  Fever.  The  general  consensus  of  opinion  among 
sanitarians  is  that  ice  is  not  an  important  epidemiological  factor  in  the 
spread  of  typhoid  fever.  Hutchins  and  Wheeler  (1903)  reported  an  ice- 
burne  epidemic  of  typhoid  fever  but  Hill  (1910)  believes  their  evidence  to 
be  inconclusive.  He  mentions  the  following  characteristics  of  ice- 
borne  epidemics  of  typhoid  fever: 

1.  They  should  occur  before  June. 

2.  Bulk  of  the  cases  should  be  on  one  iceman's  route. 
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3.  Ice  should  have  come  from  grossly  polluted  sources. 

4.  It  should  be  young  ice — recently  frozen. 

5.  Cases  should  develop  among  ice-water  drinkers  chiefly. 

6.  Ice  should  have  been  placed  in  and  not  around  the  water. 
Hill  further  states:  "  Ice,  were  it  equally  subject  to  contamination  as 
Water  and  without  natural  purification  processes,  could  not,  on  account 
of  its  relative  small  use,  constitute  a  factor  accounting  for  over  {  of  1 
per  cent  of  water-borne  typhoid  (which,  of  course,  would  be  a  much 
•mailer  proportion  of  the  total  typhoid  of  the  country)  even  if  its  use 
Were  as  general  as  the  use  of  water." 

Jordan  (1911)  states,  "There  has  never  been  much  danger  from 
the  use  of  impure  ice;  there  need  be  none.  Certified  ice  of  a  purity 
fceyond  reproach  can  be  much  more  readily  attained  under  existing 
Conditions  than  pure  water,  and  very  much  more  readily  than  pure 
tnilk."  About  the  same  opinion  has  been  expressed  by  other  sani- 
tarians. Bartow  (1916)  has  stated,  "  Nature  certainly  does  her  share 
toward  a  pure  natural  ice.  If  reasonable  precautions  are  taken  so 
that  no  ice  is  taken  from  grossly  polluted  ponds  or  rivers  and  the 
Surface  of  the  ice  is  protected,  there  need  be  no  difficulty  in  placing  a 
pure  ice  on  the  market." 

Methods  for  the  Bacterial  Examination  of  Ice.  After  the  ice  has 
ieen  sampled  and  the  sample  is  melted,  the  methods  of  analysis,  chem- 
cal  and  bacterial  are  no  different  than  those  used  in  water  analysis. 
lie  sampling  of  the  ice  for  the  bacteriological  analysis  does,  however, 
squire  some  special  attention.  Care  must  be  exercised  to  secure  a 
imple  which  is  not  contaminated.  This  may  be  accomplished  in  dif- 
rent  ways.  The  block  of  ice  should  be  carefully  cleaned  and  washed 
ith  distilled  water.  Then,  it  should  be  copiously  rinsed  with  sterile 
stilled  water.  After  this  it  should  be  split  if  it  is  a  Urge  block  and 
aaJl  pieces  chipped  off  and  transferred  to  sterile  containers  by  means 
sterile  instruments.  If  this  is  carefully  carried  out  no  contamina- 
>n  will  result.  The  block  may  also  be  bored  out  with  a  sterile  auger 
id  the  shavings  collected  in  a  sterile  bottle.  Greenfield  (1916)  has 
scribed  an  instrument  for  sampling  ice.  It  is  constructed  after  the 
eese  sampler. 

Self  Purification  of  Streams 

This  is  a  subject  which  is  becoming  more  and  more  important  as 
ipulation  increases.  It  is  very  closely  related  to  the  disposal  of 
wage   by  dilution.     Directly  it  may  concern  the  viability  of  pat  ho- 
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genie  bacteria  in  water  but  indirectly  it  is  concerned  with  niusaneei 
which  almost  certainly  result  when  a  stream  is  made  to  cany  too  muck 
waste  matter.  In  America  the  question  is  being  given  some  official 
attention  by  the  Federal  government  and  most  States  have  statute! 
governing  the  pollution  of  streams.  These  have  been  reviewed  by 
Montgomery  and  Phelps  (1917).  The  United  States  Public  Health 
Service  has  investigated  the  pollution  and  sanitary  conditions  of 
the  Potomac  watershed  and  a  very  complete  report  has  been  prepared 
by  Cumming  (1916).  In  this  interesting  sanitary  survey  it  was  found 
that  the  Potomac  River  "  even  during  the  period  of  lowest  stream  flow 
the  river  in  the  area  of  heaviest  pollution  .  .  .  has,  at  all  times,  suffi- 
cient oxygen  available  for  the  sewage  nqw  discharged  into  the  river  and 
enough  to  take  care  of  that  which  will  probably  be  added  for  several 
years  to  come."  Investigations  are  also  being  conducted  on  the  Ohio 
river  but  the  results  are  not  available. 

Table  XXXIII 

SHOWING  THE  EXTENT  OF  SELF  PURIFICATION  IN  THE  ILLINOIS 

RIVER 

(After  Jordan,  1900) 


Collecting  Stations. 


Distance  from 
Bridgeport. 


Hridgej)ort,  Illinois 

Lockport 

Desplaines  R.  at  Lockport. .  . 

Joliet 

Kankakee  River 

Morris 

Ottawa 

Fox  River  at  Ottawa 

Big  Vermillion  at  LaSalle. .  . 

LaSalle 

Henry 

Avery  ville 

Wesley  City 

Pckin 

Havana 

Beardstown 

Kempsville 

Grafton 

Mississippi  River  at.  Grafton 


0 
29 


33 


57 
81 


95 
123 
159 
165 
175 
199 
231 
288 
318 


Chlorine, 
P. p.m. 


Bacteria. 


1,245,000 

650,000 

9,180 

486,000 

5,000 

439,000 

27,400 

6,510 

7,970 

16,300 

11,200 

3,660 

758,000 

492,000 

16,800 

14,000 

4,800 

10,200 

7,600 


Number  of 
Analyse*- 

19 

30 

28 

28 

28 

26 

26 

29 

30 

31 

29 

30 

22 

29 

26 

26 

19 

28 

29 


One  of  the  most  instructive  cases  of  stream  pollution  is  that  of  the 
Illinois  River,  which  is  made  to  carry  the  sewage  of  Chicago.    The  facta 
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3  were  brought  out  when  the  State  of  Missouri  and  the  city  of 
tried  to  secure  an  injunction  against  the  Sanitary  District  of 


Chicago  Drainage  Canal  and  the  Illinois  River  Basin.     (From  Kinnicut, 
nslow  and  Pratt's  Sewage  Disposal,  John  Wiley  and  Sons,  Inc.) 
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Chicago  to  prevent  the  pollution  of  (his  river.     It  was  argued  that  the 
water  supply  of  St.  Louis  was  endangered.    The  testimony  heard  m 
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this  case  has  been  summarized  by  Leigh  tun  ( l!H)7).  Both  sides  of  lb6 
case  presented  some  veiy  interesting  opinions  and  data.  Jordan  (1900) 
who  did  valuable  work  for  the  defendants  reported  some  of  bis  data  i> 
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•separate  publication.  Table  XXXIII  is  taken  from  that  paper.  It  will 
fee  seen  from  this  table  that  there  is  a  steady  decrease  in  the  chlorine 
content  of  the  water  and  also  in  the  bacteria  content.  The  rise  in  the 
eount  at  Wesley  City  may  be  explained  by  the  fact  that  at  Peoria  large 
imounts  of  distillery  slops  and  animal  refuse  were  dumped  into  the 
river.  These  would  have  a  greater  effect  on  the  bacteria  count  than  on 
the  chlorine.  Dissolved  oxygen  studies  have  been  carried  out  by  the 
Illinois  State  Water  Survey,  some  of  the  data  of  which  are  presented 
n  Fig.  65.  From  these  data,  it  will  be  seen  that  there  is  evident  puri- 
ication  in  the  Illinois  River. 

Pathogenic  Bacteria  in  River  Water.  There  are  many  data  available 
n  the  literature  but  in  looking  it  over  one  is  impressed  with  the  diversity 
f  opinion.  Much  of  this  disagreement  may  probably  be  explained  by  the 
ifferent  conditions  under  which  each  of  the  investigators  worked.  It  is 
vident  that  the  factors  in  the  environment  influence,  to  a  certain  extent, 
lie  longevity  of  bacteria  in  nature.  These  factors  will  not  be  taken  up 
ere,  but  those  who  are  interested  will  find  discussions  in  texts  on  water 
scteriology.  From  the  evidence  which  was  presented  in  the  Illinois  River 
tte,  we  know  that  the  typhoid  bacilli  die  rather  rapidly  in  nature.  Prob- 
Hy  after  three  or  four  weeks  the  water  which  contained  them  would  be 
ife.  Jordan,  Russell  and  Zeit  (1904)  studied  this  question  in  both  pure 
id  polluted  waters  and  their  data  are  taken  as  the  bases  upon  which 
it  present  knowledge  rests.  They  suspended  the  bacteria  in  collodion 
tcs  in  both  pure  and  polluted  waters.  In  pure  Lake  Michigan  water, 
ie  bacilli  did*  not  die  out  until  after  a  week,  but  three  days  seemed 
>  be  the  limit  for  the  polluted  Chicago  Drainage  Canal  water.  In 
W6  Russell  and  Fuller  confirmed  these  results  using  pure  Lake  Men- 
3ta  water  and  sewage  as  the  substrates.  In  this  experiment  the  bacilli 
ired  for  about  ten  days  in  Lake  Mendota  water  and  three  days  in  sew- 
£.  Houston  has  studied  this  question  in  England.  He  points  out 
at  1  c.c.  samples  were  used  by  the  American  workers  in  mast  of  the 
868,  and  from  these  small  samples  conclusions  were  drawn  with  regard 
the  longevity  of  B.  typhi.  When  no  organisms  were  found  in  1  c.c. 
mples,  it  was  stated  that  the  organism  had  died  out.  Probably 
nerican  bacteriologists  have  been  too  much  accustomed  to  use  small 
lounts  of  water  in  analytical  work.  Houston  carried  on  experiments 
ng  Thames,  Lee  and  New  River  waters,  using  1()0  c.c.  quantities  of 
i  water  as  the  maximum  amounts  examined.  For  100  c.c.  quantities 
»ighteen  experiments,  it  required  nine  weeks  for  the  total  disappear- 
e  of  B.  typhi.  Ninety-nine  per  cent  of  them  disappeared  in  one  week 
ler   laboratory  conditions  of  the  experiment.     The  above  data  of 
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both  American  and  English  bacteriologists  point  out  the  value  o 
storage.  The  rate  of  death  of  B.  typhi  and  B.  coli  in  pure  natural 
water  has  been  reported  by  Rahn  and  Hinds  (1914)  to  follow  the  mono- 
molecular  law.  Under  these  conditions  the  rate  increased  with  the 
temperature.  Oxygen  was  found  to  \te  harmful  to  B.  coli  but  bene- 
ficial to  B.  typhi. 

The  viability  of  Microspira  cholera  has  also  been  investigated  by 
Houston  using  the  same  technique  as  for  B.  typhi.  Ninety-nine  per 
cent  of  the  cholera  organisms  perished  in  three  days  under  the  labora- 
tory conditions  of  the  experiment.  This  is  a  much  shorter  period  than 
required  for  B.  typhi.  Gelarie  (191(5)  studied  the  longevity  of  Mien- 
Optra  rholerw  in  water  of  New  York  Bay.  He  stated  that  the  survival 
of  these  organisms  in  water  depends  upon  the  strain  which  is  used,  the 
number  of  bacteria  seeded  and  other  factors.  The  organisms  are  said 
to  live  in  native  bay  water  from  7  to  45  days  and  in  sterilized  bay  water 
up  to  285  days.  In  sterile  tap  water  they  lived  for  from  1  to  18  dayi 
and  in  native  tap  water  from  1  to  3  days.  In  competition  with  the  other 
water  organisms  the  life  of  the  cholera  organisms  was  found  to  be  short. 

The  other  phase  of  the  stream  pollution  question  has  been  con- 
cerned with  nuisances  resulting  from  overloading  the  stream  witi 
sewage  or  organic  industrial  wastes.  It  is  now  fairly  well  established 
that  rivers  do  purify  themselves  but  it  is  more  often  a  difficult  question 
to  determine  the  length  of  time  required.  Practically  even.-  river  w 
able  to  handle  a  certain  amount  of  organic  matter.  Phelps  (1914)  hit 
stated  that  three  factors  are  involved — the  oxidizing  bacteria,  organt9 
matter  and  oxygen.  Since  the  organic  matter  and  bacteria  are  ahvar? 
present,  "  the  questions  of  stream  purification  and  prevention  of  DM 
sauce  reduce  to  one  of  oxygen  supply." 

Solution  of  Atmospheric  Oxygen  in  Water.  The  amount  of  oxygen 
in  the  water  which  is  available  for  the  oxidizing  bacteria  is  the  important 
question  in  stream  purification.  Especially  so  is  the  extent  to  which' 
the  oxygen  content  may  be  reduced  before  putrefaction  sets  in.  fl 
long  as  there  is  sufficient  oxygen,  the  bacteria  will  carry  to  completion 
the  oxidation  of  organic  matter  but  when  this  oxygen  is  reduced  t»» 
certain  point,  putrefaction  sets  in  and  this  is  always  accompanied  bjr 
foul  odors.  As  long  as  the  available  oxygen  is  sufficient,  the  baderit 
will  carry  it  over  to  the  organic  matter  always  driving  the  reaction  in 
that,  direction  and  not  allowing  an  equilibrium  to  lx>  established.  The 
greater  the  speed  of  this  reaction,  the  greater  will  be  the  amount  of  re- 
aeration  which  will  take  place  and  Phelps  (1916)  has  stated  that  this  rl 
the  important  factor  in  stream  purification  and  that  dams  and  rapid! 
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crease  this  by  a  mixing  action.  The  balance  between  the  available 
cygen  and  the  required  oxygen  must  probably  be  established  for 
ich  stream. 

Determination  of  Dissolved  Oxygen.  Different  methods  have  been 
i  use  for  determining  the  oxygen  content  of  a  water.  The  Winkler 
Bethod  has  been  included  in  standard  methods  and  has  certain  distinct 
drantages  over  the  Levy  method  which  has  been  advocated  by  some. 
I  m  given  in  standard  methods  as  follows: 

Reagents.     1.  Sulphuric  acid,  concentrated.     (Sp.  Gr.  1.83-1.84.) 

2.  Potassium  permanganate.  Dissolve  6.32  gms.  of  the  salt  in 
liter  and  dilute  the  solution  to  a  liter. 

3.  Potassium  oxalate.    A  2  per  cent  solution. 

4.  Manganous  sulphate.  Dissolve  480  gms.  of  the  salt  in  water 
ftd  dilute  the  solution  to  1  liter. 

5.  Alkaline  potassium  iodide.  Dissolve  700  gms.  of  potassium 
gfdroxide  and  150  gms.  of  potassium  iodide  in  water  and  dilute  to  a 
far. 

•   6.  Hydrochloric  acid,  concentrated.  (Sp.  Gr.  1.18-1.19.) 

7.  Sodium  thiosulphate.  A  N/40  solution.  Dissolve  6.2  gms.  of 
hemically  pure  recrystalliied  sodium  thiosulphate  in  water  and  dilute 
be  solution  to  1  liter  with  freshly  boiled  distilled  water.  Each  cubic 
■itimeter  is  equivalent  to  0.2  mg.  of  oxygen  or  to  0.1395  c.c.  of  oxygen 
t  0°  C.  and  760  mm.  pressure.  Inasmuch  as  this  solution  is  not  per- 
tinent it  should  be  standardized  occasionally  against  a  N  40  solution 
f  potassium  bichromate.  The  keeping  qualities  of  the  thiosulphate 
ohtion  are  improved  by  adding  to  each  liter  5  c.c.  of  chloroform  and 
J>  gms.  of  ammonium  carbonate  before  diluting  to  the  prescribed 
tthime. 

8.  Starch  solution.  Mix  a  small  amount  of  clean  starch  with  cold 
■Aer  until  it  becomes  a  thin  paste  and  stir  this  mass  into  150  to  200 
fees  its  weight  of  boiling  water.  Boil  for  a  few  minutes,  then  sterilize. 
tmay  be  preserved  by  adding  a  few  drops  of  chloroform. 

Collection  of  the  Sample.  Collect  the  sample  in  a  narrow-necked 
bos  stoppered  bottle  of  250  to  275  c.c.  capacity.  The  following  pro- 
Bdure  should  be  followed  in  order  to  avoid  entrainment  or  absorption 
[atmospheric  oxygen.  In  collecting  from  a  tap,  fill  the  bottle  through 
glass  or  rubber  tube  extending  well  into  the  tap  and  to  the  bottom  of 
ie  bottle.  To  avoid  air  bubbles  allow  the  bottle  to  overflow  for  several 
inutes,  and  then  carefully  replace  the  glass  stopper  so  that  no  air 
ibble  is  entrained.  In  collecting  from  the  surface  of  a  pond  or  tank 
nnect  the  sample  bottle  to  a  bottle  of  1  liter  capacity.     Provide  each 
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bottle  with  a  two-hole  stopper  having  one  glass  tube  extending  to 
bottom  and  another  glass  tube  entering,  but  not  projecting,  into  the 
bottle.  Connect,  the  short  tube  of  the  sample  bottle  with  the  long  lube 
of  the  liter  bottle.  Immerse  the  sample  bottle  in  the  water  and  apply 
suction  to  the  outlet  of  the  liter  bottle.  To  collect  a  sample  at  any 
depth  arrange  the  two  bottles  so  that  the  outlet  tube  of  the  liter  botfl 
is  at  a  higher  elevation  than  the  outlet  of  the  sample  bottle  LMgj 
the  two  bottles  in  any  convenient  form  of  cage  properly  weighted,  loth* 
desired  depth.  Water  entering  during  the  descent  will  be  flushed 
through  into  the  liter  bottle  with  a  glass  stopper  in  such  a  manner  ■, 
to  avoid  entraining  bubbles  of  air. 

Procedure.  Remove  the  stopper  from  the  bottle  and  add,  first.  U.7 
c.c.  of  the  concentrated  sulphuric  acid,  and  then  1  c.c.  of  the  potassium 
permanganate  solution.  These  and  all  other  reagents  should  be  intro- 
duced by  pipette  under  the  surface  of  the  liquid.  Insert  the  stopper 
and  mis  by  inverting  the  bottle  several  times.  After  tweni  \ 
have  elapsed,  destroy  the  excess  of  permanganate  by  adding  I  c.c.  (/ 
the  potassium  oxalate  solution,  the  bottle  being  at  once  rest"p|"wl 
and  its  contents  mixed.  If  a  noticeable  excess  of  potassium  perman- 
ganate is  not  present  at  the  end  of  twenty  minutes  again  add  1  c.c.  uf 
potassium  permanganate  solution.  If  this  is  still  insufficient  use  : 
stronger  potassium  permanganate  solution.  After  the  liquid  has  bed 
decolorized  by  the  addition  of  potassium  oxalate  add  1  c.c.  of  ruan- 
ganous  sulphate  solution  and  3  c.c.  of  the  alkaline  potassium  iodidft 
solution.  Allow  the  precipitate  to  settle.  Add  2  e.e.  of  the  hydro- 
chloric acid  and  mix  by  shaking. 

The  procedure  to  this  point  must  be  carried  out  in  the  field,  but 
after  the  acid  has  been  added  and  the  stopper  replaced  there  is 
further  change,  and  the  rest  of  the  test  may  be  performed  within* 
few  hours  as  convenient.  Transfer  200  c.c.  of  the  content-  ol  il 
bottle  to  a  flask  and  titrate  with  N/40  sodium  thiosulphate,  usinj 
few  cubic  centimeters  of  the  stareh  solution  as  an  indicator  tow«4 
the  end  of  the  titration.  Do  not  add  the  starch  solution  until  tb* 
color   has   become   a   faint  yellow  and   titrate   until   the   blue 


The  use  of  potassium  permanganate  is  made  necessary  by  high 
nitrite  or  organic  matter.  The  procedure  outlined  must  be  followed  on 
all  work  on  sewage  and  partly  purified  effluents  or  seriously  poOoMl 
streams  or  samples  whose  nitrite  nitrogen  exceeds  0.1  part  per  million. 
In  testing  other  samples  the  procedure  may  be  shortened  by  Ix-ginning 
with  the  addition  of  the  niunganous  sulphate  solution  and  proceeding 
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from  that  point  as  outlined,  except  that  only  1  c.c.  of  alkaline  potas- 
Biim  iodide  need  be  added. 

Calculation  of  Results.  Oxygen  shall  be  reported  in  parts  per  million 
by  weight.  It  is  sometimes  convenient  to  know  the  number  of  cubic 
centimeters  per  liter  of  the  gas  at  0°  C.  temperature  and  760  mm. 
pressure  and  also  to  know  the  percentage  which  the  amount  of  gas 
present  is  of  the  maximum  amount  capable  of  being  dissolved  by  dis- 
tilled water  at  the  same  temperature  and  pressure.  If  200  c.c  of  the 
sample  is  taken  the  number  of  cubic  centimeters  of  N  40  thiosulphate 
used  is  equal  to  parts  per  million  of  oxygen.  Corrections  for  volume  of 
reagents  added  amount  to  less  than  3  per  cent  and  are  not  justified  except 
in  work  of  unusual  precision.  To  obtain  the  result  in  cubic  centimeters 
per  liter,  multiply  the  number  of  cubic  centimeters  of  thiosulphate  used 
by  0.698.  To  obtain  the  result  in  percentage  of  saturation  consult 
the  table  on  page  68  of  the  1917  edition  of  Standard  Methods  for  the 
Examination  of  Water  and  Sewage,  and  divide  the  numt)er  of  cubic 
centimeters  of  thiosulphate  used  by  the  figure  in  this  table  opposite 
the  temperature  of  the  water  and  under  the  proper  chlorine  figure. 
The  last  column  of  this  table  permits  interpolation  for  intermediate 
chlorine  values.  At  elevations  differing  considerably  from  mean  sea 
level  and  for  accurate  work,  attention  must  be  given  to  barometric 
pressure,  the  normal  pressure  in  the  region  being  preferable  to  the 
specific  pressure  at  the  time  of  sampling.  The  term  "  saturation  " 
iefers  to  a  condition  of  equilibrium  between  the  solution  and  an 
oxygen  pressure  in  the  atmosphere  corresponding  to  158.8  nun.,  or 
approximately  one-fifth  atmosphere.  The  true  saturation  or  equilib- 
rium between  the  solution  and  pure  oxygen  is  nearly  five  times  this 
value  and  consequently  values  in  excess  of  100  per  cent  sat  unit  ion  fre- 
quently occur  in  the  presence  of  oxygen-forming  plants. 

When  the  oxygen  concentration  becomes  too  low,  the  stream  becomes 
putrescible.  This  same  condition  may  be  duplicated  in  a  bottle  by 
allowing  it  to  stand  full  of  sewage  tightly  stoppered.  The  following 
things  will  be  noticed:  formation  of  evident  amounts  of  hydrogen 
sulphid;  heavy  deposits  of  black  sediment;  disappearance  of  dissolved 
oxygen.  These  are  conditions  which  are  not  desired  in  streams  and 
they  indicate  that  the  available  oxygen  is  insufficient  to  care  for  the 
organic  matter. 

Stability  and  Relative  Stability.  A  stream  is  stable  when  its  oxygen 
demand  has  been  satisfied;  the  products  resulting  from  the  decomposi- 
tion of  the  organic  matter  should  be  completely  oxidized.  Phelps  has 
stated  that  this  condition  obtains  when  the  available  oxygen  exceeds  the 
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required  oxygen.  He  stated  that  available  oxygen  is  used  up  according 
to  the  following  order:  Dissolved  oxygen,  nitrates,  nitrites,  sulphates, 
phosphates,  etc.    Since  all  streams  are  nut,  stable  it  is  necessary  to  use 

other  terms  to  fit  their  condition.  For  such  conditions  the  term  relative 
stability  is  used.  Stable  streams  have  a  relative  stability  of  100  since 
they  have  all  of  the  oxygen  that  is  demanded  by  the  organic  matter.  A 
relative  stability  of  00  means  that  a  stream  has  60  per  cent  of  the  oxygen 
necessary  to  make  it  stable.     This  is  determined  in  the  following  manner: 

Reagent.  Methylene  blue  solution.  A  0.05  per  cent  aqueous  solu- 
tion of  methylene  blue,  preferably  the  double  zinc  salt  or  commerri.il 
variety. 

Collection  of  Sample.  Collect  the  sample  in  a  bottle  holding  approxi- 
mately 1.50  c.c.  If  the  dissolved  oxygen  is  low,  observe  precautions 
similar  to  (bote  used  in  collecting  samples  for  dissolved  oxygen  (p.  162). 
Use  rubber  stoppers  or  a  cork  stopper  of  good  grade  which  has  been 
boiled  in  water. 

Procedure.  Add  0.4  c.c.  of  the  methylene  blue  solution  to  the  sample 
in  the  150  c.c.  bottle.  As  methylene  blue  has  a  slightly  antiseptic  prop- 
erty be  careful  to  add  exactly  0.4  c.c.  Add  the  methylene  blue  solution 
preferably  below  the  surface  of  the  liquid  after  filling  the  buttle  with  the 
sample.  If  the  methylene  blue  is  added  first  do  not  allow  the  liquid  to 
overflow  as  coloring  matter  will  thus  be  lost.  Incubate  the  sample  at 
20°  C.  for  ten  days.  Four  days'  incubation  may  be  considered  as 
sufficient  for  all  practical  purposes  in  routine  plant-control  work.  If 
quick  results  are  desired  incubate  the  sample  at  37°  C.  for  five  days 
using  suitable  stoppers  to  prevent  the  loss  and  reabsorption  of  dissolved 
oxygen.  The  bacterial  flora  at  37°  C.  is  different  from  the  flora  at  20°  C. 
The  lower  temperature  is  more  nearly  the  average  temperature  of  sur- 
face waters  and,  therefore,  the  higher  temperature  should  be  used  only 
when  quick  approximate  results  are  essential.  Observe  the  sample 
at  least  twice  a  day  during  incubation.  Give  a  sample  in  which  the 
methylene  blue  becomes  decolorized  a  relative  stability  corresponding  to 
the  time  required  for  reduction  (see  Table  XXXIV).  For  routine  filter 
control  ordinary  room  or  cellar  temperature  will  give  fairly  satisfactory 
results.  For  accurate  studies,  room  temperature  incubation  is  very 
undesirable,  as  the  fluctuations  in  temperature  which  are  ordinarily 
not  noticed  are  responsible  for  appreciable  deviations  from  the  true 
values  of  relative  stability.  If  the  samples  are  incubated  less  than 
ten  days  at  20°  C.  and  are  not  decolorized,  place  a  plus  sign  after  the 
stability  value  in  order  to  indicate  that  the  stability  might  have  been 
higher  if  more  time  had  been  allowed.     In  applying  this  teat  to  river 
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waters  it  often  happens  that  the  blue  coloring  matter  is  precipitated 
cither  partly  or  completely  through  absorption  by  the  clay  which  many 
rivers  carry  in  suspension.    True  relative  stabilities  cannot  be  obtained 
for  such  waters  except  by  determining  the  initial  available  oxygen  at  the 
start  and  the  biochemical  oxygen  demand  on  incubation  at  20°  C.  Jor 
ten  days.     Germicides,  such  as  calcium  hypochlorite,  if  present  in  suf- 
ficient quantity  vitiate  the  results.     If  a  sample  contains  free  chlorine, 
therefore,  store  it  about  two  hours,  or  until  the  chlorine  is  gone,  and 
then  add  methylene  blue. 

Table  XXXIV  gives  the  relation  between  the  time  of  reduction  in 
days  at  20°  C.  and  the  relative  stability  number. 

Table  XXXIV 
RELATIVE  STABILITY   NUMBERS 


• 

i 

S                  ! 

I 

|     ,. 

s 

0.5 

11 

8.0 

81 

.1.0 

21 

9.0 

87 

1.5 

30 

10.0 

90 

2.0 

37 

11.0 

92 

2.5 

44 

12.0 

94 

3.0 

50 

13.0 

95 

4.0 

60 

14.0 

96 

5.0 

68 

16.0 

97 

6.0 

75   • 

18.0 

98 

7.0 

80 

20.0 

99 

S  ■  Relative  stability  or  ratio  of  available  oxygen  to  oxygen  required  for  equilib- 
rium.   Expressed  in  per  cent. 

/»=Time  in  days  to  decolorize  methylene  blue  at  20°  C. 
The  theoretical  relation  is, 
5=100(1-0.794)  Uo. 

The  relation  between  the  time  of  reduction  at  20°  C.  and  that  at  37° 
C.  is  approximately  two  to  one.  It  is  desirable  that  each  observer  work 
out  his  own  comparative  37°  C.  table  or  factor,  but  results  should  be 
reported  in  terms  of  20°  C.  stability  numbers. 

A  relative  stability  of  75  signifies  that  the  sample  examined  con- 
tains a  supply  of  available  oxygen  equal  to  75  per  cent  of  the  amount 
of  oxygen  which  it  requires  in  order  to  become  perfectly  stable.     The 
available  oxygen  is  approximately  equivalent  to  the  dissolved  oxygen 
plus  the  available  oxygen  of  nitrates  and  nitrites.     The  nitrites  in 
sewage  are  usually  so  low  as  to  be  negligible. 
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The  theory  of  the  test  is  unique.  Methylene  blue  is  very  sensitive 
to  products  of  putrefaction.  Such  compounds  as  hydrogen  sulphide 
mercaptans,  etc.,  and  other  reducing  substance*  quickly  reduce  n  to  id 
colorless  Icuco  base.  Consequently  when  this  is  mixed  with  a  polluted 
water,  it  will  change  from  blue  to  white  as  soon  as  any  of  these  eaDJ 
pounds  are  formed.  They  are  present  when  putrefaction  sets  in  anil, 
therefore,  cause  the  change  in  the  color  of  the  dye.  Phelps  has  stated 
that  this  occurs  when  the  nitrites  are  used  up.  This  reducing  UmefejP 
resents  the  time  "  required  for  the  exhaustion  of  available  oxygen." 

Lcdcrer  (1914,  1915)  who,  as  bacteriologist  and  chemist  for  the 
Sanitary  District  of  Chicago  has  had  ample  opportunity  to  study  this 
Bllbjeot,  has  pointed  out  that  great  care  must  be  used  in  the  ted  H 
secure  comparable  results.  He  has  devised  some  unique  methods  for 
the  study  of  required  oxygen.  They  arc  given  in  Standard  Method* H 
follows : 

Biochemical  Oxygen  Demand  of  Sewage  and  Efluents  (Lederer, 
1914).  Relative  Stability  Method.  The  relative  stability  method  may 
be  employed  to  obtain  a  measure  of  the  putrescible  material  in  sewages 
and  effluents  in  terms  of  oxygen  demand. 

P  raced  arc  for  Effluent*.  Divide  the  total  available  oxygen,  including 
the  oxygen  of  nitrites  and  nitrates,  by  the  relative  stability  expressed 
as  a  decimal. 

Procedure  for  Sewages.  Make  one  or  two  dilutions  with  fully  aerated 
distilled  water  of  known  dissolved  oxygen  content.  Tap  water  may  lie 
employed  if  it  is  free  from  nitrates.  Vary  the  relative  proportioned 
SSWAge  and  water  to  be  employed  to  give  a  relative  stability  of  from  50 
to  75.  Unless  proper  seals  are  employed  bring  the  water  as  well  IS  t lie 
sewage  to  the  temperature  at  which  the  mixtures  arc  to  be  incubated 
before  preparing  the  dilutions.  During  the  manipulation  avoid  aeration. 
Having  made  the  proper  dilutions,  determine  the  relative  stability  of  each. 

Calculate  the  oxygen  demand  in  parts  per  million  by  the  following 
formula : 

Oxygen  demand  is  ■  \J~< 

In  this  formula  0  is  the  initial  dissolved  oxygen  of  the  diluting  WttSj 
/i  is  the  proportion  of  sewage;  and  R  is  the  relative  stability  of  the  mix- 
ture. Ordinarily  the  available  oxygen  in  crude  sewages,  septic  tank 
effluents,  settling  tank  effluents,  and  tradewasfes  can  lie  neglected. 

Sodium  Nitrate  Method.  For  the  determination  of  the  biochemical 
oxygen  demand  (he  sodium  nitrate  method  may  be  used.     The  method 
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based  on  the  biochemical  consumption  of  oxygen  from  sodium  nitrate 
y  a  sewage  or  polluted  water  during  an  incubation  period  of  ten  days 
t  20°  C.  A  reasonable  excess  of  sodium  nitrate  docs  not  give  a  higher 
xygen  demand,  as  do  higher  dilutions  with  aerated  water.  The  oxygen 
ibeorbed  from  the  air  in  applying  the  method  to  sewages  is  negligible. 

Reagent.  Sodium  nitrate  solution.  Dissolve  26.56  gms.  of  pure 
sodium  nitrate  in  1  liter  of  distilled  water.  One  c.c.  of  this  solution  in 
250  c.c.  of  sewage  represents  fifty  parts  per  million  of  available  oxygen. 
The  strength  of  the  sodium  nitrate  solution  may  be  varied  tt>  suit  con- 
ditions. 

Procedure  for  Sewages.  Ordinarily  disregard  the  initial  available 
oxygen  as  it  is  very  small  compared  with  the  total  biochemical  oxygen 
demand.  Add  measured  amounts  of  the  sodium  nitrate  solution  to  the 
sewage  in  bottles  holding  approximately  250  c.c* which  have  been  com- 
pletely filled  and  stoppered.  Incubate  for  ten  days  at  20°  C.  A  seal 
is  not  required  during  incubation.  The  appearance  of  a  black  sediment 
and  the  development  of  a  putrid  odor  during  incubation  indicates  that 
too  little  sodium  nitrate  has  been  added.  Methylene  blue  solution  in 
proper  proportion  may  be  added  at  the  start  to  serve  as  an  indicator 
during  the  incubation.  Domestic  sewage  usually  varies  in  its  oxygen 
demand  from  100  to  300  parts  per  million,  approximately  30  per  cent 
of  which  is  used  up  at  20°  C.  in  the  first  twenty-four  hours.  At  the 
end  of  the  incubation  period  determine  the  residual  nitrite  and  nitrate. 
Determine  the  nitrate  by  the  aluminium  reduction  method,  followed 
by  direct  Nesslerization.  To  convert  the  nitrogen  into  oxygen  equiv- 
alents, multiply  the  nitrite  nitrogen  by  1.7  and  the  nitrate  nitrogen 
by  2.9.  The  difference  between  the  available  oxygen  added  as  sodium 
nitrate  and  that  found  as  nitrite  and  nitrate  at  the  end  of  the  incuba- 
tion period  is  the  biochemical  oxygen  demand. 

Procedure  for  Tradewastes.  Employ  the  same  procedure  using  larger 
quantities  of  the  sodium  nitrate  solution.  Make  the  reaction  alkaline 
to  methyl  orange  and  acid  to  phenolphthalcin.  Adjust  an  acid  reaction 
with  sodium  bicarbonate,  and  a  caustic  alkaline  reaction  with  weak 
hydrochloric  acid.  If  the  liquid  is  devoid  of  sewage  bacteria  seed  it 
with  sewage  after  adjusting  the  reaction. 

Procedure  for  Polluted  River  Waters.  Determine  the  initial  available 
>xygen.  Unless  the  river  water  is  badly  polluted  add  ten  parts  per 
nillion  of  sodium  nitrate  oxygen.  Collect  carefully  to  avoid  aeration, 
hree  samples  in  250  cc.  bottles.  To  one  sample  add  a  definite  quan- 
itv  of  sodium  nitrate  solution  and  incubate.  Incubate  the  other  two 
imples  for  the  determination  of  the  residual  free  oxygen,  nitrite  and 
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nitrate.  If  there  is  free  oxygen  left,  the  bottle  containing  the  sodium 
nitrate  solution  may  be  discarded.  IT  there  is  no  free  oxygen  detemaoj 
residual  nitrite  and  nitrate  as  directed  under  the  procedure  fur  sewaja*. 
ami   calculate   the  oxygen  demand.     (Standard   Method*!   <>f  Water 

Analysis.) 

Examination  of  Sewage.  The  chemical  examination  "f  sewage  and 
sewage  effluents  is  probably  more  valuable  than  the  bacterial  examina- 
tion. The  problem  involved  in  controlling  a  sewage  treatment  plant 
is  quite  different  than  that  involved  in  the  control  of  a  water  treatment 
plant.  As  Lederer  and  Bachmann  (1911)  have  stated  the  effluent  from 
.a  water  treatment  plant  is  subjected  to  different  requirements  than 
the  effluent  from  a  sewage  treatment  plant.  In  the  first  ease  the  bac- 
teriologist is  concerned  in  the  presence  of  certain  types  of  bacteria  anil 
their  concentration.  Little  attention  is  given  to  the  daily  variations  in 
the  chemical  content  of  the  effluent .  With  the  sewage  effluent,  however, 
the  question  is  a  different  one.  It  is  necessary  to  watch  carefully  the 
variations  in  the  chemical  content  and  keep  the  organic  matter  reduced 
to  a  minimum.  The  question  of  stream  pollution  is  involved  if  the 
effluent  is  to  be  emptied  into  a  stream.  It  must  not  be  putrescihle  and 
thus  cause  the  nuisances  which  result  from  too  heavily  polluting  i 
stream.  Lederer  and  Bachmann  have  stated  some  of  the  fallacies 
connect etl  with  the  bacterial  control  of  sewage  plants.  They  have 
stated  that  "  to  try  to  obtain  reliable  information  on  the  number  of 
bacteria  in  effluents  from  various  devices  in  a  large  plant,  would  require 
a  staff  of  trained  men  entirely  out  of  proportion  to  the  value  of  the 
results  obtained."  The  difficulties  in  securing  careful  sampling  and  the 
necessity  of  immediate  plating  since  bacteria  in  sewage  die  very  rapidly 
when  stored  at  icebox  temperatures,  are  also  mentioned.  For  these 
reasons  and  others  more  attention  is  given  to  the  determination  of  the 
organic  matter  content  and  the  biochemical  o\ygen  demand  acconliiig 
to  the  methods  which  have  been  given  before. 

The  deposits  from  rivers  and  sewage  sludges  are  examined  in  the 
following  manner  according  to  Standard  Methods  for  the  Examination 
of  Water  and  Sewage,  1917. 

Analysis  of  Sewage  Sludge  and  Mud  Deposits 

Collection  of  the  Sample.  Collect  a  representative  sample.  In 
general,  more  than  one  sample  should  be  taken  from  a  spot  and  a  large 
number  of  samples  should  be  collected  rather  than  a  few  large  samples. 
If  the  surface  layer  is  darker  and  a  lower  layer  consists  of  pure  clay 
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iple  only  the  surface  layer.    Samples  may  be  analyzed  either  sep- 
arately or  as  composites  of  careful  mixtures.    After  the  sample  has 
settled  a  few  minutes  roughly  drain  or  siphon  the  excess  water.     Allow 
eewage  sludge  to  stand  for  one  hour  before  draining  it  free  from  excess 
water  unless  it  is  essential  to  determine  the  moisture  content  of  the 
nmple   originally   collected..   If  sludge   cannot   be   analyzed   within 
twenty-four  hours  it  is  better  not  to  use  air-tight  bottles    and  to   add 
mall  quantities  of  chloroform  to  retard  decomposition.    At  the  time 
of  collection  carefully  examine  mud  from  the  bottom  of  surface  water 
far  evidence  of  sewage  pollution  and  macroscopic  and  microscopic 
animal  and  plant  organisms.     Record  the  predominant  species.    Note 
the  physical  appearance  of  the  material,  particularly  its  color,  odor,  and 
consistency.    Express  all  analytical  results  in  percentage  on  a  dry  basis. 
Specific  Gravity.     Weigh  to  the  nearest  tenth  of  a  gram  a  wide- 
mouthed  flask  of  100  to  300  c.c.  capacity,  according  to  the  quantity  of 
material  available.    Then  completely  fill  the  flask  with  distilled  water 
to  the  brim,  and  weigh  it  again.     Empty  and  All  the  flask  completely 
with  fresh  sewage  sludge  or  mud.     If  the  material  is  of  such  consistency 
that  it  flows  readily,  fill  the  flask  to  the  brim  and  weigh.    The  specific 
gravity  is  equal  to  the  weight  of  the  sludge  or  mud  divided  by  the 
weight  of  an  equal  volume  of  distilled  water. 

If  the  material  does  not  flow  readily,  fill  the  weighed  flask  as  com- 
pletely  as  possible  without  exerting  pressure  during  the  procedure. 
Weigh  and  then  fill  .the  flask  to  the  brim  with  distilled  water.  Let  it 
stand  for  a  few  minutes,  until  trapped  air  has  escaped,  then  add-  more 
water  if  necessary  and  weigh.  The  specific  gravity  is  equal  to  the 
weight  of  the  material  divided  by  the  weight  of  the  distilled  water  less 
the  weight  of  the  water  added.  Record  the  specific  gravity  only  to  the 
second  decimal  place. 

Moisture.  Heat  approximately  25  gms.  of  sludge  or  mud  in  a 
weighed  nickel  dish  on  the  water  bath  until  it  is  fairly  dry.  Dry  the 
residue  in  an  oven  at  100°  C,  cool,  and  weigh.  Repeat  to  approximate 
constant  weight.    The  loss  in  weight  is  moisture. 

Volatile  and  Fixed  Matter.     Ignite,  in  a  hood,  the  residue  from  the 

determination  of  moisture  until  all  the  carbon  has  disappeared.     Cool 

the  residue  in  a  desiccator  and  weigh  it.     The  residue  is  the  fixed  matter. 

The  volatile  matter  is  the  difference  in  weight  between  the  original  dried 

sludge  and  the  ignited  sludge. 

Total  Organic  Nitrogen.  Preparation  of  Sample.  For  the  deter- 
mination of  organic  nitrogen  and  fat  dry  approximately  50  to  75  gins. 
of  the  sludge  or. mud  in  a  porcelain  dish  first  on  the  water  bath  and 
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finally  in  the  hot-water  oven  until  all  the  moisture  has  disappeared. 
Grind  the  dry  material  to  a  fine  powder  and  keep  it  in  a  glass-stoppered 
bottle. 

Reagents.     1.  Sulphuric  acid.     Concentrated,  nitrogen  free. 

2.  Copper  sulphate  solution.     Ten  per  cent. 

3.  Potassium  permanganate.     Crystals. 

Procedure.  Weigh  accurately  0.5  gm.  of  dried  sludge  or  5.0  grosol 
dried  mud  and  put  it  in  a  500  c.e.  Kjeldahl  flask.  Digest  it  with  20  c.c. 
of  sulphuric  acid,  or  more  if  necessary,  and  1  c.c.  of  copper  sulphate 
solution  to  assist  the  oxidation.  Boil  for  several  hours  until  the  liquid 
becomes  colorless  or  slightly  yellow.  Oxidize  the  residue  with  0.5  pu. 
of  potassium  permanganate,  and  follow  the  "  Procedure  for  Sewage" 
(p.  165). 

The  following  method  is  convenient  for  routine  work  at  B6*igt 
disposal  plants.  Digest  0.5  gin.  of  dried  sludge  or  5.0  gins,  of  dried  mud 
with  20  c.e.  of  strong  sulphuric  acid  and  1  c.e.  of  the  copper  sulphate 
solution  in  a  300  c.e.  Kjeldahl  flask.  After  digestion  for  several  hours, 
cool,  transfer  to  a  glass-stoppered  100  c.c.  flask,  dilute  with  distilled 
water  to  100  c.c,  and  mix  well.  Transfer  50  c.c.  with  a  pipette  nU 
another  100  c.c.  volumetric  flask,'  and  make  this  portion  alkaline  with 
50  per  cent  sodium  hydroxide,  testing  a  drop  of  the  liquid  on  a  porcelain 
plate  with  phenolphthalein  to  insure  neutralization.  The  formation  h 
a  Hoc  usually  indicates  (hat  the  neutralization  is  complete.  Pour  tin' 
solution  into  a  small  glass -stoppered  bottle  and  permit  it  to  stand  until 
the  next  day.  Nesslerize  an  aliquot  portion  of  the  clear,  supernatant 
liquid,  and  calculate  the  percentage  of  nitrogen  in  the  material. 

Fats.  Fats  are  usually  determined  only  on  sewage  sludge,  hui  bqM 
mud  deposits  contain  small  quantities  due  to  the  presence  of  trade 
wastes. 

Procedure.  Weigh,  according  to  the  quality  of  the  sewage  or  mud, 
0.5  to  25  gms.  of  dry  material.  Add  water  to  the  weighed  portion  in  a 
porcelain  dish  and  acidify  the  mixture  with  N/50  sulphuric  acid  in  the 
presence  of  litmus  tincture  or  aznlitmin  solution  indicator.  Avoid 
adding  too  much  acid  as  an  excess  gives  too  high  results  on  account  of 
fatty  acid  residues.  Evaporate  the  acidified  mixtures  to  dryoeM  DB 
the  water  bath,  and  heat  it  in  the  hot-air  oven  at  100°  C.  for  two  to  three 
hours.  Extract  the  dry  residue  with  boiling  ether,  rubbing  the  sides 
and  bottom  of  the  rlish  to  insure  complete  solution  of  the  fat.  Three 
extractions  with  ether  are  usually  sufficient.  Filter  the  ether  subitum 
through  a  5  em.  filter  paper  into  a  small  flask.  Evaporate  the  BfhoE 
slowly,  dry  the  fatty  extract  for  half  an  hour  at  100°  C,  cool  in  a  des- 
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ieeator  and  weigh.  If  it  is  desirable,  particularly  with  certain  trade 
wastes,  in  determine  the  quantity  of  soap  fat,  determine  the  fats  with 
and  without  the  addition  of  acid.  The  difference  between  the  amounts 
foond  by  the  two  determinations  is  the  amount  of  soap  fat  present. 

Ferrous  Sulphide.  The  liberation  of  hydrogen  sulphide  on  adding 
dilute  hydrochloric  acid  to  a  sludge  indicates  the  presence  of  ferrous 
Sulphide.  As  ferrous  sulphide  quickly  oxidizes  on  exposure  to  air,  a 
quantitative  determination  of  this  constituent  must  be  made  inune- 
diaiely  after  collection  of  the  sample. 

Procedure.  Beat  B  definite  portion  of  the  sludge  with  hydrochloride 
acid  in  a  flask.  Pass  the  liberated  gas  through  bromine  water  or  hydro- 
gen peroxide.  Determine  gravimetricatly  the  sulphate  in  the  oxidizing 
solution,  and  calculate  the  equivalent  of  ferrous  sulphide  by  multiplying 
the  weight  ol  barium  sulphate  by  0.376. 

Biochemical  Oxygen  Demand.  The  quantity  of  river  mud  most 
Buitable  for  the  detennination  of  the  biochemical  oxygen  demand  rangee 
within  certain  limits,  largely  according  bo  the  amount  of  deoxygenating 
matter  present.  For  examinations  of  river  mud  prepare  a  1  per  cent 
tution  m  distilled  water  or  tap  water  saturated  with  oxygen 
and  free  from  nitrate;  use  in  the  test  a  dilution  of  this  stock  solution 
equivalent  to  a  concentration  of  1  to  10  gms.  per  liter  of  mud.  For 
examinations  of  fresh  sewage  sludge  prepare  a  1  per  cent  stock  solution 
in  b  similar  manner,  but  use  in  the  test  a  dilution  equivalent  to  only  0.1 
in  I.Ogm.  per  liter  of  wet  material.  For  examinations  of  dried  sludges, 
winch  have  undergone  more  or  less  mineralization,  higher  concentrations 
may  be  required. 

Procedure.  Place  a  measured  portion  of  the  sample,  or  the  proper 
amount  of  the  1  per  cent  stock  solution  of  the  sample,  in  a  300  c.c. 
narrow-mouth,  glass-stoppered  bottle,  and  dilute  it  to  the  desired  dilu- 
tion with  water  saturated  with  oxygen.  Determine  the  oxygen  content 
of  the  waters  that  are  used  for  dilution.  This  determination 
iiin-i  be  made  before  the  mud  or  sludge  is  added,  because  iron  sulphide 
n.  the  mud  or  sludge  rapidly  consumes  part  of  the  dissolved  oxygen. 
Incubate  at  20°  C.  for  five  days. 

Shortly  before  the  determination  of  the  oxygen  remaining  in  solution 
at  the  end  of  five  days  rotate  the  bottle  once  or  twice  to  mix  its  contents 
and  allow  sedimentation  for  about  thirty  minutes.  Siphon  the  greater 
pari  "I  the  liquid  through  a  narrow-bore  siphon  into  a  150  c.c.  bottle, 
which  has  been  filled  with  carbon  dioxide.  Reject  the  first  25  c.c.  of 
Mi.  siphoned  liquid  and  allow  a  little  to  overflow  al  the  end  of  siphoning. 
Determine  the  oxygen  content  of  the  solution  in  the  bottle  in  the  usual 
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way.    Report  the  oxygen  demand  in  grams  of  oxygen  per  100  gms.  of 
dried  mud  or  sludge. 
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MILK  AND  MILK  PRODUCTS 


Mflk  is  the  special  secretion  of  the  mammary  glands  and  is  generally 
for  food  by  man.  Fresh  milk  is  amphoteric  to  litmus  with  a  spe- 
cific gravity  heavier  than  water — 1.030.  It  has  a  yellowish  color  and  a 
characteristic  odor.  On  account  of  its  chemical  composition,  which  is 
mentioned  later,  it  is  susceptible  to  many  undesirable  changes.  Many 
of  these  are  brought  about  by  microorganisms  and,  therefore,  may  be 
controlled  by  holding  the  milk  in  an  environment,  the  factors  of  which 

detrimental  to  bacterial  development. 


Chemical  Constituents  of  Milk 


The  constituents  of  milk  have  been  classified  by  Van  Slyke  and 
Bosworth  (1914)  in  the  following  manner: 


1.  Milk    constituents 

in 

2.  Milk  constituents  part- 

3. Milk   constituents  en- 

true   solution 

in 

ly  in  solution  and 

tirely    in    suspen- 

milk serum. 

partly   in  susix1!!- 

sion    or    colloidal 

sion    or     colloidal 

solution. 

solution. 

a.  Sugar 

a.  Albumin 

a.  Fat 

6.  Citric  acid 

6.  Inorganic     phos- 

6. Casein 

c.   Potassium 

phate 

d.  Sodium 

f.  Calcium 

e.  Chlorine 

d.  Magnesium 

Bosworth  and  Van  Slyke  (1915)  report  the  composition  of  cow's, 
goat's  and  human  milk,  shown  in  Table  XXXVI.  From  this  presenta- 
tion of  the  chemical  composition  of  milk,  it  will  be  seen  that  it  is  an 
excellent  medium  for  bacterial  growth. 

Van  Slyke  and  Bosworth  (1914)  studied  the  composition  of  milk 
serum  after  the  other  constituents  had  been  removed  by  filtration 
through  a  Pasteur-Chamberland  filter.  Tin*  analysis  of  the  serum  is 
given  in  Table  XXXVII. 
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Table  XXXVI 
COMPOUNDS  IN  COWS,  GOAT'S,  AND  HUMAN  MILK 
(After  Bosworth  and  Van  Slyke,  1915) 


Compounds. 


Cow's  Milk. 


Goat's  Milk. 


Fat 

Milk  sugar 

Proteins  combined  with  calcium 
Salts 

Di  calcium  phosphate 

Tri  calcium  phosphate 

Mono  magnesium  phosphate. . 

Di  magnesium  phosphate. .  .  . 

Tri  magnesium  phosphate .  .  . 
•  Mono  potassium  phosphate. . 

Di  potassium  phosphate 

Potassium  citrate 

Sodium  citrate 

Potassium  chloride 

Sodium  chloride 

Calcium  chloride 


For  cent 

3.90 

4.90 

3.20 

0.901 

0.175 

0.000 

0.103 

0.000 

0.000 

0.000 

0.230 

0.052 

0.222 

0.000 

0.000 

0.119 


Per  cent 

3.80 

4.50 

3.10 

0.951 

0.092 

0.062 

0.000 

0.068 

0.024 

0.073 

0.000 

0.250 

0.000 

0.160 

0.095 

0.115 


HumtnMH.  I 

Percent 
330 

6.50 

1.50 

0.313 

0.000 

0.000 

0.027 

0.000 

0.000 

O.OfiO 

o.oon 

0.1(9 
0.05* 

o.oon 
o.oon 

0.050 


Tablb  XXXVII 

COMPOSITION  OF  MILK  SERUM 

(After  Van  Slyke  and  Bosworth,  1914) 


Constituents 


Sample  No.  1. 


Original 

Milk, 

100  c.c  . 


3  35 
0.525 


Grams 

Sugar. . . 
Casein.  . 
Albumin 
Nitrogen  in  other  compounds 

Citric  acid 

Phosphorus  (organic  and  in- 
organic)  

Phosphorus  (inorganic) 

Calcium 0.128 

Magnesium 
Potassium. 
Sodium.  .  . 

Chlorine !     0.081 

Ash 


/ 


0.125 
0  096 


0.012 
*  0.354 


Milk 
Serum, 
100  c.c. 


Grams 

0.00 
0.369 


0.067 
0.067 
0.045 
0.009 

*0 . 352 

0.082 


Percentage 
of  Milk 
Constitu- 
ents in 
Serum. 


Per  cent 

0.00 
70.29 


53.60 
70.00 
35.16 
75.00 


99.44 
100.00 


{ 


Sample  No.  2. 


Original 

Milk, 

100  c.c. 


Grams 

5.75 

3.07 

0.506 

0.049 

0.237 


0.087 
0.144 
0.013 
0.120 
0.055 
0.076 
0.725 


Pferceot* 
Milk       of  Milk 
8«rum,  iCoutit* 
100  c.c.      eott  in 
Senua. 


0.056 
0.048 
0.007 
0.124 
0.057 
0.081 
0.400 


64.40 

33  33 

53  85 

100.00 

100.00 

100. 00 

55.17 


*  As  chlorides. 
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MOk  Protons.  According  to  the  table  from  Bosworth  and  Van 
Syke  cow's  milk  has  a  larger  content  of  protein  than  goat  V  or  human 
mDk.  Data  from  other  sources  confirm  this  fact.  The  following 
proteins  are  found  in  milk: 

Casein 

Lact-albumin 

Lact-globulin 

Changes  ix  Milk 

Milk  is  subject  to  many  types  of  changes.  One  of  the  most  common 
And  one  which  occupied  the  attention  of  chemists  for  a  long  time  is  the 
coagulation  or  clotting  of  the  casein.  The  natural  state  of  this  milk 
constituent  may  be  changed  either  by  acid  or  the  presence  of  a  specific 
ctuyme.  Other  proteins  may  be  coagulated  in  the  same  way  by  enzymes. 
This  change  in  the  state  of  the  casein  is  the  foundation  of  the  whole 
cheese  industry. 

Souring  of  MOk.  This  usually  refers  to  the  normal  changes  in  milk 
which  are  brought  about  by  the  continued  growth  of  lactic  acid  bacteria. 
The  lactic  acid  which  is  thus  formed  removes  the  calcium  from  the 
calcium  caseinate.  The  casein  thus  formed  is  insoluble  in  the  milk 
serum  and  is  precipitated. 

The  chemical  changes  which  take  place  in  the  soluble  and  insoluble 
constituents  of  milk  have  been  studied  by  Van  Slyke  and  Bosworth 
(1916).  The  milk  was  inoculated  with  a  culture  containing  Bacterium 
factis  acidi  and  B.  ladis  aerogenes  and  allowed  to  stand  at  room  tempera- 
toe  for  sixty  hours.  At  the  end  of  this  time  it  was  filtered  through  a 
porcelain  filter  and  subjected  to  analysis.  A  blank  was  made  by  pre- 
ferring milk  with  chloroform  and  separating  the  serum  in  the  same  way. 
The  changes  which  took  place  in  sixty  hours  are  given  in  Table  XXXVIII. 

Coagulation  by  Rennin.    It  was  believed  for  a  long  time  that  the 

:  coagulation  of  milk  was  due  only  to  acid.    Fremy,  in  1839,  one  of  the 

earliest  workers  on  the  subject,  supposed  that  a  special  enzyme  was 

Present  in  the  lining  of  calves'  stomachs  which  fonned  acid  from  the 

lactase.    Hammareten  (1872)  proved  that  the  production  of  acid  from 

the  lactose  was  not  the  cause  of  coagulation  by  rennin  but  that  it  was 

\    brought  about  by  a  special  enzyme,  which  acted  directly  on  the  casein. 

The  phenomenon  involved  in  the  action  of  rennin  is  the  change  of 

casein  in  milk  into  soluble  paracasein  along  with  another  compound. 

However,  before  actual  clotting  takes  place  an  insoluble  calcium  para- 

caseinate  must  be  fonned  from  calcium  salts  in  the  milk.    Van  Slyke 
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and  Bosworth  (1913)  have  shown  that  the  molecular  weight  of  casein 
is  8888  and  that  of  paracasein  4444.  The  valence  of  the  molecule  in 
basic  cascinatcs  is  8  and  in  basic  paracaseinates  4.  Bosworth  (1913). 
in  another  paper  states  that  these  facts  indicate  three  things: 


Table  XXXVIII 

CHANGES  IN  CONDITION  OF  MILK  CONSTITUENTS  AS  A  RESULT 

OF  SOURING 

(After  Van  Slyke  and  Bosworth) 


Constituents. 


Sugar 

Casein 

Albumin 

Nitrogen  in  other  compounds 
Citric  acid 


Original 
MUk, 
100 


c.c. 


8erum  prom 
Fresh  Milk. 


Serum  no* 
Sour  Milk. 


Serum 
100  c.c. 


Grams. 

5.75 

3.07 

0.506 

0.049 

0.237 

Phosphorus  (inorganic) !  0.087 

Calcium 

Magnesium 

Potassium 

Sodium 

Chlorine 

Ash 

Lactic  acid 


0.144 

0.013 

0.120 

0.055 

0.076  | 

0.725 

0.000 

Grams. 

5.75 

0.00 

0.188 

0.049 

0.237 

0.056 

0.048 

0.007 

0.124 

0.057 

0.081 

0.400 

0.000 


Percent- 

rof 
Con- 
stituents 
in  the 
Serum. 


Per  Cent. 
100.00 

0.00 

37.15 

100.00 

100.00 

64.40 

33.33 

53.85 

100.00 

100.00 

100.00 

55.17 

0.00 


Serum, 
100  c.c. 


Percent- 
lie  of 
Milk  Co* 
gtitueoti 
in  the 
Serum- 


Grams. 

4.48 

0.00 

0.506 

0.049 

0.000 

0.090 

0.148 

0.014 

0.120 

0.058 

0.079 

0.690 

1.124 


PerCent. 


0  00 
100. 00 
100.00 

0.00 
100  00 

100.00 
100  00 

100.00 

100.00 

100.00 

95.17 


First,  that  rcnnin  action  consists  of  the  hydrolytic  splitting  of  the 
casein  molecule  into  two  similar  molecules  of  paracasein;  perhaps  in 
somewhat  the  same  manner  that  maltose  is  split  into  two  molecules  of 
dextrose. 

Second,  that,  as  a  consequence  of  this  cleavage,  it  would  seem  to  be 
doubtful  if  Ilammarsten's  whey-protein  could  be  one  of  the  products  of 
rcnnin  action. 

Third,  that  rennin  is  not,  strictly  speaking,  a  coagulating  ferment, 
the  coagulation  of  paracasein  being  due  to  the  fact  that  calcium  para- 
caseinates are  less  soluble  than  the  calcium  caseinates,  especially  in 
the  presence  of  soluble  salts  of  calcium  barium  or  strontium. 
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The  action  of  rennin  is  then  proteolytic  since  it  destroys  casein. 
[t  might  be  regarded  as  a  preliminary  process  in  digestion,  Bosworth 
1913)  states  that  probably  the  action  attributed  to  rennin  may  be 
Htxluced  by  any  proteolytic  enzyme.  In  the  bacterial  world  this 
las  been  known  for  some  time  that  an  organism  which  will  split  casein 
rill  also  probably  split  gelatin  and  other  proteins.  This  is  especially 
veil  borne  out  in  the  following  table  compiled  by  Frost  and  McCamp- 
k11  and  taken  from  their  text. 

From  this  table  one  might  infer  that  there  was  a  specificity  even  for 
lie  different  proteins. 

Table  XXXIX 
ACTION  OF  CERTAIN  BACTERIA  ON  CERTAIN  PROTEINS 

(Frost  and  McCampbell) 


Name  of  Organism. 


Milk. 


Back  anthracis 

Mkrospira  comma 

tt .  pyogenes  aureus 

feodomonas  pyocyaneus. 
teudomonas  violacea. . . . 

fecfllus  my coides 

fecfllus  prodigiosus 

Aspergillus  niger 

taoeigillus  oryza? 


Coag. 


Digest. 


+ 

+ 
+ 
+ 

+ 

+ 


+ 

+ 
+ 
+ 

+ 
+ 
+ 
+ 


• 

Gelatin. 

Serum. 

+ 

— 

+ 

+      • 

+      • 

— 

+ 

+ 

+ 

— 

+ 

+ 

+ 

+ 

+ 

+ 

Egg 
Albumin. 


+ 
+ 

+ 


+ 
+ 


Fibrin. 


+ 
+ 

+ 


+ 


Chemical  Examination 

The  functions  of  the  chemical  and  bacteriological  examinations  may 
«  entirely  different  although,  in  many  cases,  they  must  go  along 
ogether.  A  sanitarian  must  have  all  the  knowledge  which  it  is  pos- 
ible  to  secure  and  should  not  exclude  either  data  if  he  would  come  to 
n  accurate  conclusion.  In  the  chemical  examinations  that  are  made  on 
ilk,  data  may  be  secured  with  regard  to  the  normal  or  abnormal  oceur- 
nce  of  any  milk  constituent.  The  presence  of  preservatives  may  be 
rectlv  determined  while,  in  the  bacteriological  examination,  thev  may 

indirectly  inferred  if  the  milk  does  not  sour  when  it  is  placed  in  a 
'orable  environment  for  this  change. 

Sampling  of  Milk.  To  secure  accurate  results  from  the  chemical 
bacterial  examination  of  milk  requires  good  sampling.     Too  much 
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attention  cannot  be  paid  to  this  important  step..  The  larger  portion 
from  which  the  sample  is  taken  should  be  thoroughly  stirred.  If  the 
sample  is  collected  in  a  bottle,  the  contents  should  be  very  thoroughly 
mixed. 

Specific  Gravity.  This  may  be  determined  by  any  of  the  usual 
methods.  Hydrometers  are  convenient  and,  in  this  form,  are  known  as 
lactometers.  They  are  of  different  types.  The  New  York  Board  of 
Health  has  an  arbitrary  scale.  This  is  divided  into  120  parts  with  tero 
equal  to  the  specific  gravity  of  water  and  120  equal  to  the  specific  gravity 
of  1 .029.  The  length  is  usually  about  12  ins.  The  Quevenne  lactometer 
is  graduated  in  accordance  with  the  specific  gravity  scale  with  the  first 
two  figures  omitted  for  sake  of  convenience  (1.029  sp.  gr.  =  29  Que- 
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Fig.  66. — Types  of  Lactometers. 

A,  New  York  Board  of  Health  Type;  B,  Same  as  A  Except  with  Thermometer;  C,  Qnerenoe 
Type. 


venue).  They  are  now  made  with  blue  and  yellow  columns.  The 
fractions  in  the  blue  column  indicate  the  percentage  of  water  in  the 
skimmed  milk,  and  in  the  yellow  column,  in  whole  milk. 

Determination  of  Ash  in  Milk.  Weigh  about  20  gms.  of  milk  in  a 
tared  dish  and,  after  adding  6  c.c.  of  nitric  acid,  evaporate  to  dryness, 
ignite  just  below  redness. 

Determination  of  Fat  in  Milk.  Babcock  Test.  This  rests  on  the 
fact  that  concentrated  sulphuric  acid  will  dissolve  the  solids  not  fat 
in  milk.  The  fat  is  unchanged  and  may  be  separated  in  a  centrifuge 
as  follows:  Special  bottles  are  necessary  and  into  each  should  be  placed 
18  gins.  (17.G  c.c.)  of  the  well-shaken  sample  of  milk.  By  means  of  a 
special  pipette  add  17.5  c.c.  of  commercial  sulphuric  acid  with  a  spe- 
cific gravity  of  about  1.83.  During  the  addition  of  the  sulphuric  acid, 
the  contents  of  the  bottle  should  be  constantly  shaken.  The  bottle 
should  now  be  placed  in  a  centrifuge  and  whirled  for  five  minutes  at 
about  1000  r.p.m.  After  this,  boiling  water  should  be  added  to  the 
Babcock  bottle,  in  order  to  raise  the  fat  column  into  the  neck  of  the 
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bottle.  The  bottle  should  he  whirled  again  for  about  a  minute  and  then 
the  jjereentagc  of  fat  read  by  means  of  a  pair  of  calipers.  This  test  i- 
adapted  to  ice  cream  and  cream  with  the  exception  that,  a  larger  liottle  is 
used. 

Leffmann-Beam  Test.  The  distinctive  feature  is  the  use  of  fusel 
oil,  the  effect  of  which  is  to  produce  a  greater  difference  in  surface  len- 
kwn  between  the  fat  and  the  liquid  iu  which  ii  is  suspended,  and  thus 
promote  it*  readier  separation.  This  effect  has  been  found  to  be 
heightened  by  the  presence  of  a  small  amount  of  hydrochloric  acid. 

Tin-  test  bottles  have  a  capacity  of  about  30  e.c.  and  are  provided 
with  a  graduated  neck,  each  division  of  which  represents  9.1  per  cent  by 
weight  of  butter  fat. 

Fifteen  centimeters  of  the  milk  are  measured  into  the  bottle,  3  c. c.  of  a 
mixture  of  equal  parts  of  anvyl  alcohol  and  strong  hydrochloric  acid 
added  and  mixed  Then  9  c.c.  of  concentrated  sulphuric  acid  is  added 
in  portions  of  about  1  c.c;  after  each  addition  the  liquids  are  mixed  by 
giving  the  bottle  a  gyratory  motion.  If  the  fluid  has  not  lost  all  of  its 
milky  color  by  this  treatment,  a  little  more  concentrated  acid  must  l>c 
ttdded.  The  neck  of  the  bottle  is  now  immediately  filled  at  about  the 
zero  point  wilh  one  par!  sulphuric  acid  and  two  parts  water,  well  mixed 
just  hefore  using.  Both  the  liquid  in  the  bottle  and  the  diluted  acid 
iniisi  lir  hot.  The  bottle  is  then  placed  at  once  in  the  centrifugal  ma- 
chine; after  rotation  from  one  to  two  minutes,  the  fa(  will  collect  in 
the  neck  of  the  bottle  and  the  percentage  may  be  read  off. 

Gerber's  Test.  This  test  is  applied  as  follows:  The  (est  bottles  are 
put  into  Mir  stand  with  the  mouths  uppermost;  then,  with  the  pipette 
designed  for  the  purpose,  or  with  an  automatic  measurer,  10  c.c,  of 
sulphuric  acid  are  filled  into  the  test  bottle,  care  being  taken  not  to 
allow  any  to  come  in  contact  with  the  neck.  The  few  drops  remaining 
m  the  tip  of  the  pipette  should  not  be  blown  out.  Then  11  c.c.  of  milk 
are  measured  with  the  proper  pipette  and  allowed  to  flow  slowly  onto 
(he  add,  so  that  the  two  liquids  mix  as  little  as  possible.  Finally,  the 
amyl  alcohol  is  added.  (It  is  important  to  use  the  reagents  in  the 
proper  order,  which  is — sulphuric  acid,  milk,  amyl  alcohol.  If  the  sul- 
phuric arid  is  followed  by  amyl  alcohol  and  the  milk  last,  then  the  result 
i-  wmeti 9  incorrect.)  A  rubber  stopper,  which  must  not  be  dam- 
aged, is  then  titted  into  the  mouth  of  the  test  bottle,  and  the  contents 
are  well  sh;ikni,  the  thumb  being  kept  on  the  stopper  to  prevent  it 
coming  nut.  As  ;i  considerable  amount  of  heal  is  generated  by  the 
action  of  the  sulphuric  acid  on  die  milk,  the  test  hot  tie  should  he  wrapped 
in  a  cloth. 
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The  shaking  of  the  sample  must  be  done  thoroughly  and  quickly, 
and  the  test  bottle  inverted  several  times,  so  that  the  liquid  in  the  ofd 
becomes  thoroughly  mixed.  By  pressing  in  the  rubber  stopper  the  heiglit 
of  the  liquid  can  be  brought  to  about  the  zero  point  on  the  scale. 

If  only  a  few  samples  have  to  be  analyzed  and  the  room  is  warm. 
tin  test  hollies  can  be  put  into  the  centrifuge  without  any  preliminary 
beftfelg,  otherwise  the  test  bottles  must  be  warmed  for  a  few  minnta 
(not  longer)  in  the  water  bath  at  a  temperature  of  GO0  to  65°  C.  When 
the  temperature  rises  higher  than  this,  say  above  70°  C,  the  rubber  stop- 
per is  liable  to  be  blown  out  of  the  test  bottle.  After  the  test  hntllw 
have  been  heated  they  are  arranged  symmetrically  in  the  centrifuge  ami 
whirled  for  three  to  four  minutes  at  a  speed  of  about  1000  r.p.m.  Wwn 
the  centrifuge  has  a  heating  arrangement  attached  to  it,  the  preliminary 
warming  is  not,  of  course,  necessary.  When  Die  lest  bottles  are  lukeii 
out  of  the  centrifuge,  they  are  again  placed  in  the  water  bath  at  n  l-cm* 
[mature  of  60°  to  B5°  C,  and  left  there  for  several  minutes  before  bco| 
read:  where  the  centrifuge  is  heated,  the  tubes  can  be  read  off  as  taken 
bom  the  centrifuge. 

By  carefully  screwing  in  the  rubber  stopper,  or  even  by  pressing  it, 
the  lower  limit,  of  the  fat  column  is  brought,  onto  one  of  (he  main 
divisions  of  the  scale,  and  then,  by  holding  the  test,  bottle  against  tin- 

light  the  height  of  the  column  of  fat  can  be  accurately  asccrl I 

The  lowest  point  of  the  meniscus  is  taken  as  the  level  when  reading!^ 
upper  surface  of  the  fat  in  a  sample  of  whole  milk,  and  the  middle  of  At 
meniscus  for  separated  milk. 

If  the  column  of  fat  is  not  clear  and  sharply  defined,  the  samplu 
must  be  again  whirled  in  the  centrifuge. 

Each  division  on  the  scale  is  equivalent  to  0.1  per  cent,  so  it  is  very 
easy  to  read  to  0.05  per  cent,  or,  with  a  lens,  to  0.025  per  cent.  If  the 
number  which  is  read  off  is  multiplied  by  0.1,  then  the  percentage  qWD- 
tity  of  fat  in  the  milk  is  obtained;  e.g.,  if  the  number  on  the  scale  fl'*3 
36.5,  then  the  percentage  of  fat  is  3.65.  (Milk  and  Dairy  ProdnA 
Barthel;  translated  by  Goodwin,  p.  71.) 

Aria-Jensen  (1916)  advises  the  use  of  chenucally  pure  aruyl  alcohol- 

Proteins  in  Milk 

Procedure.  Measure  5  c.c.  of  the  milk  into  a  500  c.c.  Kjeldahl  Bask 
delivering  it  to  the  bottom  of  the  flask.  Add  25  c.c.  of  coiicenlrateil 
sulphuric  acid  and  0.7  gin.  mercuric  oxide  or  the  equivalent  of  pure 
mercury.     Heat,  the  flask  directly  over  a  free  flame  in  a  hood  until  the 
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contents  are  yellow  or  white.  After  the  flask  has  cooled  add  about  200 
c.c.  of  ammonia-free  water,  20  c.c.  of  a  potassium  sulphide  solution  (40 
gms.  potassium  sulphide  per  liter  of  water)  and  a  small  piece  of  zinc. 
Connect  the  flask  to  a  condenser  and,  after  adding  carefully  50  c.c.  of  a 
60  per  cent  of  sodium  hydroxide  solution,  distill,  receiving  the  distillate 
in  standard  acid  solution.  Titrate  the  excess  of  acid  with  standard 
alkali,  using  methyl  orange  and  compute  the  amount  of  nitrogen  in  the 
milk.  This  percentage  of  nitrogen  multiplied  by  6.25  will  roughly  give 
the  percentage  of  protein. 

Test  for  Coloring  Matter  in  Milk.  Shake  about  10  c.c.  of  the  milk 
with  5  or  10  c.c.  of  ether.  Fresh  milk  will  give  a  colorless  supernatant 
ether  layer,  while,  if  coloring  matter  has  been  added  to  the  milk,  this 
ether  layer  will  be  colored. 

Detection  of  Preservatives.  The  refusal  of  milk  to  sour  when 
placed  in  a  warm  place  is  evidence  that  a  preservative  has  been  added. 
The  following  preservatives  are  often  found  in  milk  and  their  detection 
may  be  carried  out  as  follows: 

Benzoic  Acid.  Add  a  few  drops  of  lime  water  to  300  c.c.  of  the  sam- 
ple and  reduce  the  volume  to  about  75  c.c.  Mix  powdered  calcium 
sulphate  with  this  to  a  paste  and  evaporate  to  dryness.  When  dry, 
grind  and  moisten  with  dilute  sulphuric  acid;  shake  out  in  50  per  cent 
alcohol.  Repeat  this  three  times  and  reduce  the  acid  alcohol  solution 
to  small  volume  on  the  water  bath  after  adding  barium  hydroxide  to 
neutrality.  Acidulate  with  sulphuric  acid  and  extract  with  ether. 
When  the  ether  is  evaporated,  the  benzoic  acid  is  left  behind.  This 
precipitate  may  be  subjected  to  further  study. 

Boric  Acid.  Add  sodium  hydroxide  to  75  or  100  c.c.  of  the  milk  and 
evaporate  to  dryness.  Fuse  and  dissolve  the  ash  in  water.  Add  a 
little  hydrochloric  acid  and  filter.  Moisten  a  strip  of  turmeric  paper 
with  the  filtrate  and  dry  on  a  watch  glass.  A  red  color  indicates  boric 
acid  or  its  salts. 

Salicylic  Acid.  Add  a  little  sulphuric  acid  to  15  or  20  c.c.  of  the  milk 
*nd  shake  out  with  ether.  Evaporate  to  dryness  and  treat  the  residue 
*ith  alcohol  and  ferric  chloride.  The  presence  of  salicylic  acid  is  indi- 
cated by  a  violet  color. 

Formaldehyde.  To  5  c.c.  of  the  milk  add  5  c.c.  of  distilled  water 
and  10  c.c.  of  hydrochloric  acid,  containing  a  little  ferric  chloride. 
The  presence  of  formaldehyde  is  indicated  by  a  violet  color. 

Detection  of  Heated  Milk.  Storch's  Method.  Five  c.e.  of  milk 
.re  poured  into  a  test  tube;  a  drop  of  weak  solution  of  hydrogen  dioxide 
about  0.2  per  cent)  which  contains  about  0.1  per  cent  of  sulphuric  acid 
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is  added,  and  two  drops  of  a  2  per  cent  solution  of  paraphenylendiamin 
(solution  should  be  renewed  quite  often),  then  the  fluid  is  shaken.  II 
I  lie  milk  or  cream  becomes,  at  once,  indigo  blue  or  the  whey  violet  or 
reddish  brown,  then  this  has  not  been  heated,  or,  at  all  events,  it  ha- 
nd been  heated  higher  than  78"  C;  if  the  milk  becomes  a  lighi 
bluish  gray  immediately  or  in  the  course  of  half  a  minute,  then  il 
has  been  heated  to  79°  to  80°  C.  If  the  color  remains  white,  the 
milk  has  been  heated  at  least  to  80°  C.  In  the  examination  of  sour 
milk  or  sour  buttermilk,  lime  water  must  be  added  as  the  color 
reaction  is  not  shown  in  acid  solution.  (Report  of  the  Commission 
on  Milk  Standards.) 

Arnold's  Guaiac  Method.  A  little  milk  is  poured  into  a  t<«i  tnl« 
and  a  little  tincture  of  guaiac  is  added,  drop  by  drop.  If  the  milk  has 
not  been  heated  to  80°  C.  (176°  F.)  a  blue  zone  is  formed  between  (be 
two  fluids;  heated  milk  gives  no  reaction,  but  remains  white.  The 
guaiac  tincture  should  not  be  used  perfectly  fresh,  but  should  liavo 
stood  a  few  days  and  its  potency  have  been  determined.  Thereafter  it 
can  be  used  indefinitely.  These  tests  for  heated  milk  are  only  active  in 
the  ease  Of  milks  which  have  been  heated  to  176°  F.  or  80°  C.  (Jensen's 
Milk  Hygiene,  Pearson's  translation,  p.  192.) 

Microscopic  Test  for  Heated  (Pasteurized)  Milk.  Frost  and 
Ravenel  (1911).  About  15  c.c.  of  milk  are  centrifuged  for  five  minutes, 
or  long  enough  to  throw  down  the  leucocytes.  The  cream  layer  is  then 
completely  removed  with  absorbent  cotton  and  the  milk  drawn  off  with 
a  pipette,  or  a  fine-pointed  tube  attached  to  a  Chapman  air  pump 
Only  about  2  mm.  of  milk  are  left  above  the  sediment  which  is  in  the 
bottom  of  the  sedimentation  tube. 

The  stain,  which  is  an  aqueous  solution  of  safranin  0,  soluble  in  wait*, 
is  then  added  very  slowly  from  an  opsonizing  pipette.  The  important 
thing  is  to  mix  stain  and  milk  so  slowly  that  clotting  does  not  take  place. 
The  stain  is  added  until  a  deep  opaque  rose  color  is  obtained.  After 
standing  three  minutes,  by  means  of  the  opsonizing  pipette,  which  ha* 
been  washed  out  in  hot  water,  the  stained  sediment  is  then  transferred 
to  slides.  A  small  drop  is  placed  at  the  end  of  each  of  several  slide.*  and 
spread  by  means  of  a  glass  spreader,  as  in  Wright's  method  for  opsonic 
index  determinations. 

In  an  unheated  milk  the  polymorphonuclear  leucocytes  have  their 
protoplasm  slightly  tinged  or  are  unstained. 

In  heated  milk  the  polymorphonuclear  leucocytes  have  their  nuclei 
stained.  In  milk  heated  to  63°  C.  or  above,  practically  all  of  the  leu- 
cocytes have  their  nuclei  definitely  stained.     When  milk  is  heated  at  & 
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lover  temperature  the  nuclei  are  not  all  stained  above  60°  C.  The 
majority,  however,  are  stained. 

Frost  (1915)  has  pointed  out  some  of  the  difficulties  of  the  above 
method  and  devised  anew  one. 

Procedure.  Add  one  part  of  aqueous  methylene  blue  (7  gins,  of 
Gruebler's  dry  dye  to  100  c.c.  distilled  water)  to  five  parts  of  milk. 
.  This  should  be  added  slowly  to  prevent  coagulation  of  the  milk.  Allow 
the  stain  to  remain  in  contact  with  the  milk  for  from  fifteen  to  thirty 
minutes.  Centrifuge  and  spread  the  sediment  on  a  slide.  This  may 
be  done  by  using  the  edge  of  another  slide.  Frost  reports  the  following 
appearance  in  raw  and  pasteurized  milk.  Raw:  The  entire  field  is 
stained  a  light  blue,  the  depth  of  the  stain  depending  on  the  thickness 
of  the  film.  In  this  blue  background  may  be  clear  areas.  These  may 
be  either  leucocytes  or  fat  globules.  The  leucocytes  are  practically 
always  colorless.  Heated  Milk:  Smears  made  from  heated  milk  are  not 
as  deeply  stained  as  those  made  from  raw  milk.  The  leucocytes  are 
always  more  deeply  stained  than  the  background  and  appear  as  dark 
Wue  areas  in  a  blue  field.  The  background  immediately  about  the 
leucocytes  frequently  shades  off  into  the  color  of  the  background,  thus 
forming  a  halo  about  them.  Under  the  oil  immersion  objective  the 
leucocytes  are  less  regular  in  outline  than  those  in  raw  milk.  The  nuclei 
are  distinctly  stained. 

Balaz's  Test  for  Boiled  Milk.  To  5  c.c.  of  the  milk,  add  2  c.c.  of 
copper  sulphate  solution  which  contains  69.26  gms.  of  copper  sulphate  per 
liter.  Shake  and  filter.  Then,  to  five  drops  of  the  transparent  filtrate 
add  Adamkiewicz's  reagent  (one  part  of  sulphuric  acid  and  two  parts  of 
acetic  acid).  Warm  carefully  without  boiling,  shake,  and  allow  to 
stand  for  a  while.  The  serum  of  the  boiled  milk  remains  colorless,  while 
the  raw  milk  shows  a  violet  red  color.  Its  greatest  intensity  occurs 
within  ten  or  fifteen  minutes. 

The  "  Commission  on  Milk  Standards  Appointed  by  the  New  York 
fclilk  Committee  "  has  made  a  careful  study  of  the  production  of  safe 
milk.  It  is  composed  of  the  foremost  authorities  on  the  relation  of 
milk  to  the  public  health.  Realizing  the  lack  of  uniformity  with  regard 
to  milk  standards,  the  committee  made  the  following  recommendations. 

Chemical  Standards.  The  following  are  proposed  and  represent 
those  which  are  enforced  in  many  cities  and  States. 

The  Babcock  test  makes  easily  practicable  the  determination  of 
fat  and  solids-not-fat  in  milk.  Such  examinations  of  milk  can  be  readily 
adopted  and  executed  by  any  health  board  laboratory  at  a  very  moderate 
expense.     It  is  believed  that  such  chemical  standards  as  are  suggested 
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will  help  to  raise  the  standards  (if  dairying  in  this  country,  and  that  (he 
provision  regarding  substandard  milk  is  a  libera]  one. 

Cow's  Milk.  Standard  milk  should  contain  not  less  than  8.5  per 
cent  of  sol  ids-not-fat  and  not  less  than  3.25  per  cent  of  milk  fat. 

Skim  Milk.  Standard  skim  milk  should  contain  not  less  than  8.75 
per  cent  of  milk  solids. 

Cream.  Standard  cream  should  contain  not  less  than  18  per  mil  of 
milk  fat.  and  should  be  [fee  from  all  constituents  foreign  to  normal 
milk.  The  percentage  of  milk  fat  in  cream  over  or  under  that  standard 
should  be  stated  on  the  label. 

Adjusted  Milks.  On  the  question  of  milks  and  creams  in  which  the 
ratio  of  the  fat  to  the  solids-not-fat  has  been  changed  l.v  the  additfci 
to  or  subtraction  of  cream  or  milk  fat  1 1n •  cnuimissiim  h:is  hesitated  t" 
take  a  position.  On  the  one  hand  they  are  in  favor  of  every  procedure 
which  will  increase  the  market.  For  good  milk  and  make  the  most  profit- 
able use  of  every  portion  of  it.  On  the  other,  they  recognize  the 
.sensitiveness  of  milk,  the  ease  with  which  it  is  contaminated,  and  the 
difficulty  of  controlling  such  processes  as  standardizing,  skimming,  homo- 
genizing, souring,  adjusting,  etc.,  so  as  to  prevent  contamination  ami 
the  use  of  inferior  materials.  On  this  subject  the  commission  passed* 
resolution  presented  by  a  special  committee,  as  follows: 

The  committee  believes  that  it  is  probably  necessary  to  admit  standard)*! 
and  adjusted  milk.  They  believe  that  such  manipulation  should  be  coritroiW 
and  that  such  milk  should  l>e  distinctly  labeled  as  to  its  modifications. 

Milk  in  which  the  ratio  of  the  fat  to  the  solids-not-fat  has  bean  changed  Iff 
the  addition  to  or  subtraction  of  cream  should  be  labeled  "adjusted  milk'  ;  tM 
label  should  show  the  minimum  guaranteed  percentage  of  fat  and  should  comply 
with  the  same  sanitary  or  chemical  requirements  as  for  milk  not  so  standard^ 
or  modified, 

The  committee  very  carefully  considered  the  subject  of  the  apt*- 
tion  which  has  taken  place  regarding  percentage  of  solids-not-fat  due 
to  the  fact  that  in  some  large  cities  much  of  the  milk  contains  leas  than 
8.5  per  cent  solids-not-fat.  While  the  commission  is  disposed  to  :l|li; 
that  these  conditions  may  exist,  yet  it  believes  that  these  conditions c*n 
lie  remedied,  if  not  immediately  :it  least  gradually.  On  the  other  hawl 
experience  has  shown  that  to  lower  the  standard  would,  in  a  few  years, 
result,  in  the  lowering  of  Jie  general  quality  of  the  milk  placed  OB  ■ 
market,  since  commerce  always  tends  to  approach  (he  minimum  stand- 
ard. The  commission,  therefore,  thinks  it  is  unwise  to  reduce  Uw 
standard  for  solids-not-fat  below  the  percentage  of  8.5.  In  those  com- 
munities where  such  a  standard  can  not  be  rigidly  enforced  at  tlie 


BACTERIAL  EXAMINATION  375 

esent  time  the  commission  suggests  that  the  standard  be  gradually 
►plied. 

The  Bacterial  Examination  of  Milk 

The  value  of  the  bacterial  examination  of  milk  is  somewhat  depend- 
nt  upon  the  application  of  the  results  and  the  opinions  of  those  who  are 
nterpreting  them.  The  Commission  on  Milk  Standards  regards  the 
bacterial  content  as  being  due  to  dirt,  temperature  and  age.  The  bac- 
terial examination,  then  is  supposed  to  yield  information  bearing  on 
these  three  factors. 

Initial  Contamination.  Milk  is  such  an  excellent  medium  for  bao 
teria  that  the  initial  infection  determines  the  number  which  will  be 
present  after  a  time.  The  factors  which  influence  this  may  be  men- 
tioned as  follows: 

I.  Cow 

a.  Udder. 
6.  Coat,  etc. 

II.  Barn  Conditions 

III.  Milker 

.IV.  Utensils 

a.  Pails,  cans,  etc. 
6.  Special  apparatus 

1.  Separator 

2.  Clarifier 

3.  Pasteurizer 

4.  Cooler 

5.  Bottler 

It  is  fairly  well  established  that  milk  as  it  is  excreted  from  the  udder 
*  not  sterile.  Harding  and  Wilson  (1913)  and  other  workers  to  whom 
they  refer  in  their  paper  furnish  much  information  to  confirm  this  state* 
taent.  An  examination  of  1230  samples  from  the  udders  of  78  cows 
showed  an  average  of  428  bacteria  per  cubic  centimeter.  Evans  (19 16) 
tudied  192  samples  of  milk  from  161  cows  in  dairies  which  were  widely 
eparated.  Three  types  of  bacteria  were  found  commonly  present  in 
lilk  from  the  five  dairies  which  were  studied:  streptococci,  staphy- 
cocci  and  bacilli.  Streptococcus  lacticm  (Kruse)  was  not  found  in  any 
the  samples.  This  author  states  that  "  there  is  a  definite  udder 
ra  comprising  bacteria  which  belong  to  parasitic  types.     It  is  not 
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surprising  that,  the  majority  of  udder  bacteria  should  be  of  the  i 
type  as  those  common  on  the  skin  and  mucous  membranes  of  man  ami  I 
animals.  The  majority  of  the  staphylococci  on  the  skin  are  of  the  non- 
virulent  variety  which  fails  to  produce  pigment  and  fails  to  fenradl 
mannite.  But  pathogenic  varieties  are  also  found  on  the  skin  when 
they  ordinarily  cause  no  trouble.  .  .  .  Whatever  the  variety  may  I*', 
conditions  in  the  udder  are  favorable  to  multiplication  ami  frequently 
large  numbers  are  eliminated  in  the  milk."  Rogers  and  Dahlbcnj 
(1914)  is  studying  the  origin  of  streptococci  in  milk  decided  that  they 
were  contributed  by  the  frees;  infected  udders  and  the  animals'  mouths 
were  also  mentioned.  Licking  of  the  flanks  and  udders  allow  the  b*> 
teria  to  reach  the  milk.  Sherman  (11)15)  found  19  out  of  142  cows  from 
6  different  herds  thai  gave  a  milk  with  over  10,000  bacteria  per  cute 
centimeter.  Two  nf  them  hud  a  bacterial  content  of  100,000  hacUril 
per  cubic  centimeter  in  their  fresh  milk.  Sherman  states  that  all  tJ 
the  cows  were  in  a  normal  healthy  condition  but  he  docs  not  state  whri 
data  were  secured  to  arrive  at  this  conclusion.  In  48  cows,  in  which 
there  were  no  indications  of  disease,  then-  were  streptococci  in  the  milk 
of  15.  He  regards  the  streptococci  of  milk  as  of  little  significance, 
which  is  a  very  interesting  statement  in  light  of  the  work  on  septic  sw 
throat.  Colwell  (1917)  studied  the  influence  of  high  count  and  B&rptj 
cows  on  the  number  of  bacteria  in  milk.  Seventy-two  per  cent  of  the 
cows  examined  produced  a  milk  with  less  than  10,000  bacteria  per  cubit 
centimeters.  The  other  28  per  cent  were  classed  as  high-count  aninU* 
An  interesting  fact,  was  established  that,  where  one  or  more  of  it"1 
quarters  were  infected  with  an  organism,  the  same  organism  could  !»' 
isolated  from  the  other  quarters.  Such  data  have  much  sign  incline;' 
the  question  of  the  relation  of  milk  to  septic  sore  throat:  it  points  on' 
that  all  of  the  milk  from  an  animal  with  an  infected  udder  must  I"' 
excluded  from  the  milk  supply. 

From  the  literature  which  has  beeen  presented  above,  it  will  U  sc*t 
that  some  difference  of  opinion  exists  about  the  udder  flora.  The  pre- 
dominating organisms  seem  to  lie  micrococci  and,  as  Evans  pointed  out, 
may  come  from  the  cow's  body.  These  enter  the  teat  ami  reprudiw 
since  they  are  in  a  favorable  environment.  With  regard  to  high-cmul 
cows  too  little  information  is  available  to  definitely  understand  ihetD 
They  are  excluded  from  certain  herds  when  certified  milk  is  being  l"15- 
duced.  No  exacting  study  is  usually  made  to  determine  whether  1  hey 
are  really  healthy.  If  nothing  is  outwardly  the  matter  with  theui,  thry  1 
are  usually  considered  healthy  without  any  other  examination.  It  is  I 
possible  that  the  large  numbers  of  bacteria  in  the  milk  of  certain  cows 
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>uld  be  explained  by  a  more  careful  investigation  with  regard  to  the 
mdition  of  the  animal. 

Barn  Conditions.  Some  difference  of  opinion  still  exists  with  regard 
o  the  effect  of  barn  conditions  on  the  bacteria  in  milk.  Harding  et  al. 
1913)  found  that  man}'  procedures  about  the  l>arn  which  wen4  sup- 
Meed  to  limit  the  number  of  bacteria  contributed  to  milk  might,  under 
Kme  conditions,  increase  the  count.  Kuehle  and  Kulp  (1915)  have 
shown  that  dusty  air  in  a  stable  might  increase  the  bacteria  in  milk 
but  the  increase,  as  such,  would  be  of  little  sanitary  importance.  If 
these  added  bacteria  developed,  the  increased  count,  at  a  later  time, 
would  come  within  sanitary  considerations.  Savage  ( 1909-10)  found  a 
general  agreement  between  the  cleanliness  of  cows'  stables  and  the 
Bomber  of  bacteria  in  milk.  This  also  was  borne  out  by  the  work  of 
Bninerd  (1911). 

Utensils.  Recent  work  points  to  the  conclusions  that  utensils 
may  be  one  of  the  most  important  factors  determining  the  number  of 
bacteria  in  milk.  Pease  (1916)  claims  that,  where  high  counts  have 
been  obtained  in  a  dairy  which  has  operated  for  a  long  time,  they  are  due 
to  inefficiently  cleaned  apparatus  and  by  incubation  of  the  bacteria  on 
the  moist  surfaces  of  the  cans,  pails,  etc.  Prucha,  Harding  and  Weeter 
(1915)  reported  some  interesting  data  to  substantiate  this  contention 
of  Pease.  With  sterile  utensils  and  sterile  bottles,  milk  leaving  the 
barn  was  found  to  contain  2588  bacteria  per  cubic  centimeter  and  the 
bottled  milk  3875.  Where  the  utensils  were  simply  washed  and  with 
only  the  bottles  sterile,  there  were  increases  due  to  the  pails  of  57,077, 
Up  to  the  clarifier  of  15,353,  due  to  the  clarifier  of  172,703,  due  to  cooler 
of  19,841  and  due  to  the  bottler  of  247,611.  More  data  on  the  same 
subject  have  been  since  reported  by  Prucha,  Weeter  and  Chambers 
(1918).  Ayers,  Cook  and  Clemmer  (1918)  in  a  careful  study  of  the 
factors  involved  in  the  production  of  a  milk  of  low  bacterial  content, 
state  as  follows:  "  Three  simple  factors  were  necessary  for  the  pro- 
duction of  milk  with  a  low  bacterial  content,  namely,  sterilized  utensils, 
clean  cows  with  clean  udders  and  teats,  and  the  small  top  pail/'  A 
fourth  factor,  holding  the  milk  at  a  temperature  near  10°  C.  or  lower  w 
Necessary  in  order  to  keep  the  bacterial  count  low.  Even  cow  manure 
**as  found  to  be  of  less  importance  in  influencing  the  bacterial  count 
than  utensils. 

Age.  The  bacterial  count  is  supposed  among  other  things  to  yw  Id 
iiformation  with  regard  to  the  age  of  the  milk.  Tp  to  certain  lii/*»^ 
his  is  true,  but  soon  a  limit  is  reached  beyond  which  no  further  pr'/*f  h 
lay  take  place  unless  something  happens  to  disturb  the  coiidj'v//.- 
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The  number  of  bacteria  is  probably  not  proportional  to  the  age  of  the 

milk. 

Temperature.     The  effect  of  temperature  on  the,  bacteria  in  millt 
has  received  attention  from  several  standpoints.     No  single  extensive 
piece  of  work  has  been  carried  out  on  this  subject  and  consequently  our 
knowledge  must  come  from  the  various  separate  pieces  of  work.    Lui- 
wotda  (1911)  found  that  milk  kept  at  low  temperatures  contained  an 
enormous  number  of  bacteria.     These  did  not  cause  an  acid  reaction 
in  the  milk  but  the  changes  were  regarded  as  more  dangerous  than  if 
the  acid  bacteria  had  been  present.     At  20°  C.  lactic  acid  bacteria 
appeared  and  exerted  a  restraining  action  on  the  other  forms.    Tha 
restraining  action  was  steadily   diminished  as  the   temperature  was 
lowered,     lieexi  and  Reynolds  (19l(i)  inoculated  sterile  flasks  of  milk 
with  pure  cultures  and  incubated  them  at  four  different  temperature 
for  six  weeks.     The  results  are  shown  in  Table  XL. 

Table  XL 

EFFECT  OF  AGE  AND  TEMPERATURE  ON  BACTERIAL  GROWTH  IN 

MILK 

(After  Reed  and  Reynolds) 
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42 
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21 
42 

21 
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« 

liticilltiH  oviiuriKc-rioi 
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Badlliis  prudi(ci<MU!f 

It. mI.   II    S    i.n.l    It' ■vn.il.l-,    11     1/       S. 
of  bai-irrii  in  milk.     Virginia  AB.  Etp.  Si 

Conn  and  his  eo-worker  R 
tion  to  this  subjeet.     Their  w 
ject.     In  general,  they  found 

™  eSpct*  of  tampemtun  upon  thp  growth  mod  «rtrritt 

ten  (1902,  1903,  1904)  gave  much  atta- 
irk  was  some  of  the  earliest  on  this  sub- 
that  at  20°  C.  the  ordinary  lactic  acid 
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teria  predominated.  At  the  end  of  forty  hours,  when  the  milk 
1  curdled,  Bacillus  acidi  lactici  constituted  about  90  per  cent  of  the 
al  bacteria.  At  37°  C,  B.  lactis  aerogenes  predominated  over  B. 
di  lactici  as  did  B.  coli  when  it  was  present.  At  10°  C.  all  types  of 
cteria  developed  uniformly.  Neutral  bacteria  grew  more  rapidly 
d  liquefiers  became  abundant.  Conn  and  Esten  found  little  differ- 
ce  in  the  flora  at  10°  C.  and  1°  C.  Growth,  however,  was  more 
pid  at  10°  C.  Ravenel  et  al.  (1910)  have  studied  the  changes  in  milk 
—9°  C.  and  0°  C.  At  —9°  C.  there  was  no  increase  in  the  number  of 
icteria  as  determined  on  agar  and  gelatin  plates.  At  0°  C.  there  was  a 
tided  increase.  This  was  accompanied  by  an  increase  in  acidity 
id  other  changes  incident  to  marked  bacterial  development.  The 
ctic  acid  bacteria  were  inhibited  cit  this  temperature  but  putrefactive 
icteria  were  not. 

Pennington  et  al.  (1908, 1913)  in  their  studies  on  cold  storage  reported 
at  milk  stored  at  0°  C.  underwent  marked  proteolysis  which  was 
iticeable  at  the  end  of  two  weeks.  In  a  later  paper  it  was  stated  that 
oteolysis  of  casein  was  due  primarily  to  bacteria  while  the  lact- 
bumin  was  destroyed  by  the  enzymes  in  the  milk.  The  numbers  of 
tcteria  greatly  increased  and  this  increase  was  most  striking  in  the 
w,  untreated  milk.  The  freezing-point  was  gradually  lowered  with 
e  decomposition.  Market  milk  held  below  0°  C.  increased  from  15,966 
376,000,000  at  the  end  of  five  weeks.  These  investigations  tend  to 
dicate  that  milk  and  other  foods  may  not  be  held  indefinitely  even  at 
w  temperatures.  Changes  may  eventually  take  place  to  render  the 
od  unfit  for  consumption. 

"  What  is  Meant  by  Quality  in  Milk?"  Quality  in  any  food  sub- 
Mice  may  be  defined  in  different  ways.  The  definition  often  depends 
tirely  on  the  viewpoint  of  the  definer.  The  farmer  may  have  quite 
lother  conception  of  quality  in  milk  than  the  sanitarian;  the  chemist 
ay  define  milk  quality  from  the  standpoint  of  food  value  while  the 
Penologist  is  concerned  with  disease.  It  is  a  far  easier  propositior 
define  milk  quality  than  to  devise  methods  for  measuring  it.  One 
uld  scarcely  find  a  field  in  hygiene  which  is  more  complicated  than 
it  of  dairy  and  milk  sanitation.  The  difficulty  of  finding  practical 
thods  for  measuring  quality  in  milk  has  caused  much  contention 
ong  health  authorities.  Probably  little  difficulty  would  be  cxperi- 
ed  in  reaching  a  definition  for  safe  milk.  A  milk  to  be  safe  must  be 
,n.  In  fact  cleanliness  is  the  slogan  of  modern  sanitation. 
A.  number  of  different  methods  have  been  used  or  proposed  for 
suring  quality  in  milk.    Each  one  has  its  own  special  advantages  and 
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objections.  Sonic  have  been  discussed  before  in  this  book  and  will  not  J 
be  given  further  attention.  The  following  methods  have  been  pro-  J 
posed  at  one  time  or  another: 

1.  Sanitary  inspection  of  the  dairies; 

2.  Bacterial  examination  of  the  milk; 

3.  Dirt  or  sediment  test. 
Harding  et  al.  (1917)  consider  that  the  elements  of  quality  in  e 

milk   to   consist   of  food  value,  health  fulness,  clean  linens  and  kec 
quality.     The  discussion  of  these  factors  leads  these  authors  to  t 
following  combination  of  them  to  form  a  basis  for  grading  milk. 

Grade  Element  or  Quality  Degree  of  Excellence 


Special  milk 


Food  value  Fat  content  as  stated  on  package 

Heal th fulness  Medical  sujwrvisioti  of  health  uf  me 

animals,  or  pro|ier  pasteurization 

Cleanliness  Sediment,  not  more  than  a  trace 

Keeping  quality  Excellent 

I  Food  value  Fat  content  as  stated  on  package 

Hcalthfulness  Properly  pasteurized 

Cleanliness  Sediment,  not  more  than  a  smail  amount 

Keeping  quality  Good 

I  Food  value  Fat  content  as  stated  on  package 

Heal  thf  ulness  Boiled 

Cleanliness  May  not  be  sufficient  for  table  grade 

Keeping  quality  May  not  be  sufficient  for  table  grade 


(1918)  does  not  approve  some  of  the  claims  in  this  report.  He 
attention  to  the  fact  that  Harding  and  his  collaboratoi s  are  inter- 
ested in  the  dairy  instead  of  the  infant.  He  further  states,  "The 
experts  .  .  .  were  considering  the  best  methods  of  grading  milk  and 
not  the  question  as  to  whether  excessive  numbers  of  bacteria  in 
market  milk  were  wholesome  or  not.  It  would  be,  to  my  mind,  a  step 
backward  to  accept  the  views  expressed  in  the  body  of  the  editorial." 
(From  a  letter  discussing  this  report.)  Park  and  his  colleagues  at  the 
Research  Laboratories  of  the  New  York  City  Department  of  Health 
have  given  much  study  to  the  relation  of  milk  bacteria  to  disease 
children. 

The  Dairy  Score  Card.     No  attempt  will  be  made  to  present  in  thia 
place  a  complete  discussion  of  the  dairy  score  card.     The  score  can!  had 
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its  origin  in  1904  when  Doctor  W.  C.  Woodward  prepared  one  for  use 
in  Washington     A  year  later  Pearson  at  Cornell  University  devised  a 
similar  card.    The  score  card  received  such  approbation  by  sanitarians 
that  the  National  Association  of  Dairy  Instructors  appointed  a  com- 
mittee which  had  much  to  do  with  the  present  official  score  card.    Much 
has  been  written  in  favor  of  and  against  the  card.     It  is  regarded  by  some 
milk  hygienists  as  one  of  the  most  important  factors  in  the  production 
of  clean  milk.     Others,  even  though  they  represent  large  cities  do  not 
regard  the  card  as  of  any  great  help  in  milk  control.     It  must  be  empha- 
riied  that  the  score  card  was  not  devised  to  give  information  with  regard 
to  bacteria  in  milk  but  merely  to  rate  the  production  plants.     It  has 
been  established,  generally  speaking,  that  a  high  scoring  dairy  will  have 
a  low  number  of  bacteria  in  its  milk.     This  is  to  be  expected.    Some  of 
the  recent  work  in  dairy  hygiene  has  emphasized  the  fact  that  the 
present  score  card  lays  too  much  stress  on  factors  which  are  not  directly 
concerned  with  the  production  of  milk  with  few  bacteria.     Brew  (1915) 
made  a  comparative  study  of  the  bacteria  in  the  milk  and  the  scores  of 
thirty-four  commercial  dairies.     He  found  no  correlation  between  these 
two  factors.    The  apparent  reason  for  this  was  that  a  large  number  of 
items  called  for  on  the  score  card  have  little  or  no  effect  on  the  bacteria 
in  the  milk.    Too  much  emphasis  is  placed  on  procedures  which  do  not 
affect  the  milk.    This  study  indicates  that  the  score  card  needs  revision 
if  it  is  to  be  an  index  of  the  bacteria  in  milk.     As  indicated  by  recent 
studies,  within  certain  limits,  the  environment  of  the  cow  does  not  seem 
to  exert  much  influence  on  the  milk.     Prucha,  Harding  and  Weeter 
j    (1915)  also  confirm  the  contention  of  Brew  that  the  score  card  needs 
revision.     They  found  that  utensils  were  important  in  relation  to  the 
number  of  bacteria  in  milk.    These  are  not  given  an  important  place 
oo  the  card.    Ayers,  Cook  and  Clemmer  (1918)  reach  the  same  con- 
clusion.    Brainerd  and   Mallory   (1914)   in  studying  the  Richmond, 
Virginia,  milk  supply  by  means  of  the  bacterial  count  and  score  card 
found  the  count  to  be  cumbersome — a  high  count  not  always  being  char- 
acteristic of  a  dangerous  milk.     For  some  reason  which  was  not  deter- 
mined, they  found  that  the  highest  scoring  dairy  showed  a  larger  count 
than  the  lowest  scoring  dairy.     North  (1917)  believes  that  the  life  of 
the  present  score  card  is  threatened  if  it  is  not  changed  to  give  a  reason- 
ably close  indication  of  the  character  of  the  product  of  dairies.     North 
has  presented  a  revised  score   card   on  which  he  has  tried  to  phtce 
emphasis  on  factors  which  are  concerned  in  keeping  the  number  ol 
bacteria  in  milk  low.     This  to  a  certain  extent  may  change  the  pui  p<>m 
of  the  card. 
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BOARD  OF  HEALTH 
Racine,  Wis. 


Sanitary  Inspection  of  Dairies 


Dairy  Score  Card 


Owner  or  lessee  or  farm 

P.  0.  Address State 

Total  Number  of  cows Number  milking 

Gallons  of  milk  produced  daily 

Product  is  retailed  by  producer  in 

Sold  at  wholesale  to 

For  milk  supply  of 

Permit  No Date  of  Inspection ,191- 

Remarks 


(Signed) •  * 


DAIRY  SCORE  CARD 

DETAILED  SCORE 


Scour. 

Method*. 

S.nnr 

Perfect,  j  Allowed. 

IVrfert.      Allowed. 

rjHii  jut  fawtm         l 

...  s 

i      Mancen  and  partitions   1 

fo^od 

I 

Hie.    1 

Kfn.ov.1     of    manure    daily 

T' 

2 

(To  £0  ft    fiom  ■ublc,   1.1 

...   1 

2 

DTHUU  AND 

MILKING 

Cur >  clMDliDRH  of  ulCII- 

3 

..1 

Tl.oroo.hlr  waahed          2 
Htmhied    in    live    ■tnm 

r     and 

1  tlinrnunlbly      scalded      with 

,     and 

mnn- 

[ft.    uf 

4 

I  ddrra  washed  ctod  dried 

ict   (or 

....     1 

3  ■ 

.  uUs  before  milking,  I.) 
HANDLING  THE  MILK 

««... 

3 

-Milk    removed    immediately 

j 

It.,  0.1 

Prompt  cooling  (cooled  im- 
mediately    alter     milking 

Efficient  cooling:    below  i>0° 

id  Hi  on 

1 

(JlMoW. -1;   M-loUU', 

■    *nd 

3       ! 

1 

3       (*P      sa»  ^;  ai>°to00*. 

iter  w 

1                                Tra  ruportat  ion :  i«d  i  n  ium- 

3 

1             ' 

......            2 

moBl'  '           '■ 

m 

Ti.Ial 

no 

ailhy  mill llli. in  i-  fmiml.  inirtu-iilnrly  Jirty  utensils,  the 

ia  etrJnm   V   ■*.- 
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Dirt  or  Sediment  in  Milk.  The  estimation  trf  dirt  in  milk  hashm 
regarded  by  many  as  a  reliable  index  of  milk  quality.  Most,  atteotul 
has  been  given  In  insoluble  dirt  or  that  which  may  be  removed  froiutht 
milk  by  some  mechanical  means.  Scbrocder  (1014)  has  given  a  r&sunrf 
of  the  different  methods  of  determining  dirt  in  milk.  He  stated  thai  the 
amount  of  dirt  in  fresh  milk  approximates  the  number  of  bacteria.  This 
was  borne  out  hy  the  work  of  Reed  and  Reynolds  whose,  data  heurm* 
on  this  question  nave  been  presented  in  Table  XLI.  Campbell  (18W| 
carried  out  an  interesting  study  on  the  relation  of  the  number  of  btf 
teria  to  the  amount  of  dirt  and  stated  that  the  amount  of  dirt  which 
appeared  on  the  disks  was  no  criterion  of  the  number  or  kind  of  bur 
in  the  milk.  Ayers,  Cook  and  Clemmer  (1918)  found  that'the  " 
ment  test  bore  a  somewhat  close  relation  to  the  number  of  bacteria  in 
fresh,  unstrained  milk  handled  in  sterilized  utensils."  The  kind  of  dirt 
is,  of  course,  important  in  this  connection.  Cow  dung  would  probably 
be  an  objectionable  type.  Ayers  and  his  colleagues,  however,  stale 
that  cow  dung  (fresh)  "  though  an  important  source  of  contamination  in 
general,  is  not  so  great  a  factor  as  unstcrilizcd  utensils  in  causing  hifrfi 
bacterial  counts."  Kinyoun  (1914)  regards  cleanliness  in  product  am 
as  the  most  important  factor  in  milk  hygiene.  From  an  examiwtiM 
of  3000  samples  of  milk  he  states  that  in  good  milks,  there  is  I  Dob 
bacillus  to  every  50,000  bacteria  while  in  dirty  mjlk  the  ratio  is  1  to  555. 

Table  XLI 

RELATION  BETWEEN  THE  AMOUNT  OF  DIRT  IN  MILK  ANT)  THE 

BACTERIAL  CONTENT 


(After  Reed  and  Reynolds) 


it  of  Dirt  in  100  c. 


■I  Milk. 


Cul™  CfonmX'r™ ftll 


10  milligrams 
20  milligrams 
30  milligrams . 
40  milligrams 
50  milligrams 
100  milligrams 


4,833 
6,750 

12,000 


The  available  data  seem  to  indicate  that,  milk  may  be  prodiicd 
under  decide*  11  y  filthy  conditions  and  yet  have  a  low  bacteria  content. 
The  utensils  seem  to  be  the  contributing  factor.  These  data  sli.mU 
not  be  taken  to  prove  that  barns  may  be  kept  dirty.  Milk,  which  is 
produced  in  dirty  plants,  is  more  liable  to  contain  dirt;  this  dirt  may  be 
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f  objectionable.  It  is  reasonable  that  a  farmer  who  is  careful  about 
■  condition  of  his  cows  will  be  just  as  careful  about  the  other  features 
ich  are  known  to  affect  milk  quality. 

Schroeder  (1914)  has  classified  the  methods  of  determining  dirt  in 
s  follows ; 

■oup  I.  (a)  Type  in  which  the  sediment  is  obtained  by  gravity  fil- 
tration. 
Conn's  filter  paper  method. 
The  Loreitz  or  Wisconsin  tester. 
The  Stewart  tester. 
The  Gerber  tester. 

The  Schroeder  tester,  or  multiple  filter. 
(6)  Type  in  which  pressure  or  suction  is  used. 
The  Lorenz  improved. 
The  Wizard. 
The  Gooch  crucible. 

up  II.  Type  in  which  sediment  is  obtained  by  means  of  the  c 
trifuge. 
The  Babcock. 
The  Gerber. 
The  Stewart -Slack. 
Conn's  centrifugal  method. 

Significance  of  the  Bacterial  Count.  There  is  no  agreement  on  this 
mportant  question.  The  Commission  on  Milk  Standards  makes  the 
following  statement  on  the  subject: 

Batterial  Counts  and  Decency.  On  this  subject  the  commission  passed  the 
following  resolutions: 

(a)  Because  high  bacterial  counts  indicate  milk  is  either  warm,  dirty,  or 
stale,  the  bacterial  <-uuiii  i<  an  indicator  of  decency  in  milk  character,  entirely 
apart  from  il*  significance  as  an  indicator  of  the  safety  of  milk. 

(h)   h,  determining  the  Banitary  character  of  milk  and  the  grade  in  which  it 

belongs,  decency  must  be  considered  as  desirable  for  its  own  sake,  entirely  apart 

from  the  consideration  of  safety.     Decency  is  important  as  a  characteristic  of 

foods  and  drinks,  because  it  gives  pleasure  to  the  consumption  of  food,  while 

c  lack  of  decency  means  distaste,  displeasure,  arid  even  disgust. 

fr)  The  bacterial  count  is  a  suUicieiitly  accurate  measure  of  decency  to  justify 
I    li'  attn  officer  in  condemning  milk  with  a  high  bacterial  count  because  it  b 
ing  in  this  characteristic. 

\tiffieal    Lnfoirtitrn-11   Tenting  uf  Milk.     On    the    subject  of    laboratory 
nations  of  milk  for  bacteria  the  commission  believes  that  the  interest  of 
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public  health  demand  that  the  control  of  milk  supplies,  both  as  to  production 
and  distribution,  should  include  regular  laboratory  examinations  of  milk  by 
bacteriological  methods.     They  staled  by  resolution  that — 

Among  present  available  routine  laboratory  methods  for  determining  the 
sanitary  quality  of  milk,  the  bacterial  count  occupies  first  place,  and  that  (ar- 
terial standards  should  be  a  factor  in  classifying  milk  of  different  degrees  of 
excellence. 

The  adoption  and  enforcement  of  bacterial  standards  will  be  more  effective 
than  any  other  one  thing  in  improving  the  sanitary  character  of  public  mill 
supplies.  The  enforcement  of  these  standards  can  lie  carried  out  only  by  tlif 
regular  and  frequent  laboratory  examinations  of  milk  for  the  numbers  of  bacteria 
it  may  contain. 

It  is  of  the  utmost  iinjmrtancp  that  standard  methods  should  lie  :idi>ntH  I1*' 
all  laboratories  for  comparing  the  bacterial  character  of  milks,  since  by  this 
means  only  is  it  possible  to  grade  and  classify  milks  and  properly  enforce  lis- 
teria I  standards. 

Concerning  the  methods  which  should  be  used  by  milk  lalwru  lories  i"r 
determining  the  numbers  of  bacteria  the  commission  unanimously  resolved: 

That  there  be  adopted  as  standards  fur  making  the  bacterial  count  itn*  siaiid- 
ard  methods  of  the  American  Public  Health  Association  laboratory  Section. 

One  of  the  chief  objections  nosed  against  pasteurization  is  the  claim  that  it  is 
frequently  employed  to  cover  filthy  methods,  the  milk  producer  using  lew  care 
in  his  methods  if  he  knows  that  the  milk  is  to  be  subsequently  pasteurized.  To 
meet  this  objection  the  commission  lielieves  there  should  be  bacterial  standi 
for  raw  milk  as  well  as  bacterial  standards  for  pasteurized  milk.  In  the  rase  of 
pasteurized  milk,  standards  should  lw  required  of  the  milk  before  pasteuriffl'i"" 
as  well  as  after  pasteurisation. 

Reliability  of  Bacterial  Tests.  The  commission  has  considered  the  uumemn! 
criticisms  that  have  been  raised  as  to  the  unreliability  of  bacteriological  analystf' 
and  has  made  extensive  inquiry  as  to  the  force  of  these  criticisms.  An  opinion 
concerning  the  reliability  of  laboratory  tests  for  numbers  of  bacteria  has  nc"1 
reached  based  on  voluminous  statistics  secured  for  the  most  part  by  group'1'' 
observers  working  together,  as  well  as  by  individuals.  One  of  these  researd** 
alone  carried  out  by  members  of  the  commission  in  cooperation  with  <>i!"r' 
included  the  testing  of  over  20,000  samples  of  milk.  In  other  instances  rrp«'- 
edly  the  same  sample  of  milk  was  tested  one  hundred  times.  Some  variation 
in  the  analysis  of  duplicate  samples  are  inevitable,  due  to  the  fact  that  the  bac- 
teria are  not  in  solution,  but  arc  Moating  in  the  milk  more  or  less  clustered t" 
gether  in  clumps,  each  of  which  will  count  only  as  a  single  colony.  Under^cn 
conditions  only  an  approximate  agreement  can  be  expected. 

The  results  of  extensive  study  justify  the  commission  in  the  conclusion  lt»l 
the  analysis  of  duplicate  samples  of  milk  made  by  routine  methods  in  differed 
laboratories  may  !«■  expected  to  show  an  average  variation  of  about  28  per  cent, 
with  occasional  samples  of  wider  variation.  In  some  good  laboratories  the  vara- 
tion  may  not  be  greater  than  10  per  cent.     Variations  in  results  diminish  Win 
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te  numbers  of  samples  analysed.  If  five  samples  of  the  same  milk  are  tested 
ie  results  may  be  relied  upon  as  fairly  accurate,  and  always  sufficiently  accurate 
>  place  any  particular  milk  supply  unhesitatingly  in  Grade  A,  B,  or  C.  The 
>ject  of  bacterial  tests  of  milk  samples  for  the  numbers  of  bacteria  should  be 
imarily  to  determine  the  sanitary  character  of  the  milk  supply  from  which 
e  sample  is  taken,  rather  than  the  character  of  a  single  sample  of  milk;  It  is 
•ongly  urged  by  this  commission  that  no  grading  of  milk  should  be  made  upon 
e  analysis  of  single  samples,  and  that  no  prosecutions  or  court  cases  should  be 
ought  upon  the  bacterial  analysis  of  a  single  sample  of  milk. 

Interpretation  of  Bacterial  Tests.  The  commission  has  put  its  opinions  on 
is  subject  in  the  form  of  resolutions,  as  follows: 

Whereas  milk  is  one  of  the  most  perishable  foods,  being  extremely  suscep- 
)le  to  contamination  and  decomposition ;  and 

Whereas  the  milk  consumer  Is  justified  in  demanding  that  milk  should  be 
an,  fresh,  and  cold,  in  addition  to  having  the  element  of  safety;  and 

Whereas  milk  which  is  from  healthy  cows  and  is  clean,  fresh,  and  which  has 
en  kept  cold,  will  always  have  a  low  bacterial  count;  and 

Whereas  milk  that  is  dirty,  stale,  or  has  been  left  warm,  will  have  21  high 
rterial. count;  therefore  it  is  resolved : 

First.  That  the  health  officer  is  justified  in  using  the  bacterial  count  as  an 
iicator  of  the  degree  of  care  exercised  by  the  producer  and  dealer  in  securing 
ilk  from  healthy  cows  and  in  keeping  the  same  clean,  fresh,  and  cold;  and 

Second.  That  the  health  officer  is  justified  in  condemning  milk  with  a  high 
cterial  count  as  being  either  unhealthy  or  decomposed,  or  containing  dirt, 
th,  or  the  decomposed  material  as  a  result  of  the  multiplication  of  bacteria 
ie  to  age  and  temperature. 

Third.  That  the  health  officer  is  justified  in  ruling  that  large  numbers  of 
cteria  are  a  source  of  possible  danger,  and  that  milk  containing  large  numbers 
bacteria  is  to  be  classed  as  unwholesome,  unless  it  can  be  shown  that  the  bac- 
ria  present  are  of  a  harmless  type,  as,  for  example,  the  lactic  acid  bacteria  in 
ittermilk  or  other  especially  soured  milks. 

Grading  by  the  Bacterial  Count.  Concerning  the  number  of  tests  which 
ould  be  made  in  order  to  determine  the  grade  of  a  milk  supply,  the  commission 
commends  that  the  grade  into  which  a  milk  falls  shall  be  determined  bac- 
riologically  by  at  least  five  consecutive  bacterial  counts,  taken  over  a  period 
not  less  than  one  week,  nor  more  than  one  month,  and  that  at  least  four  out 
five  of  these  counts  (80  per  cent)  must  fail  below  the  limit  or  standard  set  for 
e  grade  for  which  classification  is  desired. 

The  grading  of  milk  has  necessarily  been  based  on  its  sanitary  character, 
imarily  as  determined  by  the  bacterial  test.  The  enforcement  of  grading, 
srefore,  requires  the  application  of  the  bacterial  test  in  a  manner  sufficiently 
nprehensive  to  fairly  determine  the  sanitary  character  of  milk  so  that  it  may 
assigned  to  the  grade  in  which  it  belongs.  Such  an  administrative  system 
atly  modifies  the  former  conception  of  milk  inspection  by  public  health 
rials.     The  inspection  service  under  the  grading  system  becomes  subordinate 
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to  the  bacterial  laboratory,  or  at  least  must  look  to  the  bacterial  laboratory  w  a 
guide.  If  bacterial  tests  are  recognized  as  u  indication  of  the  sanitary  charac- 
ter of  itiilk,  then  the  bacterial  laboratory  tests  should  precede  the  dairy  inspec- 
tion since  they  will  point  out  to  the  dairy  inspector  the  location  of  unsanitary 
milk.  In  the  enforcement  of  the  grading  system,  therefore,  the  milk  inspecting 
service  should  be  reorganized  in  such  a  manner  that  the  bacterial  laboratory 
makes  its  tests  first,  in  order  to  determine  the  sanitary  character  of  the  various 
milks  offered  for  sale  on  the  city  market,  and  the  inspection  service  then  takes 
up  the  task  of  discovering  the  location  and  causes  of  the  defects  which  tlie 
laboratory  has  discovered  and  of  remedying  them.  The  laboratory  service  and 
inspection  service  n>nsi'quently  must  lie  centralized  under  one  head  anil  their 
work  thoroughly  coordinated  in  order  to  give  the  greatest  economy  and  effi- 
ciency. 

It  is  quite  apparent  from  the  above  rather  lengthy  quotation  from 
the  report  of  the  Commission  on  Milk  Standards,  that  they  regard 
the  bacterial  count  as  of  much  importance.  Contrary  to  this  is  the 
opinion  of  Harding  (1917)  and  a  few  others  who  maintain  that  the 
number  of  bacteria  in  milk  has  no  relation  to  the  conditions  under  which 
the  milk  was  produced.  In  order  to  back  up  this  stand  the  following 
argument  has  been  used.  "  The  most  offensive,  and,  at  the  same  time, 
a  typical  form  of  filth  that  may  get  into  milk  is  cow  dung.  The  bac- 
terial plate  count  resulting  under  standard  methods  of  milk  analysis 
gives  rather  less  than  5,000,000  |ht  gram  aa  the  germ  count  of  fresh  «w 
dung.  A  gram  of  such  material  adtled  to  a  liter  (approximately  1  'it-) 
of  milk  would,  accordingly,  increase  the  germ  count  but  5000  per  cubic 
centimeter.  Hence,  otherwise  low-content  milk  might  carry  approxi- 
mately 2  gms.  of  cow  dung  per  quart  and  still  not  exceed  the  ordinary 
limit  of  10, 000  per  cubic  centimeter  for  certified  milk.  Likewise  a  quart 
of  Grade  A  milk,  which  is  understood  to  be  clean  milk,  according  to  the 
present  accepted  standards  might  contain  12  gms.  of  cow  dung  [*'r 
quart  ami  still  be  legal  Grade  A  milk.  ...  In  establishing  bacterial 
count  standards  as  an  index  of  cleanliness,  we  are  lending  official  sanc- 
tion to  conditions  which  would  outrage  public  decency  and  arc  creatine 
a  false  sense  of  security  and  of  cleanliness."  It  is  common  knnwleilge 
that  fresh  cow  dung  has  a  very  variable  bacteria  content.  Usually 
it  is  much  higher  than  5,000,000  per  grain  and  may  even  approach  of 
exceed  a  billion.  Ayers  et  al.  (1918)  found  an  average  bacterial  content 
of  50,000,000  in  57  samples  of  fresh  cow  dung.  This  is  probably 
dependent  upon  what  the  cow  eats,  for  with  human  beings  the  diet  !*• 
much  to  do  in  determining  the  bacterial  flora.  Then,  again,  fresh  co* 
dung  does  not  ordinarily  gain  entrance  to  milk.     It  is  the  dry  duuS 
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rtiich  happens  to  fall  into  the  milk  from  the  cow's  body  and  this  has 
i  bacteria  content  which  is  far  different  from  fresh  cow  dung.  In  this 
connection,  Taylor  (1918)  has  shown  that  85  per  cent  of  fresh  cow  dung 
rill  dissolve  in  milk.  His  studies  were  carried  out  with  the  fresh  (wet) 
»w  feces  and  it  required  a  little  restriction  to  apply  his  results  directly 
to  dirt  in  milk.  Fresh  cow  dung  contains  about  85  per  cent  of  moisture 
md  this  water  ought  not  to  be  considered  as  cow  feces.  Prucha, 
ffeeter  and  Chambers  (1918)  carried  out  a  series  of  investigations  on 
&is  subject  using  dried  feces.  In  discussing  this  question  of  bacterial 
Jounts  in  milk  Pease  (1913,  1916)  claims  that  "  none  of  the  bacteria 
tound  on  our  counting  plates  are  even  recognized  by  bacteriologists  as 
longing  to  the  groups  of  those  microorganisms  which  produce  the  well- 
mown  specific  diseases. "  His  general  opinion  seems  to  be  that  the 
iairy  score  card  representing  sanitary  inspection  of  the  dairy  should 
some  before  the  bacterial  count  and  that  any  attempt  to  make  it 
rf  secondary  importance  to  the  count  is  a  decided  step  backwards. 
North  (1913,  1916)  has  stated  that  confusion  exists  over  the  question 
i  dirt  and  disease  and  that  this  has  caused  some  misunderstanding. 
North  (1917)  has  presented  a  revised  score  card  and  has  tried  to  obviate 
iome  of  the  discrepancies  inherent  in  the  present  one.  In  his  earlier 
fcpers  North  states  that  there  has  been  an  undercurrent  of  competition 
Ktween  dairy  inspection  and  bacterial  testing  and  suggests  that  a 
ystem  of  cooperation  be  worked  out  between  these  two  factors.  One 
annot  help  but  be  impressed  with  the  fair-minded  stand  of  this  inves- 
igator. 

Rogers  (1915)  claims  that,  how  much  a  high  bacterial  count  is  due 
o  contamination  and  how  much  is  due  to  multiplication  is  uncertain. 
Je  suggests  that  it  may  become  necessary  to  distinguish  between 
measures  to  reduce  the  bacterial  count  and  measures  in  the  interest  of 
feoency  and  cleanliness.  Conn  (1917)  has  well  stated  the  question. 
The  bacteriological  analysis  of  milk  is  not  to  be  taken  as  indicating  in 
W/  either  a  condition  of  safety  or  a  condition  of  danger ,  but  only  as  a 
xtrning.  Good,  clean,  fresh  milk  will  have  a  low  bacterial  count,  and  a 
tyA  bacterial  count  means  dirt,  age,  disease  or  temperature.  A  high 
Qderial  count  is,  therefore,  a  danger  signal  and  justifies  the.  health 
flicer  in  putting  a  source  with  a  persistently  high  bacterial  count  among 
h  class  of  unwholesome  milk."  Rosenau  (1912)  makes  the  following 
tetement  on  this  subject : 

The  enumeration  of  bacteria  in  milk  is,  therefore,  one  of  the  readiest  and 
hcapest  methods  at  the  disposal  of  the  health  officer  to  determine  the  general 
anitary  quality  of  the  market  milk  supply.    The  laboratory  results  serve  not 
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only  as  a  guide  to  direct  the  efforts  of  Uic  health  officer,  hut  to  confirm  the  con- 
clusions arrived  at  from  an  inspection  of  the  dnirie-  ;md  dairy  farms. 

A  review  of  the  literature  with  regard  to  the  bacterial  analysis  of 
milk  indicates  a  confused  condition.  There  seem  to  be  two  distinct 
views  with  regard  to  the  significance  of  the  number  of  bacteria  in  milk- 
That  gidfl  supporting  the  view  that  the  bacterial  content  should  not  be 
used  is  made  up  of  those  who  are  interested  in  the  production  of  milk  and 
possibly  the  "  protection  "  of  the  fanner.  The  other  side  is  supported 
by  well-known  physicians  and  public  health  officials  who  have  been 
engaged  for  some  time  in  protecting  the  consuming  public  from  dirty 
foods.  Park  and  Williams  (1910)  have  shown  a  close  relationship 
between  infant  death  rate  and  the  number  of  bacteria  in  milk.  These 
data  were  secured  after  careful  experimentation  and  observation. 
Numerous  data  have  been  secured  in  this  connection  when  comparing 
the  value  of  raw  and  pasteurised  milk  in  infant  feeding.  In  essentially 
all  of  the  eases,  the  pasteurized  milk  has  been  shown  to  be  superior  and 
this  ts  probably  not  all  due  to  destruction  of  certain  harmful  bacteria. 
A  milk  or  any  other  food  which  contains  large  numbers  of  baeU-riu,  t 
more  liable  to  contain  undesirable  forms  than  one  with  a  low  count 
II  the  streptococci  are  of  any  sanitary  significance  and  there  are  data 
on  record  which  support  the  theory  that  they  are,  they  are  more  liable 
to  be  present  in  milks  with  a  large  number  of  bacteria.  Breed  and 
Brew  (1917),  in  studying  the  control  of  market  milk  by  the  microscopic 
examination,  found  that  one-fifth  of  all  the  milk  which  contained 
bacteria  in  excess  of  1,000,000  per  cubic  centimeter  contained  large 
numbers  of  streptococci.  They  state  that,  "  So  far  as  was  deter- 
mined, all  of  the  milk  of  this  type  was  originally  infected  from 
the  udders  of  some  one  or  more  cows  in  a  herd."  In  this  ease,  lb* 
the  number  of  the  bacteria  in  the  milk  was  closely  related  to  undesira- 
ble conditions  at  the  source  of  production.  The  greater  part  of  ths- 
argument  against  the  bacterial  count  seems  to  rest  upon  data  which 
have  been  produced  at  several  ex|)eriment  stations  to  show  that  many 
of  the  barn  conditions  which  have,  in  the  past,  been  supposed  to  be 
very  important,  are  not  related  to  the  number  of  bacteria  iu  the  milk 
when  if  reaches  the  consumer.  These  investigators  argue  that  the 
quality  of  city  milk  is  too  complex  a  problem  to  be  solved  by  the  con- 
sideration of  any  one  factor.  They,  therefore,  put  down  the  I"111 
essential  factors  as  food  value,  health  fulness,  cleanliness  and  kee|iii* 
quality.  From  a  bacteriological  viewpoint  the  element  of  cleanliness 
is  the  most  important  because  the  others  may  depend  upon  this  onu. 
This  clement  is  supposed  to  be  measured  by  the  sediment  or  visible  din- 
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No  attention  is  given  to  the  "  invisible  din  "  which  ma]  bo  present 
The  sediment  test  of  Weld  (1907)  detects  'inly  one  kind  *  if  dirt -the 
insoluble  or  visible.  It  docs  not  show  the  amount  of  invisible  dirt  or 
insoluble  foreign  matter,  such  as  urine;  this  must  be  regarded  us  filili 
in  the  same  way  as  other  matter.  Special  mention  is  made  "I  the 
"  extreme  sensitiveness  of  the  public  in  this  matter."  It  is  open  to 
question  whether  the  public  is  sensitive  to  dirt  in  milk  or  any  other  food 
product.  If  it  was  so  the  filthy  establishments  where  food  is  on  sab) 
would  not  be  open  for  business  very  long.  The  absence  of  dirt  in  milk 
may  not  indicate  that  the  milk  has  been  produced  under  favorable 
conditions.  That  no  dirt  is  visible,  does  not  indicate  a  safe  milk.  This 
question,  doubtless,  needs  more  consideration  from  all  standpoints. 

Grades  of  Milk.  The  commission  believes  that  all  milk  should  be 
classified  by  dividing  it.  into  three  grades,  which  shall  be  designated  by 
the  letters  of  the  alphabet.  It  is  the  sense  of  the  commission  that  Un- 
essential part  is  the  lettering  and  that  all  other  words  on  the  label  are 
explanatory.  In  addition  to  the  letters  of  the  alphabet  used  on  caps  or 
labels,  the  use  of  other  terms  may  be  permitted  so  long  as  such  terms 
are  not  the  cause  of  deception.  Caps  and  labels  shall  slate  whether 
milk  is  raw  or  pasteurized.  The  tetter  designating  the  grade  to  which  the 
milk  belongs  shall  be  conspicuously  displayed  on  the  caps  of  bottles  or 
the  labels  of  cans. 

The  requirements  for  the  three  grades  shall  be  as  follows: 

Grade  A.  Raw  Milk.  Milk  of  this  class  shall  come  from  cows  free  from 
disease  as  determined  by  tuberculin  tests  and  physical  examinations  by  a  qual- 
ified veterinarian,  miii-i-hull  be  produced  and  handled  by  employees  free  from 
disease  as  determined  by  medical  inspection  of  a  qualified  physician,  under 
sanitary  conditions,  such  that  the  bacterial  count  shall  not.  exceed  10,000  per 
.r  inteter  at  the  time  of  delivery  to  the  consumer.  It  is  recommended 
that  dairies  from  which  this  supply  is  obtained  shall  score  at  least  eighty  on 
tin-  0nited  States  Bureau  of  Animal  Industry  ware  card. 

I'asU-iiiiz'-ii  Mill:.  Milk  of  this  fkiss  shrill  cunu-  from  cows  free  from  dis- 
ease as  determined  by  physical  i/xaniiiiafiou-  by  a  qualified  veterinarian,  and 
shall  1m?  [irndiiri'd  and  handled  under  sanitary  conditions,  such  that  the  bac- 
teria count  at  no  time  exceeds  200, (MX)  ]>er  cubic  centimeter.  All  milk  of  this 
class  shall  lie  pa-teim/cd  under  official  supervision,  and  the  bacteria  count  shall 
not  exceed  10,000  per  cubic  centimeter  at  the  time  of  delivery  to  the  consumer. 
It  is  recommended  thai  dairies  from  which  I  his  supply  is  obtained  shall  score  at 
least  65  on  the  United  Stale.-  Bureau  of  Animal  Industry  score  card. 

Grade  B,  Milk  of  this  class  shall  come  from  cows  free  from  disease  as 
determined  by  physical  examinations,  ,,f  which  one  each  year  shall  be  by  a 
qualified  veterinarian,  and  shall  be  produced  and  handled  under  sanitary  con- 
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(lit ions,  such  that  the  bacteria  count  at  no  time  exceeds  1,000,000  per 
centimeter.  All  milk  of  this  class  shall  be  pasteurized  under  official  supervisor 
and  the  bacterial  count  shall  not  exceed  50,000  per  cubic  centimeter  whendefi* 
ered  to  the  consumer. 

It  is  recommended  that  dairies  producing  grade  B  milk  should  be  scored,  ml 
that  the  health  departments  or  the  controlling  departments,  whatever  they  my 
be,  strive  to  bring  these  sources  up  as  rapidly  as  possible. 

Grade  C.  Milk  of  this  class  shall  come  from  cows  free  from  disease, « 
determined  by  physical  examinations,  and  shall  include  all  milk  that  is  pro- 
duced under  conditions  such  that  the  bacteria  count  is  in  excess  of  1,000,000  ptf 
cubic  centimeter. 

All  milk  of  this  class  shall  l>e  pasteurized,  or  heated  to  a  higher  temperature, 
and  shall  contain  less  than  50,000  bacteria  ])er  cubic  centimeter  when  delivered 
to  the  consumer. 

Whenever  any  large  city  or  community  finds  it  necessary,  on  account  of  the 
length  of  haul  or  other  peculiar  conditions,  to  allow  the  sale  of  grade  C  milk,  its 
sale  shall  be  surrounded  by  safeguards  such  as  to  insure  the  restriction  of  its  use 
to  cooking  and  manufacturing  purposes. 
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If  it  is  difficult  and  intricate  to  formulate  standards  for  various 
foods,  it  is  especially  true  with  regard  to  milk.  To  a  great  extent,  this 
is  due  to  tlie  various  number  of  standpoints  from  which  the  milk  ques- 
tion may  be  considered.  The  farmer  is  interested  more  in  securing  a 
reasonable  financial  return  on  the  investment  in  his  milk  production 
plant.  The  sanitarian,  however,  often  gives  little  attention  to  the 
fanner's  side  of  the  question  and  considers  only  the  effect  of  the  milk 
on  the  health  of  the  consumer.  Undoubtedlv,  a  broader  consideration 
by  any  one  of  those  specialists  would  greatly  clear  up  some  of  the  mis- 
understanding with  regard  to  pertain  phases  of  the  milk  question. 

Milk  standards  are  essential  but  the  question  with  regard  to  who 
shall  formulate  them  is  still  an  open  one.  If  a  study  is  made  of  the 
milk  standards  which  an1  being  enforced  by  many  of  our  large  cities,  the 
great  discrepancy  is  apparent.  There  is  essentially  no  agreement 
whatever  in  many  of  these  standards.  The  Commission  on  Milk  Stand- 
ards in  their  third  report  has  attempted  to  establish  a  simple  system  for 
grading  milk  and  to  distinguish  between  milks  which  are  different  in 
their  sanitary  and  other  characteristics.  The  variation  in  bacterial 
standards  for  milk  analysis  is  emphasized  very  well  in  Reprint  No- 
192,  May  15,  1914,  from  the  Public  Health  Reports  29.    The  standards 
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muny  cities  ni  the  United  States  having  a  population  of  10,000  or 
r  arc  tabulated. 

b  procedure  for  the  bacteriological  examination  of  milk  has  been 
lardized  in  the  same  way  as  has  the  bacteriological  examination 
water  and  sewage,  Standard  Methods  of  Bacteriological  Analysis 
of  .Milk  prepared  by  the  Laboratory  Section  of  the  American  Public 
Health  Association  aiv  now  used  by  all  bacteriologists  making  routine 
-  of  milk  and  wishing  their  results  to  be  comparable  to  those 
peoured  in  other  laboratories.  For  that  reason,  much  of  the  following 
i>  adapted  or  copied,  with  permission,  from  that  report: 

Routine  Milk  Analysis.  This  type  of  analysis  is  designed  for  the  control  of 
the  public  milk  supply  and  for  the  purpose  of  grading  milk.  For  routine  analysis 
the  work  must  be  capable  of  being  done  quickly  and  cheaply,  and  in  such  a  way 
as  to  give  the  most  speedy  results  possible  and  by  methods  having  the  smallest 
possible  expenditure  of  time  and  money  consistent  with  fair  uniformity  of 
result.  The  demand  for  rapid  methods,  with  the  smallest  possible  expenditure 
of  time  and  money  has  been  forced  on  different  laboratories  in  the  past  few 
fS&lS,  urirl  has  brought  about  various  short  cuts  from  the  standard  methods  as 
previously  formulated.  The  necessity  for  such  rapid  and  inexpensive  methods 
must  be  recognised.  But  it  is  also  evident  that  they  should  l>e  uniform  in'  dif- 
ferent laboratories, 

Rcseiirrh  Mi'IIhhIx.  Culli-i-lion  nj  Samples.  All  collecting  apparatus,  glass- 
ware, pipettes,  collecting  tubes,  bottles,  etc.,  shall  be  sterilized  at  u  tem|>eruture 
of  at  least  175°  C.  for  one  hour.  Each  sample  shall  consist  of  at  least  10  c. 
milk.  Before  taking  the  sample  the  milk  shall  be  mixed  as  thoroughly  as  pos- 
sible. If  the  original  container  can  be  inverted  the  mixing  of  the  milk  should 
be  done  by  inverting  it  several  times.  If  this  is  impossible,  the  milk  should  be 
stirred  with  some  sterile  stirrer.  Any  stirrer  .ilready  in  the  container  may  be 
B  ..I  If  there  is  none  in  the  container,  the  sampling  pipette  (or  any  other 
sterile  article)  may  be  used,  but  it  should  be  used  for  one  container  only  until 
Bterilized. 

A  sample  simply  poured  from  a  large  can  is  not  a  fair  sample  unless  the  milk 
in  the  can  be  thoroughly  stirred.     The  sample  shall  be  taken  from  the  cans  by 

■  .i  tube  with  straight  sides  long  enough  to  reach  to  the  bottom  of  the 
original  container,  and  inserted  not  too  rapidly,  with  the  bottom  of  the  tube  left 
open.     Tins  will  result  in  the  lube  containing  a  cylindrical  section  of  the  milk 

from  lop  to  botti f  the  can,     The  finger  then  placed  on  the  top  of  the  tube 

will  make  it  possible  to  withdraw  the  tube  full  of  milk  and  transfer  it  to  the 

bottle.     The  sample  bottle  shall  tie  large  enough  to  hold  the  entire 

contents  of  the  tube,  nil  of  which  must  be  reserved  its  the  wimple-.     Each  tube  shall 

for  collecting  a  single  sample  only  and  must  be  washed  and  sterilized 

■  fore  being  used  again.     An  aluminum  tube  of  the  diameter  of  1  ii 
21  ins.  long  is  very  convenient.     If  the  sample  is  to  be  taken  from  the  bottle, 
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the  l>ottlc  should  lx»  first  shaken  to  insure  thorough  mixing  and  then  the  milk 
may  l>c  {loured  into  the  sample  l>ottle,  although  it  is  better  here  to  use  a  ^mpling 
tulx*. 

If  the  temperature  of  the  milk  is  desired,  it  should  be  taken  from  a  separate 
sample  that  should  then  be  discarded.  All  records  shall  be  made  immediately 
after  taking  the  sample.  The  milk  sample  shall  be  placed  in  a  properly  Libeled 
l*»t tie.  The  most  convenient  kind  of  sample  bottles  are  glass  stoppered,  or  tlw* 
closing  with  a  cork-lined  screw  cap.  Cotton  plugs  are  not  a  satisfactory  method 
of  closure.  The  sample  lx>ttlcs  shall  1k»  placed  at  once  in  a  carrying  case  contain- 
ing cracked  ice.  so  that  the  milk  is  coiled  at  once  to  near  the  freezing-point. 

The  samples  shall  be  transferred  to  the  laboratory  as  quickly  as  possible,  aod 
shall  U»  plated  at  once.  If  the  samples  can  l>e  placed  in  melting  ice  and  water, 
they  may  be  kept  for  several  hours  [\2)  without  an  increase  in  bacteria.  If  tbe 
plates  an1  not  made  within  four  hours  of  the  time  of  collection,  the  number  ii 
hours  that  have  elapsed  should  l>e  stated  on  the  report.  If  the  milk  is  kept  at 
40°  V.  a  slight  increase  may  lie  found  in  twelve  to  twenty  hours.  Up  to  twenty 
hours  this  will  not  l»e  more  than  21)  per  cent. 

Mt  •/.</.  This  is  essentially  identical  with  that  used  for  water  analysis 
ami  has  been  fully  treated  in  the  chapter  on  that  subject.  Sherman 
■»  1010  has  demonstrated  that  lactose  agar  gives  a  much  higher  count 
than  plain  agar  plates  for  enumerating  bacteria  in  milk.  I-actose  agar 
:.Ut»  . •:'  -■::!«■  value  in  ditTeretitiating  the  type*  of  bacteria  which  an1 
p:«'-r\*.  S:.iT!iian  ,ll*l."i  has  recommended  that  the  reaction  of  agar 
r..i ■■!:::   ;-«  :  :::  '\a'  bac-crial  analysis  ^\  milk  >hould  In*  0.5  per  cent  pluv 

/'.  1    r  ::.>•■».  ".ive*  ■.;«.  ^av.pli-*  The  rharacter  of  which  is  not  known, 

■."-.-    :.  .■■  '—:..'.-:::.■:.■;    ".•*». ".  -;»*n:-.-:.i  i  -it»U*i.    Where  the  character  of 

■v  >  V  w:  •'■  ■  \  ;:  .>  r  ■  :  ■  :.!  :::■  :.-  ::\:.y  U-  rvMueed.  If  the  milk  is  pa- 
•■■■.-..■■;  -  :>*:  :  k\  w:.  :  ■-  :r-:.  :.\i  ■  ■:"  inch  grade,  the  10.000  and  W 
...'.:.  -  '...;.  -.  :■...::«•:  ::  *:.-.  ::.:!%.  >  k\  ■■*:.  :•■  fv»Id.  the  100  dilution  may  I*1 
»'•::'    .      1-  ..-    -...!".—  ::..:.  "a     :!..".- :v-  :y.:ide  •■!*  each  sample.    Any 

i  •'■  ■  ■::■.*.  :  :  ■■  ..'n. -^  ::*■:•:■■*:•....>■:•■  :-*m  always  u>iniz  pipette>:ui«i 
*"  *       ■*..'■ '  ."\*       '.'.      *  .:■ :  "'  -  ::'.  :":  :  -  "  ..'■  >•  pia^ol  in  dilution  Uittlc* 

.   ■  .       ..:*  ■ :  :  <•■.:■-    .::.  i  <<  n^.ed  : -r  nr.e  hour  in  an  auto- 

•  "        ".  ^       *    "^  ^  ^      *" 

■'■.  •>   ;  -■  :.  ■•  c:ve  'he  maximum  number  of  har- 
v  ..■    \  -a    ■  -v-  -x  .:.    :  Ut  :«»  m  ■■:;re  :i;e  maximum  iiunilvr 
»■"■■..»•  ■.■."■..:■.::■.■■:  ■/..-.: •*  :■.:  ;7 "  i\  :"■ -r  r.ve  days  and  at  20r  ('.  for 

:  \\»  !..\>  >;.'■.  ..*.  v.kv.'-  ..'..v.  :\ -.  ■:  :  <•  \t  :i  days'  duration  is  obvi- 
»  >>  .  s«  vi  vv  :v.i- -v.-*-  \wrk.  Slack  h»l7  ha.*  advised  the  incuba- 
*...■■.      ■  ::*:..•  ■/..=.  vs  :...•. U  :':v::i  :::ilk  >:\  ^u:iue  analysis  for  forty-eight 
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hours  rather  than  twenty-four  hours  lx?cause  on  an  average  the  count 
is  doubled  or  trebled.  In  this  connection  lie  advises  ine.it  infusion 
agar  in  place  of  meat  extract  agar.  Sherman  (1916)  recommended  the 
addition  of  dextrose  or  lactose  to  agar  used  in  the  examination  of 
milk.  A  much  higher  count  was  obtained  and  the  colonies  grew 
much  larger. 

Incubation.  Only  one  period  of  incubation  and  one  temperature 
is  regarded  as  standard,  forty-eight  hours  at  37.5°  C.  In  crowded 
incubators  ventilation  shall  be  provided. 

Counting.  If  among  the  different  dilutions,  there  are  plates  contain- 
ing from  30  to  300  colonies  these  should  be  counted,  and  the  number 
multiplied  by  the  dilution,  be  reported  as  the  final  count.  All  colonies 
on  such  plates  should  be  counted  and  the  numbers  averaged.  If  there 
are  no  plates  within  these  limits  the  one  that  comes  nearest  to  3(X) 
is  to  be  counted,  unless  it  happens  that  there  are  no  other  plates  with  a 
larger  number  of  colonies,  or,  unless  the  numbers  in  the  plates  check 
with  other  dilutions.  If  the  number  of  colonies  on  the  plate  is  over  300, 
a  part  of  the  plate  may  be  counted  and  the  whole  plate  averaged. 
Counting  shall  be  done  with  a  lens  magnifying  2.5  diameters  (or  what 
opticians  call  a  2.5 X  lens.  Near-sighted  persons  shall  use  their  glasses 
in  counting  while  far-sighted  persons  shall  remove  them.  In  case  it  is 
doubtful  whether  certain  objects  are  colonies  or  dirt  specks  they  should 
be  examined  under  a  compound  microscope. 

Reports.  In  making  reports  it  must  be  borne  in  mind  that  with 
high  numbers  obtained  by  routine  methods,  only  an  approximation  to 
accuracy  can  be  obtained.  Only  the  left-hand  figures  of  the  final 
numbers  arc  significant.  It  ir  best,  therefore,  to  report  only  the  two 
left-hand  figures  of  the  results,  in  order  to  avoid  an  unwarranted  im- 
pression of  accuracy.  For  example,  where  the  numbers  are  in  the  mil- 
lions no  figures  smaller  than  millions  have  any  significance  in  the*  roiiliii'- 
analysts  of  milk.  In  making  the  report  raise  the  number -to  the  n<->» 
highest  round  number,  but  never  lower  it.  In  no  case  shall  the  ntuu* 
of  asingle  plate  be  regarded  as  sufficient  for  the  purpose  of  grading  9u,llr 
If  a  single  sample  of  milk  only  is  to  be  tested,  there  should  be  jjI  !'  ~" 
three  plates  counted  before  a  report  is  made. 

Microscopic  Method  of  Analysis.     This  method  has  been  b^v./i 
to  such  a  stage  by  Breed  and  his  colleagues  that   it   is  now  a '■'  .>  *< 
in  the  Standard  Methods  of  Bacteriological  Milk  Analysis  of  \\«  ,'>w- 
tory  section  of  the  American  Public  Health  Association,   I'-fl'/      V.     . 
has  summed  up  the  advantages  and  disadvantages  of  lb/-  -,*.•*, 
direct  microscopic  method  as  follows: 
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ADVANTAGES  AND  DISADVANTAGES  OF  THE  DIRECT  MICROSCOPIC 
METHOD  AS  COMPARED  WITH  THE  PLATE  METHOD 

Disadvantages 


Direct  Microscopic  Method 

1.  Difficult  to  measure  accurately  such 
a  small  quantity  of  milk. 


2.  The  sample  measured  is  too  small  to 

be  representative. 

3.  Dead  bacteria  may  be  counted. 

4.  Error  of  count  is  great  where  bacteria 

are  few  or  many. 

5.  Cannot    be    used    for    quantitative 

work    when    bacteria    arc    few    in 
number. 

6.  Many  fields  must  be  counted,  because 

of  the    uneven    distribution,  if  an 
accurate  count  is  desired. 


7.  Large    compact    clumps    cannot    bo 

counted. 

8.  Bacteria  may  lx>  lost  in  the  process  of 

preparing  slides. 


Plate  Method 

1.  All  bacteria  do  not  grow  on  thepkta 

because  of  changes  in  food  tempo* 
ture  relations,  or  other  conditio* 
of  environment. 

2.  The  difficulty   of   breaking  up  the 

clumps  in  the  milk  affects  the  ac- 
curacy of  the  count. 

3.  Requires  from  two  to  five  days'  in- 

cubation period. 

4.  Different  species  require  different  in- 

cubation temperatures. 

5.  Gives  no  idea  of  the  morphology  of 

the  bacteria  present. 

6.  More  apparatus   required,  therefore 

more  expensive.  Technique  com- 
plicated and  difficult  for  the  trained 
bacteriologists  to  use  in  such  a 
way  to  secure  consistent  results. 


Advantages 


Plate  Method 

1.  Is  necessary  for  Isolation  of  pure  cul- 

tures. 

2.  Gelatin  shows  the   liquefiers  and  if 

litmus  is  used,   the  acid  producing 
bacteria. 

3.  Shows  the  character  of  growth. 


Direct  Microscopic  Mtthtttl 

1.  Less    apparatus    required,    therefore 

less  expensive.     Technique  simple. 

2.  The  results  on  a  given  sample  may 

be  reported  in  a  few  minutes. 

3.  Shows  the  cell  content,  the  presence 

or  absence  of  streptococci  and  other 
important  things  necessary  in  esti- 
mating the  sanitary  quality  of  milk. 

4.  Gives  a  better  idea  with  regard  to  the 

actual  number  of  germs  present. 

Samples.  Milk  samples  collected,  as  above  descril>ed,  may  be  pre- 
served by  icing  and  handled  as  in  the  ease  of  the  plate  method.  All 
sample's  on  which  the  cream  has  risen  to  the  surface  must  lx?  vigorously 
shaken  before  preparations  are  made  from  them. 

Apparatus.  In  addition  to  a  microscope  and  ordinary  microscopic 
slides,  stains,  etc.,  the  only  special  apparatus  required  is  a  pipette 


4.  Shows  living  organisms  only. 
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which  measures  1/100  c.c.  The  most  convenient  form 
straight  capillary  pipette,  calibrated  to  deliver  1/100 
c.c,  the  graduation  mark  being  l£  to  2\  ins.  from 
the  tip.  Such  pipettes  are  now  for  sale  by  manu- 
facturers, and  can  be  easily  obtained.  The  cali- 
bration should  be  tested  by  weighing  with  chemical 
balances  the  amount  of  milk  discharged  from  the 
tube.  Only  a  single  pipette  is  needed  in  making  a 
series  of  tests,  provided  this  is  kept  clean  while  in 
use.  In  this  kind  of  work  cleanliness  rather  than 
sterilization  is  required.  Clean  towels  may  be  used 
for  wiping  the  exterior  of  these  pipettes,  while  their 
bores  may  be  kept  clean  by  rinsing  them  in  clean 
water  between  each  sample.  The  small  amount  of 
water  left  in  the  tube  may  be  rinsed  out  into  the 
milk  sample  under  examination.  This  method  of 
procedure,  while  adding  a  small  number  of  bacteria 
to  each  sample,  introduces  only  a  theoretical  error, 
tests  showing  that  such  bacteria  cannot  subsequently 
be  detected,  and  make  no  difference  in  the  final 
result. 

Preparation  of  Smears.  One  one-hundredth  c.c. 
of  milk  or  cream  is  deposited  upon  a  clean  glass  slide 
by  means  of  a  pipette  described  above.  By  the  use 
°f  a  clean,  stiff  needle  this  drop  of  milk  is  spread  over 
*a  area  of  1  sq.  cm.  This  may  be  most  conveniently 
done  by  placing  the  slide  upon  any  glass  or  paper 
J^led  into  areas  1  cm.  square.  These  marks  show- 
"*£  through  the  glass  serve  as  guides.  After  uniform 
^reading  the  preparation  is  dried  in  a  warm  place 
upon  a  level  surf ace.  In  order  to  prevent  noticeable 
growth  this  drying  must  be  accomplished  within 
fiye  to  ten  minutes;  but  excessive  heat  must  be 
ayoided  or  the  dry  films  may  crack  and  peel  from  the 
8ttcles  in  later  handling. 

After  drying,  the  slides  are  to  be  dipped  in 
*3rtol  (gasoline  may  be  used)  for  one  minute,  then 
(*rained  and  the  slides  dried.  Thev  are  then 
u***nersed  in  90  per  cent  grain  or  denatured 
a*Cohol,  for  one  minute  or  more,  an.l  then  trans- 
ferred  to   a   fresh   aqueous   solution   of    methylene 


of  pipette  is  the 
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Pus.    67.  — Breed's 
Capillary   Pipettes. 

Several  types  of  pi- 
pettes have  been  de- 
vised. Ty|>e  .-1  gives 
as  much  satisfaction 
as  any.  Pruchaatthe 
Illinois  Agricultural 
Station  us'\h  ordinary 
capillary  tubing  and 
s  t  a  n  d  a  i  d  i  z  e«  the 
amount  of  milk  deliv- 
ered b>  weighing  it  on 
an  analytical  balance. 


blue.      Old   or 
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unfiltered  stains  arc  (n  be  avoided,  as  they  may  contain  troublesome 
precipitates.  The  slides  remain  in  this  solution  for  five  seconds 
to  tine  minute  or  longer)  depending  upon  the  effect  desired,  and  arc 
then  rinsed  in  water  to  remove  the  surplus  stain,  and  decolorized  in 
alcohol.  The  ilt't'iiliiri/.'ilion  takes  several  seconds  to  a  minute,  during 
which  time  the  slide  must,  be  under  observation  in  order  that  the  decol- 
onization may  not  proceed  too  far  before  they  are  removed  from  the 
alcohol.  When  properly  decolorized  the  general  background  of  the 
film  sltmild  show  a  faint  blue  tint.  Poorly  stained  slides  may  be  decol- 
orized and  restrained  as  many  times  as  necessary,  without  a.iy  apparent 
injury.  After  drying  the  slides  may  l>e  examined  at  once,  or  they  may 
be  tiled  away  and  preserved  for  further  reference. 

Standardization  of  the  Microscope.  The  microscope  to  l>e  used 
must  be  adjusted  in  such  away  that  each  field  of  the  microscope  covers  a 
Certain  known  fraction  of  the  total  square  centimeter's  area.  This 
procedure  is  simple,  with  the  proper  materials  at  hand.  The  micro- 
scope should  have  a  1.9  mm.  (1/12  in.)  oil  immersion  objective,  and  an 
ocular  giving  approximately  the  field  desired,  and  should  preferably 
tie  titled  with  a  mechanical  stage.  To  standardize  the  microscope,  place 
upon  the  stage  a  stage  micrometer,  and  by  the  selection  of  oculars  or 
adjusting  the  draw  tube,  or  both,  bring  the  diameter  of  the  whole 
microscopic  field  to  .20-5  mm.  When  so  adjusted,  the  microscope  field 
will  cover  almost  exactly  1/300,000  of  a  cubic  centimeter  of  the  milk 
(actually  1  302,840).  This  means  that  if  the  bacteria  in  one  field  only 
are  counted,  the  number  should  be  multiplied  by  30,000flto  give  the 
total  number  for  a  cubic  centimeter.  If  the  bacteria  in  a  hundred 
fields,  arc  to  be  counted,  the  total  should,  of  course,  be  multiplied 
by  3000. 

Inasmuch  as  it  is  difficult  to  count  bacteria  lying  near  the  margin 
of  the  microscopic  field,  it  is  much  better  to  have  an  eyepiece  micrometer, 
with  a  circular  ruling,  8  mm.  in  diameter,  and  divided  into  quadrants. 
This  will  give,  in  the  microscopic  field,  a  smaller  area  within  which  the 
bacteria  may  be  seen  most  sharply,  and  which  may  be  more  easily 
counted.  Such  eyepiece  micrometers  are  now  manufactured  by  labora- 
tory supply  houses,  and  may  be  easily  obtained.  In  the  use  of  this  eye- 
piece micrometer  the  inner  circle,  by  the  adjustment  of  the  draw  tab*, 
should  be  made  to  cover  a  circle  with  a  diameter  of  .140  mm.  In  this 
ease  this  inner  circle  will  cover  1  '(100,000  of  a  cubic  centimeter  of  milk, 
meaning,  of  course,  that  the  number  of  bacteria  in  a  single  field  should 
be  multiplied  by  000,000,  or,  if  a  hundred  fields  are  counted,  by  6000, 
to  obtain  the  number  per  cubic  centimeter. 
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Tin-  number  of  microscopic  fields  t..  be  counted  will  depend  sorae- 

whllt  Iipoli  I  In-  kinil  ill'  il:il:i  I  I  i.i  I  :,vr  ilc-llcd.       II  I  hi-  Ine!  hi  id  I <  1 1 ,  l,c  i!.~ed 

simply  i"-"  Hio  purpose  dI  dividing  milk  into  grades,  i\  will  in  mosl  cases 
be  unneeesBarj  to  do  the  actual  counting,  since  a  Grade  A  milk  mil  show 
field  after  Geld  without  any  bacteria  a1  all,  whOe  :i  Grade  C  milk  will 
show  the  field  crowded  with  bacteria.  In  all  doubtful  caaea,  li  twever, 
counting  ihould  be  dona,  and  there  should  never  be  less  than  thirty  fields 
counted  m  order  to  have  reliable  resulta.  Counting  thirty  fields  i-  not 
so  tedious  ii  huh  as  would  Beeni  to  be,  aince,  in  ordinary  milk,  the  num- 
ber of  bacteria  in  each  field  is  small,  and  the  counting  may  lie  done 
vary  rapidly. 

Counting.  Counting  the  bacteria  In  such  a  smear  may  be  done  in 
wo  ways:  I.  The  number  of  groups  o!  one  or  more  bacteria  present. 
.  The  number  of  individuals.  The  bbcozkI,  of  course,  is  realrj  the 
reel,  count  of  the  Bomber  of  bacteria,  bui  the  former  will  give  a  count 
nil,  Bloaer  to  that  obtained  by  the  plate  count,  since  the  colonies  upon 
■  plate  represent  groups  of  bacteria  rather  than  individuals,  each 
roup  growing  into  a  single  colony  only.  Extensive  teats  have  shown 
tat  there  is  a  fair  correspondence  between  the  Dumber  of  groups  ro- 
oted by  EKperienoed  observers  and  the  Dumber  of  colonies  thai  nay 
n  plates  made  fr the  same  milk,  although  there  are  occasionally 

iaerepancil-S    ol    considerable    ■■xtriil.       These    discrepancies    :irr    r.in.-i-.l 

by  variations  in  judgment  as  to  what  conBtitutes  a  group,  variations  in 
tin  extent  to  which  groups  break  up  in  the  dilution  waters  when  the 
smears  are  made,  and  the  presence  of  dead  bacteria  or  of  bacteria  which 

won  the  plates.    Some  experience  is  needed  by  the  micros* 

ruin, i  111  determining  just  what  should  be  counted.  In  high-grade 
milks,  an  inexperienced  person  is  apt  to  fail  to  recognize  differences 
bacteria  and  other  minute  objects,  This  results,  as  a  rule,  in 
an  overcount  by  inexperienced  men.  In  milk  containing  manj  readily 
table  bacteria  in  each  field  the  inexperienced  man  is  apl  to  over- 
look some  of  them,  giving  an  undercount.  These  difficulties  are  over- 
came, however,  by  training  and  experience. 

Interpretation  of  Results.  It  must  be  recognized  Hint  the  n-sulis 
obtained  from  the  microscopic  record  give  a  closer  approximation  to  the 
actual  number  of  bacteria  present  in  the  milk  than  those  obtained  by 
the  plate  method,  since  the  plate  method  will  count  as  one,  either  a 
ingle  bacterium  or  a  group  which  may  sometimes  contain  a  hundred 
even  more  individuals,  Inasmuch,  however,  as  the  plate  count, 
become  a  bk  thod  of  analysis  that  is  well  known  and  commonly  appliei 
n  becomes  desirable  to  know  as  closely  us  possible  what,  relations  thi 
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may  I"1  between  the  plate  count,  anil  the  microscopic  count.  Experi- 
ence has  shown  that  the  count  of  individual  bacteria  is  ordinarily  LS 
to  8  times  as  great  as  the  plate  count,  the  ratio  between  the  two  \mng 
largely  dependent  upon  the  size  of  the  clumps  of  bacteria  present 
Where  the  bacteria  are  mostly  isolated,  the  ratio  of  the  two  counts 
would  be  much  closer  than  where  there  are  present  long  chains  of  strep- 
tococci or  masses  of  cocci.  After  one  lias  had  a  little  experieiw:  in 
counting  clumps  it  is  found  that  the  number  of  groups  shown  by  the 
microscope,  agrees  fairly  well  with  the  number  of  colonics  shown  by 
the  plate  count,  though  even  here  there  are  occasionally  discrepaociw, 
due  among  other  things  to  the  appearance  in  the  microscope,  of  kinds  of 
bacteria  which  fail  to  grow  in  the  culture  media  used  in  making  pfcte 
In  all  cases,  however,  the  direct  count  of  raw  milk  will  give  a  much 
closer  approximation  to  the  actual  numbers  of  bacteria  than  the  pUt 
count.  In  view  of  these  facts  it.  is  difficult  to  interpret  one  couni  in 
terms  of  the  other;  but  a  few  suggestions  will  give  a  fairly  satisfactory 
idea  as  to  how  the  two  may  be  related. 

Grade  A  raw  milk,  which  should  have  less  than  100,000  bacteria 
per  cubic  centimeter,  will  not  show  more  than  three  to  four  small  clumps 
of  bacteria  for  each  30  fields  of  the  microscope  where  the  diameter  "f 
the  fields  is  .205  mm.  Such  milk  also  ought  not  to  contain  more  tlmu 
500,000  individual  bacteria  per  cubic  centimeter  when  counted  l>\  |||r 
microscope.  For  Grade  A  pasteurized  milk  (which  should  hays  Ik* 
than  200,000  per  cubic  centimeter  by  the  plate  count  before  pasteuri- 
zation) the  microscope  should  not  show  more  than  six  to  eight  clumps 
per  30  microscopic  fields,  and  not  more  than  1,000,000  individual  l»°" 
teria  when  counted  with  the  microscope. 

Grade  B  milk,  which  is  supposed  not  to  have  niorc  than  1,000,00" 
bacteria  before  pasteurization,  when  counted  by  the  plating  metbw 
should  not  show  more  than  20  individual  bacteria  per  field,  where  B* 
diameter  of  the  field's  is  .205  mm.,  and  not  more  than  three  to  f"ul 
groups  of  bacteria  per  field. 

While  the  above  relation  lief  ween  the  plate  eoimt  and  the  microBoof 
BOUntfi  cannot,  be  relied  upon  as  having  a  very  great  amount  of  accur:»''V' 
it  will  serve  to  give  a  general  idea  of  the  ratio  between  the  two  uin'fr 
ordinary  conditions,  and  may  servo  as  a  guide  in  the  use  of  dir**-' 
microscopic  method. 

The  direct  microscopic  method  is  not  as  yet  recommended  by  ll1'5 
committee  as  a  method  of  estimating  the  numbers  of  bacteria  thai  af- 
present  in  samples  of  milk.  For  this  purpose  the  plate  method,  whit'1 
has  long  been  in  use  and  is  fairly  well  understood,  is  still  recommended  as 
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he  standard  method  to  be  employed.  For  the  purpose  of  rapidly 
iividing  raw  milk  into  a  series  of  grades,  in  such  a  way  that  the  results 
an  be  obtained  in  the  quickest  possible  time,  the  direct  microscopic 
method  seems  to  be  extremely  useful,  and  the  results  which  are  obtained 
will,  in  nearly  all  cases,  agree  with  those  obtained  by  the  plate  count, 
and  probably  in  all  cases  will  give  a  closer  approximation  to  the  fair 
grading  than  the  plate  count  can  do.  For  these  reasons  the  use  of  the 
direct  microscopic  method  is  extremely  valuable  at  the  dairy  end  of  the 
milk  route,  where  the  fanner  wishes  to  know  the  kind  of  milk  he  is  pro- 
ducing, or  the  purchaser  at  the  shipping  station  wishes  to  know  the  kind 
that  he  is  receiving  from  the  farmer.  It  is  of  less  value  at  the  city  end 
of  the  milk  route,  especially  if  pasteurization  of  the  milk  has  been  intro- 
duced anywhere  along  the  route.  It  is  especially  useful  in  the  data  it 
gives  concerning  the  kinds  of  bacteria  present  in  milk,  since  it  sometimes 
enables  the  farmer  quickly  to  pick  out  from  his  herds  such  cows  as  arc 
discharging  large  numbers  of  streptococci,  thus  giving  a  very  efficient 
means  of  protecting  the  milk  supply  from  this  type  of  organisms  that 
Me  to-day  recognized  as  suspicious  and  decidedly  undesirable. 

Goodrich  (1914)  finds  a  marked  correlation  between  the  microscopic 
and  plate  counts.  He  regards  the  factor  of  20,000  which  is  used  to 
reduce  the  microscopic  count  to  terms  of  the  plate  count  as  satisfactory. 
Breed  and  Brew  (1917)  claim  that  their  microscopic  method  is  as  satis- 
factory for  controlling  city  milk  supplies  as  is  the  agar  plate  method. 
Breed  and  Stocking  (1917)  found  that  the  plate  counts  are  characterized 
by  greater  regularity  in  the  hands  of  laboratory  assistants  carrying  out 
routine  analyses  of  milk,  than  the  microscopic  method  of  Breed  and 
Brew.  Inexperienced  workers  are  said  to  secure  great  errors  in  the  use 
°f  the  microscopic  method.  About  the  same  conclusion  was  reached  by 
Conn  (1915).  He  stated  that  considerable  experience  was  needed  by 
the  analyst  to  distinguish  between  bacteria  and  dirt  particles. 

The  Breed  method  has  been  demonstrated  by  the  work  of  different 
^vestigators  to  be  fairly  accurate  with  milks  which  have  large  numbers 
°i  bacteria.  It  may  scarcely  be  conceded  that  where  the  bacteria  are 
80  few  that  many  of  the  fields  of  a  Breed  smear  contain  no  bacteria,  the 
c°Unt  is  very  accurate.  In  this  connection  the  Frost  microscopic  plate 
Method  or  Allen's  microscopic  method  may  be  found  to  be  more  satis- 
factory. Brew  has  mentioned  this  last  fact  as  a  disadvantage  of  the 
tt^croscopic  method.  To  secure  the  greatest  possible  accuracy  a  large 
dumber  of  fields  should  be  counted. 

Frost's  Microscopic  Plate  Method.  This  differs  from  the  Breed 
Method  of  securing  a  microscopic  count  in  that  little  plates  are  made 
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instead  of  smears;  otherwise  the  method  is  somewhat  the  same.  In 
general,  some  of  the  same  objections  which  arc  applied  to  Breed's  method 
may  be  applied  to  the  Frost  method.  The  method  is  outlined  by  Free! 
in  the  following  words: 

Preparation  of  Glass  Slides.  The  lit  tie  plates  are  made  on  the 
ordinary  microscopic  glass  slides  (2.5  by  7.5  cm.).  These  are  carefully 
cleaned  and  are  then  ruled  with  a  grease  pencil  so  that  a  square  surf ace, 
over  the  center  of  the  slide,  is  surrounded  by  a  grease  line.  The  included 
area  is  4  sq.  cm.  The  ruling  is  best  done  by  having  a  wooden  or  card- 
board frame  for  the  slide  and  sonic  arrangement,  as  brads,  to  hold  (he 
straight-edge  in  place.  These  ruled  slides  are  then  sterilized  by  paamg 
them  through  a  gas  Same,  and  then  they  are  placed  on  a  mute  hen 
(45°  C,  1 13°  F.)  provided  with  an  overhanging  top  to  protect  them  from 
dust. 

Preparation  of  the  Plates.  A  few  tuln-s  of  ordinary  nutrient  signr 
*M  i  hen  melted  and  placed  in  a  water  bath  at  46°  C.  to  eool.  Some 
sterile  plugged  test  tubes  are  also  put  in  this  water  hath  to  warm  up  (one 
tot  each  sample  of  milk  to  be  tested).  The  milk  sample  to  be  tested  is 
then  thoroughly  shaken  and  1  c.c.  is  transferred  to  one  of  the  warm 
sterile  test  tubes.  To  this  is  added  an  equal  amount  (1  c.c.)  of  the 
melted  agar.  The  milk  and  agar  arc  thoroughly  shaken,  care  bcflV 
taken  to  prevent  the  agar  from  cooling  below  40°  C.  It  is  best  lo  warm 
it  up  frequently  by  putting  it.  into  the  45"  C.  bath. 

One-tenth  (0.1  c.e.)  of  the  injlk  and  agar  mixture  is  then  transferred 
to  a  warm  glass  slide  and  spread  as  quickly  and  evenly  as  possible  over 
the  ruled  surface.  This  may  be  readily  done  with  the  help  of  a  piiiette 
while  the  slide  is  on  the  warm  plate.  The  agar  is  allowed  to  set  firmly 
by  placing  it  on  a  level  surface  under  cover  for  a  few  minutes.  Thi 
makes  a  little  plate  culture  containing  0.05  c.c.  of  milk. 

When  the  milk  being  examined  is  supposed  to  contain  more  than  fl 
million  bacteria  per  cubic  centimeter,  it  should  be  diluted  wilh  stcnli 
water  or  sterile  milk  before  it  is  mixed  with  the  agar.  The  dilution 
may  be  1  :  10.  This  would  make  the  6nal  dilution  as  much  as 
1  :  200. 

Incubation.  This  is  accomplished  by  placing  the  little  plates  in 
an  incubator  in  a  specially  prepared  cabinet,  or  moist  chamber  with  a 
layer  of  water  in  the  bottom  to  maintain  a  saturated  atmosphere.  » 
Petri  dish  may  be  used  for  a  few  slides.  The  incubation  temperature 
is  37°  0,  for  a  varying  length  of  time.  Five  or  six  hours  should  I* 
allowed.  For  samples  which  contain  many  bacteria  such  as  market 
milk  which  has  been  kept  in  a  warm  place  three  or  four  hours  will  be 
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ifficient.  For  pasteurized  milk  from  ten  to  twelve  hours  may  be 
?ccssary. 

Drying  the  Plates.  When  the  colonies  are  sufficiently  large  the 
lates  are  dried.  This  should  be  done  carefully.  Too  rapid  drying 
ill  crack  the  films.  They  will  dry  well  in  the  incubator  or  over  a 
&am  radiator. 

Staining.    This  is  accomplished  in  the  following  manner: 

1.  Fix  in  the  flame. 

2.  Put  in  a  10  per  cent  solution  of  acetic  acid  in  95  per  cent  alcohol. 

3.  Stain  with  Loeffler's  methylene  blue  (1:4)  for  three  minutes 

4.  Decolorize  in  95  per  cent  alcohol  for  a  few  seconds  or  until  the 
ackground  is  a  pale  blue  and  the  colonies  stand  out  prominently. 

5.  Dry  without  washing. 

Counting  of  Colonies.  For  the  purpose  of  counting  the  colonics, 
ne  slides  may  be  examined  with  the  low-power  dry  lens.  If  the  struc- 
jtc  of  the  colonies  is  to  be  studied  it  is  always  best  to  use  a  mounting 
tedium  and  the  cover  glass.  Cedar  oil  serves  quite  well  and  in  that 
ise  the  cover  glass  may  be  removed  for  use  with  the  oil  immersion 
ut  Canada  balsam  may  be  used  in  the  usual  way.  A  microscopic 
lamination  of  these  plates  reveals  colonies  of  considerable  size  stained 
dark  blue  in  a  light  blue  field.  The  staining  process  should  be  so 
^gulated  that  the  colonies  will  be  stained  a  dark  blue  in  a  light  blue 
eld.  At  least  twenty  fields  should  be  counted  on  each  plate  and  the 
late  should  be  gone  over  carefully  in  the  selection  of  these  twenty 
elds. 

Calculation.  The  number  of  bacteria  per  cubic  centimeter  may  be 
etermined  by  multiplying  the  number  of  colonies  in  a  microscopic 
eld  by  the  number  of  times  the  area  of  this  field  is  contained  in  400 
I.  mm.  or  the  area  of  the  little  plates  times  the  dilution  used.  The 
nea  of  the  microscopic  field  for  any  definite  combination  of  lenses  and 
ibe  length  is  a  constant  and  may  be  determined  by  the  formula: 
xea=i£.  The  radius  may  be  determined  by  a  stage  micrometer, 
lie  same  tube  length  must  be  used  that  was  used  in  the  standardization 
*  the  microscope.  When  the  microscope  factor  is  known  this  formula 
-ay  be  used : 

Number  of  colonies  counted     ^     .  ,    r  ...     .        r     ... 

~^f —  r     fC-,.  x    ,   =Keciprocal  of  dilution  of  milk. 

Number  of  fields  counted 

Microscope  factor  =  number  of  bacteria  per  cubic  centimeter  in  the 
ilk.     Example: 
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~  X  20  X  200 = S'4*}0'000  =  120,000  bacteria  per  cubic  centimeter,  where 

600= number  of  colonies  counted; 

20= number  of  fields  counted; 

20  =  dilution— 1-20; 
200= microscope  factor. 

Frost  (1915,  1917)  has  secured  a  satisfactory  agreement  between  his 
method  and  the  standard  plate  method.  In  his  second  communication, 
this  author  reports  some  results  secured  with  his  method  during  a  prac- 
tical test  on  the  Boston  milk  supply.  The  table  which  is  presented  in 
this  book  shows  that  Frost's  microscopic  method  gives  results  which 
arc  different,  than  those  obtained  on  the  standard  agar  plate. 

Allen's  Microscopic  Method  for  Counting  Bacteria  in  Milk.  Allen 
(1918)  has  described  his  method  as  based  on  the  fact  that  a  water  sus- 
pension of  aluminum  hydroxide  readily  collects  bacteria  in  milk.  This 
may  then  be  thrown  down  in  one  end  of  a  centrifuge  tube  leaving  the 
normal  milk  constituents  suspended.  Allen  has  described  his  tech- 
nique as  follows:  Preparation  of  Hydroxide  Suspension.  Mix  equal 
parte  of  N/20  AlK(SO.,)2-  12H20  and  N/20  sodium  hydroxide.  After 
precipitation  is  complete,  wash  the  precipitate  thoroughly  by  decanta- 
tion  using  scrupulously  distilled  water,  keeping  in  mind  that  any  dirt 
in  the  wash  water  will  be  taken  up  by  the  aluminum  hydroxide  and  will 
appear  in  the  film  under  the  microscope.  Make  up  to  one-half  the 
original  volume  and  continue  to  dilute  until  a  proper  amount  of  alu- 
minum hydroxide  is  obtained  after  centrifuging.  Procedure.  I 
Add  to  the  sample  of  milk  to  be  analyzed  enough  of  the  washed  alu- 
minum hydroxide  precipitate  suspension  so  that  it  becomes  20  per  cent 
of  the  mixture.    Shake  thoroughly  for  several  minutes. 

2.  Add  2.5  c.c.  of  the  above  mixture  to  a  centrifuge  tube  holding 
this  amount  when  stoppered.  (Use  plain  centrifuge  tube  open  at  both 
ends  for  stoppers.) 

3.  Centrifuge  for  fifteen  minutes  at  5000  r.p.m.  in  a  centrifuge  of 
10-in.  diameter  or  give  equivalent  ccntrifugalization. 

4.  Pull  stopper  at  cream  end  of  the  tube  and  remove  the  cream  with 
a  needle  allowing  the  milk  to  run  out.  Then  carefully  pull  the  stopptf 
at  the  other  end  of  the  tube  and  transfer  the  plug  of  aluminum  hydroxide 
to  a  clean  glass  slide  laying  over  glass  or  cardboard  ruled  off  in  squaw 
centimeters.    By  use  of  a  needle  or  loop  grind  up  the  precipitate  on  the 
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de  and  spread  it  evenly  over  an  area  of  2  sq.  cm.  using  a  loopful  of 
erile  water  if  necessary  for  uniform  spreading. 

5.  Place  in  the  incubator  until  nearly  dry,  then  finish  drying  at  room 
mperature. 

6.  Heat  slightly  above  the  Bunsen  flame. 

7.  Place  in  a  tray  of  toluene  and  agitate  the  tray  several  minutes 
)  remove  butter  fat,  then  take  the  slides  out  of  the  tray  and  allow  the 
>luene  to  evaporate  from  them. 

8.  Place  the  slides  in  95  per  cent  alcohol  to  remove  all  traces  of 
tfuene. 

9.  Stain  in  25  per  cent  saturated  aqueous  solution  of  methylene 
hie  until  the  film  reaches  a  proper  depth. 

10.  Dry  in  the  warm  air  above  a  Bunsen  flame  and  examine  under 
he  microscope,  using  an  oil  immersion  lens  of  which  the  number  of 
rids  per  square  centimeter  has  been  determined. 

11.  Count  20  representative  fields  on  the  square  centimeter  and 
btain  the  average  number  of  bacteria  per  field. 

12.  The  number  of  bacteria  per  cubic  centimeter  of  milk  is  obtained 
y  multiplying  the  average  number  of  bacteria  per  field  by  the  numl>er 
I  microscopic  fields  in  a  square  centimeter.     Usually  there  are  a  little 

3000  fields  per  square  centimeter  when  the  ordinary  1.8  oil  immer- 
lens  is  used  but  using  3000  as  an  even  number  to  multiply  by  is 
fttisfactory  in  counting. 

Allen  also  gives  the  following  precautions:  Care  must  be  exercised 
Dt  to  use  a  suspension  of  aluminum  hydroxide  too  strong  to  give  too 
tuck  a  smear.  The  thickness  of  the  plug  of  aluminum  hydroxide  after 
Bntrifugalization  should  be  about  1  mm.  No  fat  or  toluene  should 
ppear  in  the  field  under  the  microscope.  Some  samples  of  pasteurized 
ftaDc  show  fine  particles  of  curd  due  to  heating.  These  may  be  removed 
y  filtering  through  a  small  amount  of  cotton.  The  film  should  be 
Kliformly  stained.  Rubber  stoppers  should  be  used  with  the  centrifuge 
iribes  as  cork  stoppers  will  not  hold  the  liquid  in  the  centrifuge.  If  toe 
bep  a  stained  film  is  secured,  it  may  be  decolorized  sufficiently  by  dip- 
ing  in  alcohol. 

Interpretation  of  Results.  "  The  interpretation  of  the  bacteriologi- 
st analysis  of  market  milk  must  depend  upon  the  history  of  the  milk, 
b  is,  therefore,  difficult  to  give  any  general  interpretation.  The  fol- 
ijring  are  a  few  significant  conclusions: 

1.  "  Where  the  analysis  can  be  made  immediately  after  the  milking 
fee  number  of  bacteria  enables  conclusions  to  be  drawn  as  to  the  cleanli- 
and  care  in  the  dairy  and  the  thoroughness  in  the  cleaning  and 
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sterilizing  of  tin'  milk  vessels,  or  sometimes  the  presence  of  cows  with 
infected  udders,  With  properly  oleaned  and  sterilized  milk  vessel 
;iiii!  proper  care  in  the  farm  and  dairy  the  numbers  of  bacteria  shimiM 
not  exceed  10.000,  unci  may  easily  lie  brought  down  to  5000.  Nurabew 
beyond  these  in  milk  analyzed  immediately  after  the  mdking  may  be 
regarded  as  an  indication  of  unclean  dairy  methods,  dirty  and  unstemi 
milking  vessels,  or  to  infected  udders.  Apart  from  infected  udders  the 
factors  in  dairying  that  most  noticeably  increase  the  bacteria  fount 
are  unsterile  milk  vessels,  unsterile  strainers,  unclean  udders,  and  fsilun1 
to  cool  the  milk  promptly. 

2.  "  If  the  milk  is  properly  cooled  with  ice  the  numbers  should  r>t 
materially  increase  in  five  to  seven  hoars.  Communities  within  five  to 
seven  hours  of  their  dairies  should,  if  perfect  conditions  prevail,  be  ai>le 
to  obtain  milk  with  nearly  as  low  a  count,  as  al>ove  indicated.  Hciht, 
in  such  communities  bacterial  counts  above  these  numbers  should  BoJ 
be  found  in  properly  guarded  milk.  A  count  of  50,000  in  such  e  ei  im- 
munity is  an  indication  either  of  unsatisfactory  dairy  condition!  H 
of  failure  to  properly  cool  the  milk  during  transportation.  Night's 
milk,  if  properly  cooled,  can  also  easily  lie  brought  within  bfa 

if  analyzed  the  next  morning.  A  count  of  over  50,000  for  a  romnWBifc 
close  to  the  dairies  must  be  regarded  as  unsatisfactory,  and  the  numlm 
should  approach  the  10,(XK)  mark  for  high-grade  milk.  In  hot  sumw« 
weather  the  difficulties  of  keeping  low  counts  are  greater,  bill  '■'■'"■ 
then  they  need  not  surpass  50,000  if  the  milk  is  properly  cooled. 

3.  "  Where  milk  must  be  a  longer  lime  in  transportation  from  the 
dairy  there  will  inevitably  be  an  increase  in  bacteria,  depending  00  it"' 
length  of  time  and  the  temperature.  Experience  has  shown.  boweTBj 
that  even  in  these  conditions  the  exclusively  high  numbers  that  havi 
frequently  been  found  in  city  milk  are  in  reality  due  to  diseased  EtddeH 
to  dirty  dairy  conditions,  to  dirty  and  unsterile  milk  utensils,  or  cnlnuM 
neglect,  of  cooling.  Moreover,  such  high  bacterial  counts  at  the  ^"\u 
ping  station  are  frequently  traceable  to  a  few  dirty  dairies  whose  unit 
with  an  abnormally  high  count  contaminates  the  rest  of  tin'  BUppQ 
Dirty  shipping  cans  and  warm  temperatures  in  shipping  are  raflJK* 
sible  for  most  of  the  high  bacterial  counts  in  city  milk.  Where  the  aiill> 
from  healthy  cows  reaches  the  city  within  twenty-four  hours,  however, 
the  number  should  not  be  over  100,000  in  winter  or  200,000  in  summer, 
and  numbers  in  excess  of  this  may  be  regarded  jus  due  either  to  improper 
dairy  conditions,  dirty  milk  vessels,  insufficient  cooling  or,  perhaps,  l" 
diseased  udders.  In  larger  cities  where  much  of  the  milk  is  forty-eight 
hours  in  reaching  the  city,  higher  numbers  may  naturally  l>o  expected; 
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at  even  under  these  conditions  there  is  no  good  reason  why  the  number 
F  bacteria  should  reach  1,000,000;  and  it  may  mostly  be  brought  down 
3  below  200,000.     In  such  cities,  therefore,  milk  with  more  than  1,000,- 

00  bacteria  must  be  regarded  as  improperly  guarded  either  at  the  dairy 
r  on  its  transit. 

4.  "  For  a  Grade  A  milk  higher  demands  should  be  made  than  for 
he  ordinary  grade.  The  standard  set  by  the  Milk  Commission  for 
5rade  A,  viz.;  of  200,000  for  milk  to  Ixj  subsequently  pasteurized  or 
or  100,000  to  be  used  raw,  is  stated  by  that  Commission  to  be  an 
ortreme  limit  for  the  most  unfavorable  conditions.  Cities  situated 
lear  the  supplying  dairies  should  demand  a  much  higher  standard, 
rhich  should  not  allow  over  10,000  in  bacterial  content  in  Grade  A  milk 
n  communities  favorably  situated. 

5.  "  For  communities  situated  where  ice  is  not  available  it  may  be 
lecessary  to  accept  a  milk  with  a  higher  bacterial  content;  but  as 
apidly  as  possible  the  standard  should  be  made  to  approach  the  limits 
ts  given  above." 

Relation  of  the  Microscopic  to  the  Plate  Count.  The  relation  of 
Jreed's  microscopic  to  the  standard  plate  count  has  received  some  study. 
Jrew  (1914),  after  a  rather  extensive  study  of  the  question  pointed  out 
©me  interesting  facts  in  his  summary.  He  stated  that  "  the  relative 
lifferences  between  the  two  counts  are  greater  where  the  bacteria  are 
ew  in  number."  In  such  a  case,  there  is  probably  an  error  in  the 
oicroscopic  count  since  it  is  difficult  to  see  how  it  is  well  adapted  to 
oilks  with  few  bacteria.  Brew  finds  a  greater  difference  when  the  indi- 
idual  bacteria  on  the  smear  are  counted  than  when  only  groups  of 
tecteria  are  counted.     This  is  said  to  be  due  to  the  fact  that  a  colony  on 

1  standard  plate  has  developed  either  from  a  single  bacterium  or  a 
;roup  of  bacteria.  Goodrich  (1914)  reported  a  marked  correlation 
>etween  the  two  counts.  He  thinks  that,  for  accurate  work,  more  than 
me  slide  should  be  prepared.  Brew  again  studied  this  relation  with  the 
hid  of  Dotterer  (1917)  and  found  that  the  plate  counts  were  higher  than 
he  microscopic  counts  on  milks  with  a  small  number  of  bacteria.  Brew 
las  made  an  attempt  to  explain  this  by  "  unrecognized  contamination  " 
an  the  standard  agar  plate  which  would  increase  this  count  and  by  over- 
looking bacteria  under  the  microscope.  This  seems  a  rather  feeble 
attempt  to  bolster  up  the  Breed  inicroscopie  count  in  one  of  its  apparent 
deficiencies.  More  reasonable1  does  it  seem  that  "  bacteria  where  they 
are  very  few  in  number,  even  though  well  stained  and  conspicuous  may 
Dot  occur  in  the  microscopic  fields  examined."  This  is  probably  one 
)f  the  major  objections  to  Breed's  microscopic  method.     ('nlikc  Alien's 
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microscopic  method,  no  concentration  of  the  bacteria  in  the  sample  k 
made.  Breed  and  Brew  (1917)  compared  again,  the  relation  of  the  two 
counts  when  studying  the  application  of  the  microscopic  method  to  the 
control  of  bacteria  in  market  milk.     No  general  agreement  was  observed 

Frost's  method  seems  to  have  had  little  application  under  commercial 
conditions.  Frost  (1916,  1917)  has  carried  some  studies  himself  and 
reported  a  smaller  variation  with  his  "  little  plate  "  method  than  was 
observed  with  the  standard  plate. 

The  Allen  microscopic  method  may  overcome  some  of  the  disad- 
vantages of  the  Breed  method.  Allen  has  devised  a  procedure  «  bid)  K 
said  to  be  applicable  to  all  grades  of  milk.  With  the  Breed  smear  pea 
errors  are  involved  on  milks  with  low  counts.  In  his  original  contribu- 
tion Allen  (1916)  has  shown  that  on  milk  with  a  count  of  1000  and 
slightly  over,  he  was  able  to  check  the  standard  plate  count  very  closely- 

Ayers'  Milk  Tube  Method.  This  is  a  very  satisfactory  method  far 
studying  the  types  of  bacteria  in  milk.  The  milk  is  plated  on  apt 
plates  which  are  incubated  at.37°  C.  for  six  days.  After  counting  the 
plates,  each  colony  should  be  picked  from  the  plates  and  transferred 
to  a  sterile  tube  of  litmus  milk.  After  fourteen  days'  incubation  the* 
tubes  are  examined  ami  as  a  result  of  the  reactions  shown,  the  barter* 
picked  from  the  plates  are  divided  into  five  groups:  the  acid -forming, 
acid-forming  and  coagulating,  inert,  alkali-forming,  and  peptonUugj 
Ayers  has  used  this  method  in  studying  the  flora  of  different  milk 
products. 

Leucocytes  in  Milk 

These  cells  in  milk  were  first  given  much  attention  by  Stokes  and 
Wegefarth  (18071.  It  was  noticed  that  they  had  much  resemblance  W 
the  white  corpuscles  and  from  this  it  was  concluded  that  they  repre- 
sented "  pus  "  from  the  cow's  udder.  Breed  (1914)  has  given  a  good 
summary  of  the  literature  besides  reporting  the  results  of  his  own  imrf 
ligations.  He  used  the  direct  microscopical  method  for  counting  0t 
cells  first  suggested  by  Prescott  and  Breed  (1911)  and  later  applied  to 
the  counting  of  bacteria  in  milk  by  Breed  (1911).  No  relationship,  if 
any  exists,  was  established  between  the  number  of  cells  discharged  am) 
bacterial  infections  of  the  udders.  Breed  (1913)  reports  a  milk  having 
the  enormous  number  of  .54,300,000  cells  per  cubic  centimeter.  This 
milk  when  partaken  of  was  found  to  have  a  normal  taste  and  the  knlflbB 
suffered  no  evil  after  effects. 

Stokes'  Method  for  Leucocytes  in  Milk.  Centrifugal  sediments 
from  10  c.c.  of  milk  are  stained  and  examined  under  the  one-twelfth  ill 
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• 
nersion  objective.    The  presence  of  cells  in  such  a  field  was  regarded 
Stokes  as  justification  for  excluding  an  animal  from  a  herd. 
Reed's  Method  for  Leucocytes  in  Milk.    1.  Fill  10  c.c.  centrifuge 
dob  with  milk  and  heat  for  ten  minutes  at  70-75°  C. 

2.  Centrifuge  the  tubes  at  high  speed  for  ten  minutes.  Remove  the 
per  layers  of  cream  and  milk  with  a  pipette  and  refill  the  tubes  with 
stilled  water.    Centrifuge  again  for  three  or  four  minutes. 

3.  Draw  off  all  except  \  c.c.  of  liquid  in  the  point  of  the  centrifuge 
be.  Wipe  out  the  upper  part  of  the  tube  with  a  bit  of  absorbent 
tton  fastened  to  the  end  of  a  glass  rod.  Mix  thoroughly  the  remaining 
[uid  and  sediment. 

4.  Transfer  a  drop  of  this  mixture  to  a  clean  Thoma-Zeiss  blood- 
unting  cell  and  place  the  cover  glass  over  it.  Count  the  cells  under 
one-sixth  objective.  If  the  number  of  leucocytes  is  low,  the  entire 
ea  of  the  cell  should  be  counted,  using  a  mechanical  stage  to  move  the 
de.  If  their  number  is  large,  five  or  six  small  squares  may  be  counted 
d  averaged.  The  average  number  per  small  square  multiplied  by 
0,000  will  give  the  number  of  leucocytes  per  cubic  centimeter  in  the 
iginal  milk. 

Savage's  Method  for  Leucocytes  in  Milk.  (Savage,  1914.)  The 
linary  Thoma-Zeiss  blood-counting  chamber  is  employed.  Direct 
anting  of  the  cells  is  impossible  owing  to  the  opacity  caused  by  the 
EC  amount  of   fat.    One  c.c.  of  the  milk  is  accurately  transferred 

a  centrifugal  tube  (about  15  c.c.  capacity)  of  the  usual  pattern, 
d  freshly  filtered  Toisson's  solution  is  poured  in  to  almost  fill  the 
be.  The  two  fluids  are  well  mixed  and  then  centrifugalized  for 
l  minutes.  The  cream  is  well  broken  up  by  a  clean  glass  rod,  to 
entangle  leucocytes  carried  to  the  surface,  and  the  mixture  centrifu- 
lised  for  an  additional  five  minutes.  All  the  fluid  is  then  removed 
wn  to  the  1  c.c.  mark,  great  care  being  taken  not  to  disturb  the  deposit, 
lis  can  be  conveniently  and  readily  done  by  means  of  a  fine  glass  tube 
onected  to  an  exhaust  pump.  Theoretically,  all  the  cellular  elements 
Bsent  in  the  original  1  c.c.  of  milk  are  now  present  in  the  1  c.c.  of  fluid. 
le  deposit  is  thoroughly  well  mixed  (with  a  wire),  and  disturbed 
rough  the  1  c.c.  A  sufficient  quantity  is  placed  on  the  ruled  squares 
the  Thoma-Zeiss  apparatus,  and  the  cover  glass  put  on.  The  number 
cells  is  counted  in  a  number  of  different  fields  of  vision,  moving  reg- 
irly  from  one  field  of  vision  to  another.  The  diameter  of  the  field  of 
don  is  ascertained  before  counting  by  drawing  out  the  microscope  tube 
til  an  exact  number  of  sides  of  the  squares  spans  a  diameter  of  the 
Id  of  vision. 
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The  Dumber  or  cellular  elements  per  cubic  miffimatet  of  milk= 

rr-,.,'  ,  where  y  —  the  average  number  per  field  of  vision,  (7  =  the  number 

lid' 
of  squares  which  just  spans  the  diameter,    d  is  determined  once  for  all 
by  marking  the  microscope  draw  tube  so  that  only  20  fields  have  to  be 
counted,  anil  the  figures  substituted  in  the  formula. 

Doane-Buckley  Quantitative  Method  for  Estimating  Leucocytes  in 
Milk.  With  this  method  10  c.c.  of  milk  are  centvifuged  for  four  min- 
utes in  graduated  sedimentation  tubes,  at  an  approximate  speed  of 
2000  r.p.m.  The  cream  is  lifted  out  with  a  cotton  swab,  care  beinn  taken 
to  get  as  much  as  possible  of  the  fat.  ft  is  then  centrifuged  one  minute 
more  and  the  cream  again  removed  with  a  cotton  swab.  Any  fat  re- 
maining in  the  milk  interferes  seriously  with  the  counting,  as,  if  there 
are  more  than  a  few  globules  they  form  a  layer  on  the  top  of  the  lioju"' 
in  tli^  counting  chamber,  and,  as  the  leucocytes  settle  to  the  bottom "' 
the  chamber,  it  is  difficult  to  see  through  the  fat.  It  is  only  with  MM 
giving  milk  difficult  of  separation  where  this  trouble  is  experienced.  aiiJ 
with  such  animals  considerable  cure  is  necessary  in  removing  ill  m 
cream  gathered  at  the  top  of  the  sedimentation  tube.  The  method  of 
removing  the  fat  with  cotton  is  the  best  one  that  has  occurred  to  u»,  l*. 
it  is  the  only  part  of  the  process  that  does  not  operate  with  entire  ~-->n" 
faction  in  every  instance. 

Following  the  removal  of  the  cream,  after  the  second  ecntrifugiiiir.,  it"1 
bottom  of  the  tube  will  contain  a  portion  of  the  sediment  which  i«  ra-i'V 
seen.  This  sediment  may,  in  extreme  cases  of  cows  Buffering  fW 
garget  amount  to  as  much  as  1  c.c.  Ordinarily  it  will  be  eoiisiilrrolJ? 
less  than  5  c.c.  The  amount  varies  considerably  with  the  number  of 
leucocytes,  but  not  absolutely.  The  milk  above  this  sediment  i» 
removed  with  a  small  siphon,  which  can  be  easily  arranged  with  bw 
glass  tubes  drawn  to  a  fine  point  and  supplied  with  a  small  rubber  i'ini 
pinch  coek.  In  using  the  siphon  it  is  better  to  keep  the  point  iiciij  il"' 
surface  of  the  milk  in  the  tube  in  order  not  to  agitate  the  precipitin'11 
leucocytes  and  draw  a  number  of  them  off  with  the  milk.  The  milk  in 
the  tube  may  be  siphoned  within  an  eighth  of  an  inch  of  the  seiiimcn1 
in  the  tube.  This  will  usually  be  below  the  $-c.c.  mark.  Two  drop*  • 
saturated  alcoholic  solution  of  methylene  blue  are  then  added,  thor- 
oughly mixed  with  the  sediment  by  shaking,  and  then  set  in  boiling  w:"'1' 
two  or  three  minutes  to  assist  the  leucocytes  in  taking  the  color.  The 
contents  of  the  tube  can  be  boiled  by  holding  if  directly  in  the  flame.  but 
it  has  no  advantage  over  the  use  of  the  water  bath,  and  it  is  very  likely 
to  break  the  glass.     After  heating,  some  water  is  added  to  the  tubcW 
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snder  the  color  less  dense.  Ordinarily  filling  the  tube  to  the  1  c.c. 
lark  will  be  sufficient,  and  this  quantity  gives  an  easy  factor  for  cal- 
culating the  final  results. 

In  putting  this  liquid  containing  the  leucocytes  into  the  blood 
counter  considerable  care  is  necessary,  owing  to  the  tendency  of  the 
leucocytes  to  sink  to  the  bottom.  At  this  place  a  capillary  tube  is  used, 
and  the  cover  glass  was  held  in  one  hand  ready  to  cover  the  chamber  as 
won  as  the  drop  was  transferred  to  the  counting  counter.  After 
placing  the  glass  cover  over  the  chamber,  about  a  minute  is  allowed 
the  leucocytes  to  settle  to  the  bottom  of  the  chamber.  There  are  very 
few  foreign  bodies  likely  to  be  mistaken  in  counting  for  leucocytes. 
Ordinarily  the  polynuclear  leucocytes  predominate  and  the  stained 
nuclei  with  the  unstained  surrounding  cell  show  up  very  distinctly.  A 
few  small  leucocytes  with  large  nuclei  may  be  found  and  these  may  be 
confounded  with  yeast  cells  until  the  worker  becomes  familiar  with  the 
distinction. 

As  regards  counting  we  have  taken  a  standard  with  a  cubic  centi- 
meter as  a  basis  quantity  of  milk,  though  we  are,  of  course,  aware  that 
the  corpuscles  in  the  blood  are  enumerated  with  a  cubic  millimeter  basis. 
We  adopted  the  centimeter  largely  for  two  reasons.  In  counting  bac- 
teria in  the  milk  the  cubic  centimeter  is  always  the  basis  employed. 
Simply  because  the  leucocytes  were  derived  from  the  blood  seemed 
to  be  no  reason  why  the  same  basis  for  counting  should  be  employed  as 
was  used  with  the  blood,  while  to  the  ordinary  bacteriological  worker  to 
whom  this  work  will  fall,  if  ever  adopted  to  any  extent,  the  cubic  cen- 
timeter standard  would  be  a  little  more  easily  comprehended  because 
more  frequently  used.  The  blood  counter  holds  J0  c.  mm.  and  1  10,000 
cc.  If  10  c.c.  of  milk  are  used  and  the  1  c.c.  of  fluid  is  in  the  tube  after 
^phoning,  and  the  coloring  matter  and  the  water  used  to  dilute  lias  been 
added,  then  the  resulting  number  of  leucocytes  in  the  counting  multi- 
plied by  1000  will  be  the  total  number  of  leucocytes  per  cubic  centi- 
meter in  the  milk.  If  a  total  of  75  leucocytes  was  counted  in  the 
chamber  there  would  be  75,000  leucocytes  per  cubic  centimeter  in  the 
nilk. 

In  the  actual  counting  under  the  microscope  a  square  millimeter 
>f  the  counting  chamber  will  be  found  to  be  ruled  off  into  400  smaller 
qual  squares.  This  facilitates  an  accurate  and  rapid  count.  Where 
he  number  of  leucocytes  is  not  great  the  entire  field  can  be  counted 
i  a  short  time.  Where  then*  is  a  great  number  of  leucocytes  a  few 
juares  or  sets  of  squares  in  different  parts  of  the  ruled  surface  will  give 
^proximately  the  number. 
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There  are  on  cas  ion  ally  a  few  variations  desirable  from  these  rules, 
but  it  may  be  well  to  state  that  the  details  have  been  pretty  carefully 
and  thoroughly  worked  over  and  compared,  and  it  is  seldom  thatsbort 
cuts  can  be  made  if  correct  results  are  desired.  The  time  and  speed  of 
centrifuging  are  placed  as  low  as  possible  for  accurate  work.  When 
there  is  f  c.c.  or  more  of  sediment,  it  is  necessary  to  use  more  of  the 
methylene  blue  for  staining,  as  there  will  be  too  great  a  number  of  leu- 
cocytes to  make  a  satisfactory  count  in  the  counting  chamber,  it.  is  better 
to  add  water  until  there  are  2  c.c.,  or  sometimes  even  more  in  the  sedi- 
mentation tube. 

This  method  of  counting,  while  long  in  explaining  is  in  reality  short 
and  simple  in  application.  Moreover,  it  is  based  on  accurate  measure- 
ments in  every  detail,  and  the  results  are  correspondingly  rehable. 
(From  Report  of  Committees  of  the  Laboratory  Section,  American 
Public  Health  Assn.  Am.  J.  Pub.  Hyg.,  6  (1910). 


Pathogenic  Bacteria  in  Milk 

Bacillus  tuberculosis.  The  tubercle  bacillus  is  recognized  as  one 
of  the  most  important  pathogens  in  relation  to  the  milk  question.  While 
it  may  gain  entrance  from  a  tubercular  person  handling  the  milk,  it  is 
generally  admitted  that  a  tubercular  cow  is  usually  the  source.  Human 
tuberculosis  is  probably  transmitted  directly  from  human  to  huroun 
but  may  be  transmitted  by  bovines,  especially  those  with  udder  infec- 
tions- Griffith  (1913)  reports  the  discharge  of  virulent  tubercle  luinlli 
in  the  milk  of  a  heifer  which  had  been  vaccinated  when  four  days  o!" 
with  human  tubercle  bacilli.  Other  experiments  by  Srnit  (1908^. 
Coquot  (1908),  Hessler  (1909),  indicate  that  there  is  slight  possibility 
of  the  tubercle  bacilli  being  discharged  into  milk  unless  there  are  open 
lesions.  Smit  found  few  tubercle  bacilli  in  milk  from  tuberculins 
animals  with  sound  udders  but.  where  open  tuberculosis  existed  B* 
bacilli  could  gain  entrance  to  the  milk  from  all  channels  which  com- 
municate with  the  exterior.  This  subject  has  been  well  summed  up  by 
Schroeder  (1907). 

Delepine's  Method  for  Detennining  Tubercle  Bacilli  in  Milk  (h**0 
Savage,  1914).  Collect  two  tubes  of  milk  containing  40  e.c.  and  cefl- 
trifugalize  for  fifteen  minutes  at  3000  r.p.m.  Decant  or  draw  off  th* 
cream  and  milk  by  means  of  a  pipette  leaving  about  2  c.c.  of  milk  and 
residue  in  each  tul>e.     Examine  microscopically  and  inject  into  guine* 
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Campbell's  Method  for  the  Detection  of  Tubercle  Bacilli  in  Milk. 
»n  c.c.  of  a  thoroughly  mixed  sample  were  placed  in  each  of  three 
ntrifiige  tubes  by  means  of  a  sterile  pipette.  .  These  should  be  cen- 
ifuged  for  thirty  minutes  at  about  1200  r.p.m.  The  tubes  are  then 
moved  from  the  centrifuge  and  the  cream  removed  by  means  of 
large  sterile  platinum  loop.  Three  c.c.  of  sterile  water  should  be 
ided  to  this  cream  to  bring  the  volume  up  for  inoculation.  The 
ilk  remaining  in  the  centrifuge  should  be  drawn  down  to  1  c.c.  These 
c.c.  portions  should  be  transferred  to  a  sterile  test  tube.    Slides  may 

made  from  these  samples.  Three  c.c.  of  the  cream  emulsion  and 
:.c.  of  the  milk  emulsion  should  be  injected  subcutaneously  into  guinea 
58.  The  pigs  should  be  observed  closely  for  from  six  to  ten  weeks  and, 
not  dead  before,  should  be  autopsied. 

Anderson's  Method.  Mix  50  c.c.  of  the  milk  with  50  c.c.  of  sterile 
iter  and  centrifuge  for  one  hour  at  2000  r.p.m.  Inject  4  c.c.  of  the 
iiment  into  a  guinea  pig.  If  the  guinea  pig  dies,  a  careful  autopsy 
ould  be  made.  If  death  does  not  occur  by  the  end  of  two  months, 
Jt  with  tuberculin,  chloroform  and  perform  a  careful  autopsy.  All 
spicious  lesions  should  be  cultured  and  cultural  and  morphological 
idies  made. 

Besson's  Method  for  Isolation  of  Bacterium  tuberculosis  from  Milk, 
low  the  fresh  milk  to  stand  for  twenty-four  hours  and  examine  the 
posit.  Centrifuge  and  use  the  precipitate  for  making  a  microscopical 
amination.  Coagulate  200  c.c.  of  the  milk  with  a  little  citric  acid  and 
ter.  Dissolve  the  precipitate  on  the  filter  in  a  solution  of  sodium 
loephate  (Na2HPC>4+12H20)  and  pour  the  liquid  into  a  large  test 
be.  Add  a  few  cubic  centimeters  of  ether  and,  after  shaking  for 
out  ten  minutes,  pour  off  the  ether  which  will  carry  the  fat  with  it. 
mtrifuge  the  aqueous  fluid  and  examine  microscopically  the  sediment. 

Beattie  and  Lewis  (1913)  have  isolated  acid  fast  bacilli  from  milk 
*ich  were  totally  different  from  tubercle  bacilli.  They  emphasize 
e  futility  of  using  microscopic  methods  instead  of  animal  inoculation. 

The  prevalence  of  tubercle  bacilli  in  market  milk  has  received  the 
tention  of  investigators  in  practically  all  countries.  There  is  an 
sment  of  error  in  comparing  closely  data  from  the  different  investi- 
•tions  since  a  different  number  of  samples  were  used.  This  may  ex- 
ain  the  high  incidence  of  tubercle  bacilli  which  has  been  reported  by 
me  investigators.  Table  XLIII  gives  the  data  which  have  been  se- 
ired  by  some  of  the  investigators  on  market  milk. 

Microspira  Cholerae.  Basenai  (1895)  reported  that  there  was  no 
amicidal  action  of  milk  on  Micronpira  cholera!  and  that  the  organisms 
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could  retain  their  vitality  in  milk  for  thirty-eight  days.  Some  of  th 
cells  even  retained  their  vitality  after  the  milk  had  curdled.  Thes 
statements  are  interesting  when  compared  to  the  results  secured  b; 
Laser  (1891)  in  butter. 

Table  XLIII 

.    INCIDENCE  OF  B.  TUBERCULOSIS  IN  MARKET  MILK 

(Quoted  from  Parker  1917) 


Date 


1899 
1904 
1904 

1898 
1897 
1900 
1893 
1900 
1900 
1900 
1898 
1900 
1898 
1898 
1908 
1905 
1906 
1908 
1909 
1909 
1909 
1910 
1910 


England 

Germany 

Germany 

Liverpool 

Liverj)ool 

London 

Petrograd 

Kiew . 

Krakow 

i  Naples 

Berlin 

Berlin 

Schev.  Gueund. 
Konigsburg. .  .  . 

Leipsic 

Rotterdam .... 
Rotterdam.  .  .  . 
Washington. .  .  . 

Louisville 

New  York 

Philadelphia.  .  . 

Chicago 

Rochester 


Investigator. 

Macfayden . 

Muller 

Beatty 

Delepine.  .  . 
Hope 


Klein 

Scharbekow. . 
Pawlowsky.  . 

Buiwid 

Marconi 

Petri 

Beik 

(Ml 

Jaeger 

Kbor 

Smit 

Smit 

Anderson. .  .  . 

Field 

Hess 

Campbell. .  .  . 

Tonney 

Holer 


223 
119 
105 
130 
144 
237 


15 
46 
17 
18 
15 
30 


Samples 

Number 

Percentage 

Lxu  ruined. 

Positive. 

Positive. 

77 

17 

22  1 

1596 

97 

6.2 

272 

27 

10.0 

12 

22 

17.6 

228 

12 

5.2 

100 

7 

7.0 

80 

4 

5.0 

51 

1 

20 

60 

2 

33 

14 

7 

500 

64 

9 

14.0 

56 

17 

303 

27 

27 

111 

100 

7 

7.0 

210 

22 

10.5 

567 

14 

2.7 

1584 

45 

2.8 

6.7 
295 
16.2 
13.8 
10."> 
12. •> 


Bacillus  Diphtheriae.  Diphtheria  is  a  typical  milk-borne  disease- 
Marshall  (1907)  has  reported  the  isolation  of  the  organisms  from  milk 
Trask  (1912)  has  given  a  good  resume!  of  such  epidemics. 


i) 


ASTEURIZATION 

Pasteurization  is  the  heating  of  a  food  substance  for  a  time  below  tl 
boiling-point.     It  is  now  almost  exclusively  applied  to  the  heating 
milk  in  order  to  make  it  a  safer  food. 

It  is  an  old  idea  having  been  used  by  Scheele  (Mcintosh,  1901), 
1782,  to  preserve  vinegar.     In  1831,  Appert  preserved  various  aniii 
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,-egetable  products  by  heating  in  the  closed  containers.  Pasteur 
']  applied  heat  t«  bottled  beer  to  make  it  keep.  In  recognition  of 
ur's  researches,  which  revealed  the  eaueee  of  deterioration  in  fer- 
rd  liquors  and  the  means  of  preserving  them,  the  term  "  pas- 
ation  is  now  used.  Soxhlet  (188b)  propose*!  pasteurization  in 
i>me  for  haby  feeding.  There  has  been  much  confusion  between  the 
i  "  pasteurized  "  and  "  sterilized  "  as  applied  to  milk.     Kosenau, 


FlC.  08.— Complete  Milk  Plant.     (New  York  Milk  Committee.) 
Milk  CUrifiCT;    ('.)  FuAlrufiiing  oik]  HnldiiiB  rUnit;    <r)  Milk  Cookr;    W)  Hlnrur  T»nk 

Did  this  has  suggested  that  each  bottle  indicate  the  time  and  tcm- 
are  of  heating. 

leory  of  Pasteurization.  This  involves  the  use  of  moist  heut  as  a 
ectant.  As  discussed  in  the  chapter  on  Bterilization  and  dfau* 
n,  bacteria  die  according  to  the  monomolccular  law  and  this 
ites  that  the  killing  is  a  time -process.  The  bacteria  do  not  die 
ce  as  soon  as  the  heat  is  applied.  The  same  law  must  obtain  in 
illing  of  bacteria  by  pasteurization.     From  this  it   would  Been 
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that  the  "  continuous  "  process  where  heat  is  applied  over  a  1 

time  would  be  more  satisfactory. 

Gable  (1915)  ha*  summed  the  advantages  which  might  be  ra 

against  pasteurization  as  follows:  In  the  light  of  recent  knowledge  sc 
of  these  are  now  untenable. 

OBJECTIONS 

1.  Increased  cost. 

a.  By  additional  apparatus  required. 

b.  By  fuel  required  for  heating. 

c.  By  ice  or  ammonia  required  for  cooling. 
il.  By  increased  labor  of  handling. 

2.  Conceals  inferiority. 

a.  By  encouraging  carelessness. 

b.  Discouraging  proper  care. 

3.  Interferes  with  cream  rising  and  whipping. 

4.  Modifies  taste. 

5.  Lcsh  wholesome. 

a.  Acid  less  as  the  lactic  acid  bacteria  are  destroyed. 

b.  Spores  forms  of  bacteria  are  not  destroyed. 

c.  Injurious  by-products  of  bacteria  are  not  destroyed. 

d.  Milk  is  chemically  changed. 

e.  Is  less  easily  digested. 
/.    Produces  scurvy  and  rachitis. 


ADVANTAGES 

1.  Economic. 

a.  Makes  milk  keep  sweet  longer. 

b.  By  saving  milk  which  otherwise  would  spoil, 
e.   By  saving  bills  for  sickness  and  milk-borne  epidemics. 

2.  More  wholesome. 

a.  Pathogenic  bacteria  are  destroyed. 

b.  Infant  mortality  less. 

c.  Bacteria  are  decreased  in  numbers. 

The  methods  of  pasteurization  are  two  in  number,  the  "  flash  "  w 
"  continuous  "  processes.  In  the  continuous  process  the  milk  is  heatf 
for  thirty  minutes  at  60°  C;  the  Hash  process  requires  a  higher  tempe 
ature  (80°  C.  to  90"  C.)  for  a  shorter  time  (1-5  minutes),  accordii 
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theory  of  disinfection  and  since  disinfection  is  a  time  process  the 
nous  process  allows  a  greater  reduction  of  bacteria. 
ect  of  Pasteurization  on  Bacteria.    This  has  been  given  much 
in  order  to  refute  the  argument  against  pasteurization  that 
rised  milk  putrifies  rather  than  sours.     Ayers  and  Johnson  (1913) 
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—The  Hypothetical  Relation  of  the  Bacterial  Groups  ii 
iied  Milk.     (After  Ayers  and  Johnaoo.) 


Raw  and  Paateur- 


i  the  bacteria  in  pasteurized  milk  by  means  of  their  milk-tube 
d.  They  used  the  holder  process  wilh  a  temperature  of  62.8°  C. 
irty  minutes  in  moat  of  their  experiments.  Their  results  are 
cally  summarized  in  Fig.  G!)  from  which  it  will  Ije  seen  that  pas- 
lion  increased  the  |x*rmitage  of  acid-forming  bacteria  in  the  milk. 
■  temperatures  of  pasteurization  caused  a  different  relation  to 
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exist  between  the  groups  of  bacteria  in  milk.  In  an  earlier  paper  (1910] 
these  same  authors  fount!  that,  pasteurized  milk  soured  about  the  same  a 
a  clean,  raw  milk.  Weigmann  et  al.  (1916)  found  that,  in  milk  nhk 
had  bees  heated  from  o0°  C.  to  63°  C.  for  thirty  minutes,  lactic  ad 
bacteria  were  present  in  a  much  larger  proportion  to  remaining  orgui 


—The  Hypothetical  Uclution  of  Racteria 
(After  Aycrs  and  Johnson, 


a  Raw  and  Pastcu 
1913.) 


isnifl  than  in  raw  milk.  The  same  was  also  found  in  milk  which  h» 
been  heated  for  ten  to  twenty  minutes.  Souring,  however,  was  muc 
delayed  over  that  in  raw  milk,  which  the  authors  attribute  to  attenuate 
of  the  lactic  acid  organisms.  With,  regard  to  the  resistance  of  JJarifli 
colon  to  heat,  Aycrs  and  Johnson  (1915)  state  that  this  organism  wou 
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ot  be  expected,  from  their  results,  to  survive  65.6°  C.  for  thirty  min- 
tes.  Erratic  results  were  secured  and  it  is  possible  that  some  strains 
f  Bacillus  colon  may  be  found  which  will  survive  pasteurization  under 
le  above  conditions.  Gage  and  St  ought  on  (1906)  found  that  in  55 
or  cent  of  thermal  death-point  determinations  made  with  B.  coli,  the 
ultures  withstood  80°  C.  for  five  minutes.  Russell  and  Hastings  (1902) 
?port  the  characteristics  of  a  micrococcus  from  milk  which  withstood  a 
?mperature  of  76°  C.  for  ten  minutes.  Different  individual  resistance, 
owcver,  was  found  among  the  cells.  Ford  and  Pryor  (1914)  claim  that 
lilk  heated  to  any  temperature  between  65°  C.  and  100°  C.  and  kept 
etween  22°  and  37°  C.  will  be  decomposed  by  spore-forming  bac- 
>ria  and  consequently  may  be  dangerous.  They  recommend  the 
oiling  of  milk  and  storage  on  ice  since  heated  milk  is  liable  to 
ecompose. 

Pathogenic  Bacteria.  The  effect  of  the  pasteurization  process  on 
mhogens  has  been  limited  almost  entirely  to  Bacillus  tuberculosis. 
ince  this  organism  is  especially  important  in  relation  to  milk  hygiene, 
lany  attempts  have  been  made  to  determine  its  t hernial  death  point  in 
lilk.  Rosenau  has  prepared  table  XLIV,  which  reviews  concisely 
>nie  of  the  work  which  has  been  done. 

The  work  of  Smith  (1899)  and  of  Russell  and  Hastings  (1904)  has 
3en  especially  convincing.  The  former  of  these  investigators  found 
iat  when  tubercle  bacilli  were  suspended  in  milk  they  were  destroyed 

from  fifteen  to  twenty  minutes  at  60°  C;  the  greater  portion  being 
lied  in  5-10  minutes.  The  latter  tried  short  periods  of  pasteurization 
id  found  that  a  temperature  of  160°  F.  (71.1°  C.)  or  above  for  one 
inute  destroyed  the  virulence  of  bovine  tubercle  bacilli  so  that  guinea 
gs  were  not  killed  when  inoculated  with  from  2  to  5  mgs.  Others  have 
mfirmed  this  work  and  these  temperatures  are  now  accepted  in  the  con- 
nuous  process.  The  milkman  pasteurizing  milk  is  between  two  fires. 
e  must  avoid  a  cooked  taste  in  the  milk  which  interests  the  housewife 
id  must  kill  all  pathogenic  bacteria  which  are  the  chief  interest  of  the 
unitarian. 

On  the  relation  of  pasteurization  to  other  pathogenic  bacteria  in 
lilk,  our  knowledge  is  very  meager.  Hesse  (1894)  stated  that  raw 
&ws'  milk  was  not  a  good  medium  for  cholera  spirilli  and  that  thev 
led  in  twelve  hours  at  room  temperature  and  more  quickly  at  higher 
emperatures.  The  acidity  and  other  bacteria  in  the  milk  killed  them. 
?ig.  09  prepared  by  North  and  taken  from  the  report  of  the  Commission 
>n  Milk  Standards  gives  some  data  concerning  H.  typhi,  streptococci  and 
hct.  diphtheria. 
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SHOWING  THE  THERMAL  DEATH  POINT  OF  THE  TUBERCLE  BACILLI 
AS  FOUND  BY  VARIOUS  INVESTIGATORS 


Sormiini,  1884 

Si-hill  ami  l-'ishor.  1SS4. 

Voi'lwh,  1887 

Yersin,  1S88 


60°,  10  minutes,  no  spores. 
60°,  10  minutes,  with  spores. 
lis1,  20  minutes. 
70°,  5  minutes  (enfeebles). 
60°,  5  minutes    (sometimes 

enfeebles). 
80°,  sometimes  kills. 
s.V1.  ;i!ivavs  kills. 
60°,  20 


Forster,  1892.  .  .  . 
DeMan,  1893.... 
Schroeder,  1894 .  , 

Woodheucl,  ISM. 


Marshall,  18119  ... 
Th.  Smith,  189!). 
Mortifjiroth,  1900 

Kobrak.  11)00 

Beck,  1900 


60",  5  minutes  (attenuates). 
70°,  1  minute  (kills). 

60°,  6  hours 

9-ri°,  mumentary 

55°,  4  hours 

60°,  1  hour 
00'"',  l.'i  minutes. 
50°,  15  hours. 
60°,  8  hours. 

00°,  45  minutes 

71)",  45  minutes. 
70°,  2\  minutes. 

08°,  28  minutes 

(50°,  15  to  20  minutes ■ , 

55°,  3  hours 

50°,  4  hours. 

100°,  3  hours. .  , 


Galtier,  1900 

Russell  and  Huntings,  191X1 

Herr,  1901 

Hesse,  1901 

Levy  mid  Brims,  1901., 

Hurt hrl  and  Sli'iislrum, 
1901 

Hiiiilt.  1U02 

Tjdcn,  1903 

Rullmiuin,  1903 

Butbel  and  BteoBtrtm, 
1904 


65°,  15  minutes.. 
00°,  20  minutes. 
65",  15  minutes. 


)°,  1  minute  (unt-uagulated) 


Russell  ukd  Hastings,  1904 

Zelcnski,  1900 

Roseuau,  1907 


90°  for  10  minutes. 

100°. 

100°  boiling  twice. 


50°,  60  minutes. 


C.    results    coatwlw- 
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■  71. — Indicating  the  Relation  between  the  Time  and  Temperature  and  Other 
Factors  Involved  in  the  Pasteurization  of  Milk.     (After  North.) 
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Pathogenic  Streptococci.    Much  evidence  has  accumulated  to  show 
that  septic  sore  throat  may  be  caused  by  streptococci  which  originate 
in  milk  from  cows  suffering  from  mastitis.    Cows  suffering  from  garget 
are  regarded  as  of  special  importance  in  this  connection.     Capps  and 
Downs  (1914)  found  a  dairy  farm  where  mastitis  was  present  in  the 
cows  and  where  the  milkers  had  sore  throat.     The  milk  from  this  dairy 
was  delivered  to  a  dairy  company  which  did  not  pasteurize  its  milk  ?.nd 
consequently  an   extensive  epidemic  of  septic   sore   throat   resulted. 
Krumwiede  and  Valentine  (1915)  during  the  investigation  of  an  epidemic 
regarded  the  infection  as  of  human  rather  than  of  bovine  origin.    They 
suggest  that  lt  in  tracing  the  source  of  an  epidemic  the  efTort  should  l>e 
toward  finding  cases  of.  sore  throat  among  those  engaged  in  producing 
the  milk,  not  mastitis  in  the  cow  alone.     If  human  streptococci  are 
found  in  mastitis,  they  are  most  likely  secondary  agents  in  an  already 
existing  inflammation  due  to  bovine  strains.     The  streptococci  in  dif- 
ferent epidemics  differ  culturally  and  those  similar  culturally  differ  in 
their  immunity  reactions.     Cultural  similarity  of  strains  from  man  and 
cattle  is  insufficient  to  prove  their  identity.     Cultural  identity  in  even* 
detail  or  immunological  identity  is  essential."     Rosenow  and  Moon 
(1915)  studied  an  epidemic  of  septic  sore  throat  and,  after  tracing  it  to 
milk,    isolated    virulent    streptococci   from    the   milk.     These   shownl 
selective  preference4  for  joints,  muscles,  gall  bladder,  etc.,  and  rescmble.I 
certain     rheumatic    strains    morphologically    and    culturally.     Thee 
investigators  regard  virulent  streptococci  in  milk  as  possible  sources  "i 
those*  which  cause*  rheumatism  and  other  chronic  infections.     Itoscnnw 
and  Hess  (1917)  also  traced  another  epidemic  of  this  disease  to  the  milk 
from  three  cows.     Winslow  and  Hubbard   (1915)  reported  a  ceiit:i«' 
epidemic  of  this  infection.     Smaller  epidemics  have  been  studied  hy 
Overman  (1911),  Ilenika  and  Thompson  (1917)  and  others.    Smillie 
(1917)  has  stated  that  the  streptococci  of  septic  sore  throat  rcsciiiM** 
those  of  scarlet  fever  and  that  discharges  from  such  patients  may  infect 
the   milk   and   cause  septic   son*   throat.     'Ay res  and   Johnson   (1011 
studied  the  possibility  of  streptococci  surviving  pasteurization.    Oui 
of  V.V.)  cultures  isolated  from  cow  feces,  the  mouth  of  the  cow  and  milk. 
(>l.()3  per  cenl  of  them  survived  a  pasteurization  temperature  of  140"  1- 
Thirty-three  and  seven  hundredths  per  cent  survived  at   145°  F.    At 
lf>f>°  F.  none  wen*  able  to  survive*.     These  data  might  indicate  that  the 
streptococci  which  we're*  pathogenic  for  man  could  under  certain  (■»»«" 
ditions  pass  through  the*  pasteurization  process. 

Allen  (191(5,  1917)  has  shown  that  raw  milk  as  compared  with  pas- 
teurized milk  exerts  a  powerful  suppressing  influence  on  the  multipli- 
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certain  bacteria.  The  pasteurised  milk  was  found  to  be  more 
favorable  to  the  attack  of  the  gae  forming  colon  bacillia  and  B.  oerogeties. 
Alli.ii  emphasises  the  poinl  thai  pasteurized  milk,  although  it  is  safer 
for  human  consumption,  should  be  handled  with  much  careatQce  heating 
■  '■!.-  decreased  its  resistance  to  many  detrimental  changes.  Ayera  and 
fahnson  after  a  study  of  this  question  reported  that   the*  bacterial 

in  clean  raw  milk  and  pasteurized  milk  was  about  the  s 
irbeo  bulb  were  stored  under  the  same  conditions. 


Bacteriology  of  Butter 

Ttw  bacteriology  of  batter  may  be  considered  from  two  viewpoints — 

i  bacteria  to  bring  about  desired  changes  and  the  dissemination 

disease-producing  bacteria. 

Bacteria  in  Cream  and  Cream  Ripening.  According  to  present 
■  h:ini  is  pasteurized  and  ripened  before  being  made  into  butter. 
The  pasteurization  process  removes  all  of  the  extraueous  bacteria  And 
thus  prevents  spontaneous  changes  which  are  liable  to  produce  unfav- 
lavorsand  tastes.  After  pasteurization,  the  ereani  is  inoculated 
with  a  culture  known  to  produce  a  desired  flavor  and  allowed  to  ripen. 
( iertain  distinct  improvements  were  introduced  into  the  butter  industry 
by  ripening  of  the  cream.  (1)  A  better  yield  of  butter  is  secured  from 
,-i.ur  'nam.  (2)  The  flavor  of  the  butter  is  kept  constant  from  batch 
to  batch.  (3)  Sour  cream  churns  more  easily  than  sweet  cream.  Peiser 
(1916)  lias  stated  thai  the  greater  proportion  of  bacteria  in  ripened  cream 
agm  removed  during  churning  by  the  buttermilk.  Butter  contains  about 
one-tenth  as  many  as  are  in  the  cream. 

Flavor  of  Butter.  This  is  dependent  upon  :i  large  number  of  factors 
and  opinion  is  still  divided  with  regard  to  which  is  the  most  important. 
That  bacteria  are  important  in  changing  the  flavor  of  butter  after  it 
tin-  been  made  is  improbable.  Conn  has  attempted  to  make  a  distinc- 
tion between  "  flavor  "  and  "  aroma  "  but  such  a  division  is  probably 
quite  artificial. 

Haueidiiy  i.-.  a  trim  which  covers  a  multitude  of  abnormalities  i 
uf  butter  Guthrie  (1917)  in  his  interesting  paper  has  given  a 
review  of  the  literature.  In  his  experiments,  lie  attempted  to  determine 
whether  rancidity  was  due  lo  chemical  cow  enzyme  or  biological  changes. 
He  found  that,  none  of  these  factors  were  important  and  believes  that 
rancidity  as  defined  hy  butter  judges  is  rarely  found.  No  marked 
change  in  the  iodine  number  was  caused  by  high  temperatures,  light  or 
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The  undesirable  flavors  in  butter  may  be  due  to  absorbed  odoi 
to  products  formed  in  the  butter  after  manufacture.    Dyer  (1 
showed  that  the  undesirable  flavors  developing  in  butter  held  in 
storage  at  a  temperature  of  0°  C.  were  not  due  to  an  oxidation  of  th< 
itself.    Gas  analyses  indicated  that  the  quantity  of  buttermilk  lei 


-10*J. 


10**. 


32*F. 


$45 
Months  in  Storage 

Fig.  72. — Diagram  Showing  Decrease  in  Bacterial  Content  of  Butter  Stored  at  1 
ferent  Temperatures.     (After  Mohler,  Washburn  and  Rogers,  1909.) 


the  butter  has  a  relation  to  the  quantity  of  carbon  dioxide  form 
Rancidity  is  probably  the  algebraic  sum  of  a  number  of  factors. 

Milk  in  the  fresh  condition  is  a  veiy  suitable  medium  for  bactei 
Northrup  (1911)  studied  the  longevity  of  B.  typhi  in  sour  milk.  Befi 
these  organisms  were  destroyed  Bacterium  lactis  acidi  had  to  prodi 
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5  acid  in  milk  and  28°  acid  in  whey.  Bacillus  bulgaricus  had  to  pro- 
ce  208°  acid  in  milk  and  60°  acid  in  whey.  She  quotes  the  work  of 
her  investigators  as  Bassenge,  Behla  and  others  that  lactic  acid  is 
xic  for  Bacillus  typhosus.  Krumwiede  and  Noble  (1915)  report  that 
le  typhoid  bacillus  is  killed  in  sour  cream  by  acids  and  that  the  destruc- 
on  is  proportional  to  the  amount  of  acid  and  number  of  bacilli.  Wash- 
urn  (1908),  in  artificially  infected  milk  found  that  B.  typhi  suffered  no 
iminution  in  numbers  up  to  twenty  days.  They  had  practically  dis- 
ppeared  after  forty-three  days.  Potter  (1910)  concluded  that  Bacillus 
idgaricus  and  Bacterium  lactis  acidi  exerted  no  appreciable  repressing 
Sect  on  Bacillus  typhi  and  that  these  organisms  may  not  be  depended 
ipon  to  make  milk,  which  has  been  contaminated,  safe. 

Table  XLV 
VIABILITY  OF  TYPHOID  BACILLI  IN  SOUR  CREAM 

(Krumwiede  and  Noble) 


ays 

taction  * 

umber    of    typhoid 
bacilli 


0 

2 

•   •   •   • 

'  10% 

8 


9 


10 


11 


2.2^ 


:C 


EC 
*>/0 


392,000  ....  65,000,000300.000,000  113,000,000 


10% 

i 

181,000  i  400 


•  Number  of  cubic  centimeters  of  N  alkali  needed  to  neutralise  100  c.c.  of  cream. 


Molds  in  Butter.  Thorn  and  Shaw  (1915)  found  that  mold  in 
itter  usually  took  three  forms:  first,  orange  yellow  spots  produced 
r  Oidium  lactis;  secondly,  dirty  green  spots  produced  by  cladosporium 
ternaria,  thirdly,  green  spots  which  are  caused  by  penicillium.  A 
It  content  of  2.5  per  cent  prevented  the  development  of  the  above 
ngi  and,  therefore,  their  presence  indicates  a  low  salting.  The  pres- 
ce  of  much  curd  was  stated  to  allow  a  more  vigorous  growth  of  mold, 
astings  (1916)  has  recommended  that  butter  tubs  and  liners  be  placed 
boiling  water  heated  to  150°  to  kill  the  mold  spores. 

Tubercle  Bacilli  in  Butter.  While  the  literature  on  the  spread  of 
lis  disease  by  butter  is  not  extensive,  there  are  several  important 
vestigations  on  the  question.  Rosenau,  Frost  and  Bryant  (1914) 
ttuninecl  twenty-five  samples  of  Boston  market  butter  and  found  t liber- 
ie bacilli  in  two  of  them,  B.  coli  in  six  and  streptococci  in  fourteen, 
till  (1911,  1913)  has  reported  the  spread  of  typhoid  fever  and  diph- 
beria  by  butter.  M.  Mohler,  Washburn  and  Rogers  (1909)  found  that, 
ontrary  to  prevailing  opinion,  tubercle  bacilli  were  not  devitalized  by 
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cold  storage;  Halt  was  reported  to  have  no  effect  on  these  organisms 
in  butter.  Salted  butter  was  found  to  retain  its  virulence  for  n 
months.  Schroeder  and  Cotton  (1908)  demonstrated  the  presence  of 
tubercle  bacilli  in  butter  which  had  been  kept  for  one  hundred  and  siity 
days.  These  data  indicate  that  some  butters  may  contain  tubercle 
bacilli  even  after  comparative  long  storage  periods.  Again,  the  valued 
pasteurization  of  dairy  products  is  emphasized. 

Savage's  Method  for  Tubercle  Bacilli  in  Butter.  To  detect  tubertfc 
bacilli  in  butter  the  inoculation  method  is  the  only  satisfactory  one 
The  butter  is  placed  in  centrifugal  tubes  which  arc  stood  in  warm  MM 
at  42°  C.  until  the  butter  is  completely  melted.  The  material  i>  c* 
trifugalized  when  liquid,  and  the.  sediment  inoculated  into  guinea  pip 
as  described  under  milk.  It  is  difficult  to  keep  the  butter  liquid  during 
the  cent  r  if  utilization. 

Bacillus  typhosus  in  Butter.  Washburn  (1908)  studied  the  lon- 
gevity of  B.  typhi  in  butter  which  was  artificially  infected.  In  tin* 
experiment,  the  organisms  were  found  150  days  after  the  preparation "' 
the  butter.  Boyd  (1917)  reported  an  epidemic  of  typhoid  fever  EflP 
butter.  He  regards  tin?  pasteurization  of  the  products  before  tipOUlj 
as  a  wise  procedure  to  prevent  disease  and  undesirable  fermentation*. 

Washburn's  data  indicate  that  butter  may  contain  virulent   lypl I 

bacilli  for  151  days.  Probably  (he  conditions  under  which  the  dtU 
are  obtained  greatly  influence  the  results. 

Bergey's  Method  for  Typhoid  Bacilli  in  Butter.  Transfer  5  gm&  J 
butter  by  means  of  a  sterile  scalpel  to  a  test  tube  containing  ordinary 
nutrient  bouillon.  After  incubation  for  several  days,  streak  pbttf* 
Kudo's  medium,  Drigalski-Oonradi  agar  and  Locffier's  malachite  gre* 
agar.  Incubate  these  plates  for  from  24—18  hours  and  trau-Ni  ■ 
suspicious  colonies  to  agar  slants  and  a  melted  tube  of  dextrose  tgt 
After  incubation  only  those  cultures  should  be  retained  fur  further 
study  which  show  no  fermentation  in  dextrose  agar.  MorpfaalOfM 
studies  should  then  be  made  together,  with  cultural  studies  in  IsetM 
aarbite,  raffinose,  dextrose,  saccharose,  dulcite,  adonite  and  inun 
broths.  Observation  has  shown  that  Bacillus  typhosus  product*  * 
slight,  acidity  in  lactose  broth  and  a  more  definite  acidity  and  coagulali*11 
in  the  sorbite  medium. 

Determination  of  Bacteria  in  Butter,  Lohnis  Method.  For  tl* 
sterile  weighing  of  butter,  cheese  and  similar  substances,  put  a  ntnnfc* 
of  filter  papers,  9  cm.  and  7  cm.  in  diameter,  into  two  Petri  fW" 
respectively  and  sterilize  in  the  uir  oven.  By  means  of  sterilize'!  forced 
place  one  of  the  larger  papers  en  the  scale  pan  and  then  one  of  l"c 
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smaller  papers  on  top  of  it.  After  taring,  with  sterilised  knife  or  spoon, 
place  the  substance  to  be  weighed  on  the  upper  filter  paper.  Then 
transfer  the  material  along  with  the  small  filler  paper,  to  the  first  dilu- 
tion Bask.  Make  the  dilutions  according  to  the  quantity  <>f  butter  '<> 
be  examined  and  pour  plates.  The  water  used  for  dilutions  should  be 
previously  wanned  to  40°  C.  so  that  the  butter  (1  gin.  in  the  first  tuhea 
or  flasks)  may  be  readily  emulsified. 

Determination  of  Bacteria  in  Butter  (Schneider's  Method).  To 
examine  butter  directly  for  the  number  of  bacteria  and  other  eon tami na- 
tions, place  1  gm.  of  the  butter  into  10  ex.  of  ether  and  shake  until  all 
of  the  butter  fat  is  dissolved.  Pour  the  solution  into  a  special  cen- 
trifuge tube  and  centrifuge  for  five  minutes.  Wash  the  contents  of  the 
1  c.c.  end  into  10  c.c.  of  ether  and  again  shake  and  centrifngalize.  Pour 
off  the  ether  anil  add  2  c.c.  of  a  2  per  cent  solution  of  .sodium  hyirwxle 
and  shake  until  the  easein  is  dissolved.  The  sodium  hydroxide  emul- 
sifies the  small  amount  of  fat  which  is  present.  Examine  the  emulsion 
for  bacteria  and  body  cells  by  means  of  the  haunocytoineter. 

Conn's  Method  for  Analysis  of  Butter.  Weigh  out  upon  accurate 
chemical  scales  5  gms.  of  freshly  made  butter.  Place  this  in  a  sterile 
mortar,  with  9/5  c.c.  of  sterile  water.  Rub  the  water  and  the  butter 
together  thoroughly,  so  as  to  distribute  the  bacteria  as  uniformly  a.* 
possible  through  the  water.  This  mixing  should  be  continued  for  some 
time,  for,  at  best,  many  of  the  bacteria  will  remain  clinging  to  the 
fat.  Dilute  this  mixture  to  10,000  times  and  make  a  series  of  agar"? 
litmus  gelatin  plates.     Incubate  and  count  as  usual. 

Cheese 

Cheese  may  be  classified  into  two  general  types,  rennin  curd  and  acid 
curd.  In  the  former  type,  the  enzyme  rennin  is  added  to  the  milk  nlin'li 
forms  calcium  paracaseinate  from  the  calcium  caseinate.  The  acid  WW 
cheeses  are  made  from  curd  secured  by  the  natural  or  artificial  souring0' 
milk. 

Cheese  Ripening.  In  this  process  develops  the  characteristic 
which,  in  part,  separate  one  type  of  cheese  from  another.  Many  theo- 
ries have  been  held  in  the  past,  with  regard  to  this  process.  Dtii'laf* 
(1880),  Freudenreich  (1897),  Babcock  and  Russell  (1898),  Gorini  (l!*H1 
and  others,  have  studied  the  problem  and  given  different  theories.  Tw 
following  factors  were  at  times  considered  the  important  ones: 

1.  Enzymes  which  originated  from  the  cow. 

2.  Enzymes  of  bacterial  origin. 

3.  Pepsin  which  is  added  with  rennin. 
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Bacteriology  of  Cheddar  Cheese.  Harding  and  Prucha(1908)  studied 
in  300  pure  cultures  of  bacteria  from  Cheddar  cheese  by  means 
of  the  group  number  on  the  classification  card  of  the  Society  of  Amer- 
ican Bacteriologists,     These  finally  reduced  lo  313  groups.     Ten  of  these 
(troupe  disappeared  at  once;  9  others  were  found  in  but  single  cheeses; 
.mtng  14  groups  were  indicated  as  the  most  important  members 
■lnvse  flora.     Bacterium  ladix  acidi  included  4  of  these  14  groups 
and  was  the  only  species  always  found  and  it  practically  included  over 
'  i nt  of  the  total  bacterial  content. 
Hastings.  Evans  and  Hart  (1912)  conducted  a  similar  study.     They 
State  that  the  Bacterium    tticti,*  acidi  groups  is  an  important  one  and 
sum  up  the  role  of  these  organisms  as  follows: 

1.  They  favor  the  curdling  process. 

2.  They  favor  the  expulsion  of  the  whey. 

3.  They  permit  of  the  fusing  of  the  curd  particles. 

4.  They  activate  the  pepsin  in  the  rennin  extract. 

5.  They  have  a  protective  action  against  the  putrefactive  bacteria. 
They  state  that  the  development  of  li.  Uict-is  aciiii  is  followed  by  the 

Bacillm  butgaricus  group. 

These  same  authors  in  a  later  paper  (Evans,  Hastings  and  Hart, 
1914)  found  the  following  four  groups  and  assumed  that  they  must 
function  in  the  ripening  process: 

1.  Bacterium  laetii  acidi. 

2.  B.  earn. 

3.  Streptococcus. 

4.  Micrococcus. 

When  the  Bacterium  Uidia  acidi  group  was  used  alone  as  starters, 
in  pasteurind  milk  cl Be,  no  cheddar  flavor  was  obtained.  Com- 
binations of  the  Strep t*i coccus  and  B.  lactis  acidi  groups  when  added 
to  pasteurized  milk  improved  the  character  of  the  cheese.  Hart, 
Bastings,  Flint  and  Evans  (I!ll4t  isolated  coccus  forms  of  bacteria 
from  cheddar  cheese  and  cultured  them  in  sterile  milk.  Large  amounts 
Of  volatile  acids  were  found  on  analysis  of  the  culture.  These  acids 
were  produced  from  either  citric  acid  lactose  or  protein  because  the 
milk  contained  no  fat.  tine  strain  of  streptococcus  formed  large 
amounts  of  alcohols  and  esters  which  contribute  to  the  flavor  of  the 
cheese,  Suzuki,  Hastings  and  Harl  i  1910)  isolated  and  identified  vola- 
tile acids  during  the  ripening  of  cheddar  cheese.  Alcohol  was  formed 
probaMj  PrOOO  lactose  fermentation.  The  agencies  operative  in  the 
product  ion  of  volatile  acids  and  esters  are  not  defined. 

Harding  and  Prucha  (1908)  analyzed  different  cheeses  and  demon- 
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strated  that  the  number  of  bacteria  decreases  rather  rapidly.  Ft 
cheeses  were  found  to  contain  large  numbers  of  bacteria.  Tl 
decreased  so  that  at  the  end  of  thirty  or  forty  days  there  were  lesB  t! 
10,000,000  bacteria  per  gram.  These  authors  state  that  a  ched 
cheese  commercially  ripe  usually  contains  some  millions  of  living  t 


Commercial  score 
Bacteria  content 


Fit;.   73. — Bacteria  Content  and  Commercial  Score  of  Cheddar  Cheese.    <A 

Harding  and  Pnicha,  1903.) 


teria  per  gram.     Fig.  73  shows  the  number  of  bacteria  that  were  foi 
in  a  cheese  at  various  ages. 

The  relation  of  cheese  to  the  spread  of  disease  is  an  interesting  qi 
tion  which  has  received  some  attention  from  investigators.  Tul 
culosis  has  received  the  greater  part  of  the  attention.     Mohler,  Wa 
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i  and  Doane  (1909)  have  mentioned  and  reviewed  some  of  the 
i  which  was  carried  on  previous  to  their  publication.     Hormann 

Morgenroth  (1898)  upon  examination  of  15  samples  of  cottage 
se  found  3  of  which  contained  tubercle  bacilli.  Rabinowitch  ( 1907) 
rted  3  positive  samples  out  of  5  of  the  same  product.    Three  sam- 

of  soft  cheese  purchased  from  the  Berne  markets  by  Harrison 

0)  were  found  to  produce  tuberculosis  when  injected  into  guinea 
Heim  (1889)  and  Galtier  (1887)  infected  milk  before  making 

se.  Heim  reported  tubercle  bacilli  in  the  cheese  for  fourteen  days 
none  after  four  weeks.  Galtier  found  tubercle  bacilli  in  cheese 
h  was  two  months  and  ten  davs  old.  He  believes  that  such  milk 
ucts  may  disseminate  the  disease  among  human  l>cings,  Mohler, 
hburn  and  Doane  (1911)  prepared  a  cheese  from  infected  milk  and, 
fioculation  into  guinea  pigs,  produced  generalized  tuberculosis  from 
)les  220  days  old.  Injections  of  emulsions  260  days  old  caused 
t  lesions.  Schroeder  and  Brett  (1918)  carried  out  an  extensive* 
?  of  work  which  has  greatly  enriched  our  knowledge.  They  par- 
ed 256  samples  of  cheese  from  the  Washington  market  and  sub- 
d  them  to  examinations  for  the  presence  of  tulx*rcle  bacilli  by  means 
tinea-pig  inoculation.  Nineteen  or  7.42  per  cent  contained  tubercle, 
li.  Cheddar  cheese  was  examined  to  the  qxtent  of  59  specimens; 
ubercle  bacilli  were  found.  None  were  found  in  32  specimens  of 
"chatel  cheese.  Eighteen  out  of  131  samples  of  cream  cliche  were 
tel.  They  regard  the  danger  of  eating  ripened  cheese  as  very 
t  since  the  bacilli  would  die  during  the  ri|x»ning  process.  According 
ohler's  work,  this  would  depend  on  the  length  of  the  ri|>cning  period, 
land  (1895)  inoculated  cheese  and  butter  with  -V.  cholvnv  and  H. 
.  After  a  few  days  no  living  organisms  could  be  found,  which  is 
tied  as  reassuring  by  this  author.  He  used  cheddar,  Dutch  and 
rican  cheeses  and  both  fresh  and  salt  butter. 
heese  Poisoning.  This  type  of  fcxxl  poisoning  is  said  to  be  rather 
non.  Vaughn  named  the  poisonous  substance  in  cheese  tyrotoxi- 
vhich  he  regarded  as  a  ptomaine. .  Newman  (1902)  and  I^cpicrre 

1)  confirmed  his  work.  Spica  (1910)  recently  isolated  a  poisonous 
ance  from  cheese.  Ijevin  (1917)  studied  this  subject  and  found 
leans  of  agglutination  reactions  that  a  member  of  the  colon  group 
involved  in  a  case  of  cheese  poisoning,  which  he  investigated.  Xo 
oxicon  could  be  found. 

determination  of  the  Number  of  Bacteria  in  Cheese.  (Harding  and 
ha's  Method.)  Remove  a  square  inch  of  the  rind  by  means  of  a 
e  knife.     Draw  out  a  plug  about  4  ins.  long  with  a  carefully  flamed 
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cheese  Oyer.  Cut  a  number  of  thin  slices  from  different  parts  of  tlii> 
plug  and  weigh  out,  1  gin.  of  those  slices  on  a  flamed  copper  foil  using 
an  analytical  balance.  This  sample  should  be  triturated  in  a  flamed 
mortar  with  10  gms.  of  sterile  granulated  sugar  or  finely  ground  ster- 
ilized quartz.  Care  should  be  taken  to  have  the  room  free  from  iiu.-1 
and  the  instruments  which  come  in  contact  with  the  cheese,  sterile. 
Dilute  this  freshly  ground  cheese  to  30  c.c.  with  sterile  water.  An 
aliquot  portion  should  be  transferred  to  a  water  blank.  Plate  out  in 
litmus  whey  gelatin  in  dilutions  of  from  1000  to  1.000,000  or  there- 
abouts.    Incubate  for  ten  (lays  at  room  temperature. 

Lbhnis'  Method.  One  gin.  of  cheese  taken  under  aseptic  conditions 
and  weighed  according  to  the  method  described  in  another  place  is 
ground  in  a  sterile  mortar  with  10  c.c.  of  sterile  tap  water,  and  some 
sterile  quartz  sand  or  glass  powder  added  if  necessary.  The  mixture  is 
put  into  a  dry,  sterile  10(H)  c.c.  flask,  which  is  then  filled  to  the  mark  with 
sterile  water.  After  continuous  shaking  for  several  minutes,  further 
dilutions  with  9  c.c.  of  water  are  made  in  test  tubes.  Usually  dilutions 
of  1  to  10,000  to  1  to  100,000  are  sufficient.  This  is  plated  out  in  plain 
agar  and  gelatin.  Cultures  for  anaerobic  incubation  should  also  be 
made. 

Harrison's  Method.  Remove  a  plug  of  cheese  with  a  sterile  cork 
barer  and  transfer  to  a  sterile  mortar.  Triturate  this  with  sterile  ntS 
of  bouillon.  This  is  injected  to  a  500  gm.  guinea  pig.  A  hole  is  made 
in  the  skin  with  a  large  needle.  Through  this  by  means  of  a  pipette  the 
cheese  emulsion  is  blown  in.  Animals  should  be  kept  under  observa- 
tion and  immediately  after  death  should  be  examined.  Smears  should 
be  made  from  the  diseased  organs  and  stained  from  the  Ziel  NielW 
method. 

Determination  of  Tubercle  Bacilli  in  Cheese.  (Mohler's  et  •!■ 
Method.)  Hub  portions  of  the  cheese  in  a  mortar  with  physiologic" 
salt  solution.  After  grinding  strain  the  liquid  through  a  layer  of  absorb- 
ent cotton  anil  the  equivalent,  of  2  gms.  of  cheese  should  l>c  inject™ 
beneath  the  skin  of  each  guinea  pig.  Also  feed  portions  of  the  rhec* 
to  other  pigs  and  keep  for  observations. 

FERMF.NTF.n   MlLKS 

These  are  milks  in  which  the  lactose  has  l>een  changed  to  lactic 
acid,  alcohol  or  carbon  dioxide  by  the  action  of  fungi.  An  ocMR** 
literature  of  the  subject,  together  with  a  discussion  has  been  prepared1')' 
Rogers  (1916). 
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Condensed  Milk 

*filk  has  been  condensed  for  a  long  time.  In  1835,  Newton  took  out 
itent  in  England.  Later,  in  1849,  Harsford  added  lactose  to  con- 
led  milk. 

rhe  nomenclature  of  concentrated  milks  is  not  set.  Condensed  milk 
d  refers  to  concentrated  milks  to  which  a  carbohydrate,  sucrose  or 
we  has  been  added.  The  term  evaporated  milk  is  often  restricted 
he  plain  concentrated  milk  to  which  no  carbohydrates  have  been 
ed.  Again,  these  may  be  referred  to  as  condensed  sweetened  milk 
condensed  unsweetened  milks.  The  following  definition  for  sweet- 
1  condensed  milk  has  been  accepted  by  the  Association  of  American 
ry,  Food  and  Drug  Officials,  August  7,  1916,  and  by  the  Association 
Official  Agricultural  Chemists,  November  22,  1916.  "  Sweetened 
iensed  milk,  sweetened  evaporated  milk,  sweetened  concentrated 
c  is  the  product  resulting  from  the  evaporation  of  a  considerable 
Son  of  the  water  from  the  whole  fresh,  clean,  lacteal  secretion  ob- 
ed  by  the  complete  milking  of  one  or  more  healthy  cows,  properly 
and  kept,  excluding  that  obtained  within  fifteen  days  before  and 
days  after  calving,  to  which  sugar  (sucrose)  has  been  added.  It 
tains  not  less  than  28.0  per  cent  of  total  milk  solids  and  not  less  than 
per  cent  of  milk  fat."  (U.  S.  Agriculture,  Food  Inspection  Decision 
). 

Condensed  milk  is  not  sterile.  The  data  from  many  investigations 
on  record  in  support  of  this.  There  seems  to  be  no  more  bacteria 
>ody  cells  in  condensed  milk  than  in  raw  market  milk.  Some  of 
processes  of  condensation  remove  these.  The  centrifugal  sepa- 
re  are,  doubtless,  responsible  for  much  of  this  reduction.  The  bac- 
t  which  do  pass  through  the  condensation  processes  he  dormant  on 
>unt  of  insufficient  moisture  and  too  concentrated  solution.  Some 
present  in  the  spore  stage.  This  is  probably  true  in  those  cases 
re  members  of  the  Bacillus  subtilis  group  such  as  Bacillus  subtilis 
Bacillus  mesentericus  have  been  isolated.  Thayer  (1912)  exam- 
i  condensed  milk  which  spoiled  from  twelve  to  twenty-four  hours 
r  condensing  and  found  Bacillus  subtilis.  To  obviate  this  difficulty, 
author  recommended  a  sterilization  temperature  of  125°  O.  for 
en  or  twenty  minutes.  Hammar  (1915)  isolated  an  organism  which 
ely  coagulated  the  canned  milk.  The  name  Bacillus  coagulans  was 
n  to  the  organism.  The  coagulum  was  firm  and  had  a  sweetish 
e.     There  was  no  indication  of  putrefaction.     Andrews  (1913)  found 
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that  there  were  not  enough  pus  cells  in  the  milk  which  he  examined  to 
cause  suspicion.    The  following  sums  up  his  opinion: 

The  presence,  in  reasonable  number  of  the  bacteria  commonly  found  in  fresh 
milk — Bacillus  coli,  streptococci,  a  few  staphylococci,  and  B.  etUeritidis  tpom- 
genefi — is  comparatively  unobjectionable.  A  large  proportion  of  the  bacteria  of 
milk  .seem  to  be  destroyed  in  the  process  of  condensation.  It  was  found  that  con- 
densed milk  was  almost  a  differential  medium  for  staphylococci.  From  his  work 
it  would  seem  that  if  a  few  Staphylococcus  pyogenes  aureus  were  present  in  the 
milk  after  condensation  many  more  might  be  found  when  the  can  was  opened. 
Efficient  pasteurization  before  condensation  should  greatly  reduce  the  pos- 
sibility of  the  staphylococci  getting  into  the  final  product. 

Park  et  al.  (1915)  found  that  evaporated  milk  contained  fewer 
bacteria  than  condensed  milk.  This  may  have  been  due  to  the  higher 
temperature  at  which  it  is  prepared.  Kossowicz  (1908)  found  that 
condensed  milk  was  not  bacteria  free.  He  found  Bacillus  fluorescein 
liqucfacicns,  Bacillus  prodigiosus  and  Bacillus  sinapwagus  to  be  present. 
Savage  (1914)  reports  several  investigations  in  England,  the  data  from 
which  do  not  differ  materially  from  those  secured  in  this  country.  The 
very  interesting  experiment  of  Delepinc  with  regard  to  the  effect  of  the 
condensation  processes  on  Bacterium  tuberculosis  is  mentioned.  The 
tubercle  bacillus,  even  though  heavily  seeded  into  milks,  was  killed 
and  could  not  be  demonstrated  in  the  final  condensed  milk. 

Delepinc  (1915)  has  studied  the  effect  of  preserving  and  drying  milk 
on  the  virulence  of  the  tubercle  bacillus.  In  the  manufacture  of  sweet- 
ened milk,  the  mixed  raw  milk  had  a  bacterial  content  of  38.000,000 
which  was  reduced  by  the  treatment  to  less  than  fifty  in  one  case.  The 
finished  sweetened  product  failed  to  produce  lesions  when  inoculated 
into  and  fed  to  rabbits  and  guinea  pigs. 

Ice  Cream 

The  term  is  a  general  one  and  covers  many  types  of  similar  sub- 
stances. Those  interested  in  the  history  of  this  food  should  look  up 
the  paper  by  Washburn  (1910). 

The  bacteriology  of  ice  cream  has,  of  late,  received  much  attention 
since  it  became  necessary  to  establish  some  bacterial  standards.  Wiley 
(1912)  and  his  co-workers  studied  the  ice  cream  manufactured  in  the 
District  of  Columbia  and  found  rather  large  numbers  of  bacteria- 
Many  of  them  contained  streptococci.  Estcn  and  Mason  (1915' 
studied  the  effect  of  storage  on  the  number  and  kinds  of  bacteria.    The 
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tteam  was  frozen  in  the  usual  type  of  freezer  and  stored  in  quart  bricks. 
The  method  of  analysis  is  given  in  another  place.  They  found  that 
there  was  little  change  in  the  number  of  bacteria  as  shown  by  litmus 
lactose  gelatin  plates  when  cream  was  kept  frozen  for  a  month. 

Ayers  and  Johnson  (1915)  undertook  an  investigation  on  ice  cream 
with  the  following  objects: 

1.  To  determine  the  number  of  bacteria  in  commercial  ice  cream 
during  the  summer  and  winter  seasons. 

2.  To  determine  what  groups  of  bacteria  are  found  in  commercial 
ice  cream. 

3.  To  determine  the  relative  value  of  different  methods  for  the  deter- 
mination of  Bacillus  coli  in  ice  cream. 

They  found  that  the  average  number  of  bacteria  in  ice  cream  is 
lower  during  the  winter  months.  A  summary  of  their  results  is  given 
in  the  following  table: 


Item. 


Summer  Series 
(94  Sample*). 


Average  number  of  bacteria  per  cubic  centimeter 

Maximum  number 

Minimum  number 


37,859,807 

510,000,000 

120,000 


Winter  Series 
(91  Samples). 

10,388,222 

114,000,000 

13,000 


Studies  by  means  cf  the  milk-tube  method  showed  that  the  bacterial 
roups  bore  about  the  same  relation  to  each  other  in  the  average  summer 
&d  winter  samples.  During  the  summer  months  the  averages  based  on 
1  samples  were  as  follows: 

Acid  coagulating 49 .  82 

Acid  forming 20 .  72 

Inert  group 13 .98 

Alkali  forming  groups 1 .  86 

Peptonizing  group 13 .  62 

The  averages  for  the  winter  samples  are: 

Acid  coagulating  group 30 .  84 

Acid  forming  group 38 .  03 

Inert  group 4.81 

Alkali  forming  group 5.42 

Peptonizing  group 20 .  90 

The  peptonizing  group  is  of  most  significance  since  it  is  these  bac- 
ria  which  cause  poisoning  from  ice  cream. 
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Ayers  and  Johnson  (1917)  in  a  later  paper  report  the  results  from  a 
study  of  some  phases  of  ice-cream  analysis.  It  was  found  that  bacteria 
are  evenly  distributed  through  a  can  of  ice  cream  and  that  storage  does 
not  tend  to  cause  an  uneven  distribution.  These  were  factors  which 
had  been  suspected  of  causing  difficulties  in  the  bacterial  examination 
of  ice  cream.  This  was  later  confirmed  by  Heinemann  and  Gardan 
(1917).  As  freezing  progressed  clusters  of  bacteria  were  broken  up  and 
this  tended  to  increase  the  count.  No  marked  difference  was  found  in 
the  counts  on  samples  from  different  parts  of  the  same  can. 

Hammar  and  Goss  (1917)  analyzed  ice  cream  and  water  sherbets. 
They  reported  very  few  organisms  in  the  water  sherbets  compared  with 
the  ice  cream.  Ice  creams,  other  than  vanilla,  were  found  to  contain 
from  130,000  to  40,850,000  bacteria  per  cubic  centimeter.  In  general 
there  was  no  increase  in  the  number  of  bacteria  during  storage  and  gen- 
erally there  was  a  reduction.  With  some  samples  increases  were  re- 
ported. Table  XLVII  contains  a  few  analyses  reported  by  Hammar 
and  Goss. 


Table  XLVII 

SHOWING  THE  EFFECT  OF  STORAGE  ON  THE  NUMBER  OF  BACTERIA 

IN  ICE  CREAM 

(Hammer  and  Goss,  1917) 


Mix 236,000 


Freeze.  .  . 

1  day  old 

2 

3 

4 

5 

6 

7 

8 

9 
10 
11 
12 


735,000 
350,000 
310,000 
200,000 


32,800,000  120,000 

30,850,000!  146,000 

7,750,000!  137,000 

4,450,000;  216,000 

2,435,000 

1,150,000  152,000 

;  310,000    300,000 

i  139,000 

i  156,000 


172,500,000 
271,000,000 
157,000,000 
128,000,000 


110,000,000 


120,000.000 


170,000,000  140,000,000 
194,000,000:  70,000.000 
216,000,0001     71,000,000 


52,000,000    102,000,000 


34,000,000     39,000,000 


31,000,000 


54,000,000 


36,000,000 
15,000,000 


41,000,000 


61,000,000 


No  special  difficulties  appear  in  the  bacterial  analysis  of  ice  cream. 
Secure  a  brick  of  the  cream  or  a  pint  or  quart  container  if  it  is  not  avail- 
able in  brick  form.    As  soon  as  it  has  reached  the  laboratory  unwrap 


ICE  CREAM  BACTERIA  437 

and  remove  samples  from  the  interior  of  the  mass  of  ice  cream.  This 
may  be  done  by  scraping  off  the  exterior  with  a  sterile  spatula  and  by 
means  of  a  sterile  scoop  transfer  portions  to  sterile  flasks.  Heat  those 
on  a  water  bath  at  40°  C.  with  occasional  stirring  until  melted.  Dilute 
with  sterile  pipettes  and  plate  out  using  the  standard  media. 

Bacillus  Typhosus  in  Ice  Cream.  Several  severe  epidemics  of 
typhoid  fever  have  been  caused  by  ice  cream.  Mitchell  (1915)  found 
that  these  bacteria  could  live  for  12  to  39  days  in  ice  cream  and  that 
ice  cream  could  thus  become  an  important  epidemiological  factor  in  the 
spread  of  the  disease.  Cumining  (1917)  reported  an  epidemic  of 
typhoid  fever  caused  by  a  carrier  who  participated  in  the  preparation 
of  the  cream.  Lumsden  (1917)  has  given  the  characteristics  of  epi- 
demics caused  by  ice  cream.  The  difficulty  of  securing  accurate  data  in 
such  epidemics  is  mentioned.  Waterman  (1917)  has  reported  a  small 
outbreak  of  typhoid  fever  which  probably  came  from  ice  cream;  the 
typhoid  history  of  the  people  involved  is  rather  striking.  Bolt  en  ( 1918) 
reported  experiments  on  freezing  B.  typhi  in  cream.  At  the  end  of  a 
month  the  number  of  bacteria  is  reported  to  have  been  reduced  to  about 
one-twentieth  of  the  original  number.  At  the  end  of  about  45  days 
after  freezing  in  brine,  some  of  the  bacilli  were  found  to  be  alive.  As 
the  author  points  out,  ice  cream  may  be  a  potent  factor  in  the  dis- 
semination of  typhoid  fever. 

Determination  of  the  Number  of  Bacteria  in  Ice  Cream  (Esten 
and  Mason).  Samples  are  taken  with  sterilized  knives,  the  outer  layer 
being  cut  off  before  the  sample  is  taken  out.  Allow  the  cream  to  melt 
at  room  temperature  in  the  same  manner  as  milk  samples.  Plate  out 
on  litmus  lactose  gelatin;  incubate  for  7  days  at  21°  (\  and  count. 
Make  four  plates  from  each  sample  and  report  the  results  as  an  average 
of  the  four  plates.  By  using  litmus  lactose  gelatin  the  number  of  acid- 
forming  bacteria  and  the  number  of  liquefying  bacteria  may  Ik*  deter- 
mined. 

Savage's  Method  for  Bacterial  Analysis  of  Ice  Cream.  The  ice 
cream  should  be  collected  in  a  sterile  vessel,  e.g.,  a  wide-mouthed  sterile 
bottle  with  glass  stopper — and  packed  in  ice  if  it  cannot  be  examined 
at  once. 

To  examine,  melt  the  ice  cream  by  placing  for  fifteen  to  twenty  min- 
utes in  the  22°  C.  incubator  then  treat  as  a  milk  sample. 

The  degree  of  dilution  and  the  methods  of  examination  are  similar 
*°  those  used  in  the  examination  of  milk. 

Determination  of  Streptococci  in  Ice  Cream  (Wiley  et  al.).  The 
^thod  for  the  detection  of  streptococci  in  ice  cream  has  been  used  by 
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Wiley  and  his  co-workers  as  follows:  The  melted  sample  should  I* 
centrifuged  for  half  an  hour  in  a  Stewart  lactocrite  with  a  speed  of 
approximately  3000  r.p.m.  This  apparatus,  which  consists  of  a  flat 
aluminum  pan  holding  twenty  tubes  of  1  c.c.  capacity  and  stoppered 
at  the  outer  end  with  a  specially  constructed  rubber  plug,  causes  the 
sediment  not  only  to  be  thrown  to  the  end  of  the  tube  but  drives  it 
against,  the  rubber  plug  with  such  a  force  that  it  is  almost  quantitatively 
adherent  to  the  plug.  Accordingly,  if  one  removes  the  rubber  stopper 
and  by  rubbing  on  a  glass  slide  and  over  an  area  of  known  surface 
attaches  the  sediment,  one  can  obtain,  on  staining  and  examining  the 
film  microscopically,  an  approximation  of  the  number  of  organisms  ami 
leucocytes  in  1  c.c.  of  the  liquid.  Because  of  the  de"bria  in  the  ice 
cream,  which  ordinarily  renders  the  usual  method  of  eentrifuging  DM ^ 
and  cream  samples  quite  impracticable,  the  above  method  was  resorted 
to  so  far  as  the  detection  of  the  presence  of  streptococci  was  concerned. 
it  was  found  eminently  satisfactory. 

Davis  (1914),  in  connection  with  investigations  of  septic  sore  throat 
decided  that  all  of  the  streptococci  concerned  were  of  the  hemolytic 
variety.  These  were  found  to  remain  alive  in  ice  cream  for  eighteen 
days  with  little  diminution  in  numbers.  He  concludes  that  ice  nam 
is  a  suitable  medium  for  the  growth  and  dissemination  of  dangeron* 
streptococci. 

The  Food  and  Drugs  Act  of  the  United  States  Department  of 
Agriculture  attempts  to  promote  the  production  of  pure  clean  food? 
With  certain  foods,  as  with  ice  cream,  a  satisfactory  method  of  labora- 
tory control  has  not  been  worked  out,  and  to  this  end  more  attention 
must,  lie  given  to  the  conditions  of  manufacture.  The  Commission  HI 
Milk  Standards  has  proposed  the  following  score  card  by  which  the  if 
creani  plants  may  be  rated.  It  is  then  assumed  that  there  is  some  direct 
relation  (o  the  quality  of  ice  cream  and  the  conditions  under  which  it  is 
produced. 
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CHAPTER  XII 

EXAMINATION  OF  EGGS 

Eggs  have  always  been  an  important  factor  in  the  diet.  As  the 
density  of  population  increased,  especially  in  urban  centers,  I  he  problem 
of  securing  fresh  eggs  became  more  and  more  acute*.  This  was  ren- 
dered more  intricate  by  the  fact  that  the  greatest  part  of  the  animal  lay 
is  secured  during  the  months  of  March,  April,  May  and  June.  This 
makes  it  necessary  to  hold  over,  either  by  cold  storage  or  preservation, 
the  abundance  of  these  months  against  the  want  of  the  others.  It  has 
become  of  much  importance. to  determine  what  factors  are  important 
in  the  keeping  of  this  food  product. 

A  knowledge  of  the  physiology  of  the  hen  which  is  concerned  with  the 
development  of  the  egg  is  important  in  this  connection.  This  has  been 
well  described  by  Benjamin  (1915)  from  whose  publication  the  following 
has  been  adapted.  The  oviduct  of  the  hen  is  located  in  the  rear  part. 
of  the  body  cavity.  The  yolk  is  the  first  part,  to  develop  and  this 
takes  place  in  the  ovary  which  may  contain  a  large  number  of  minute 
yolks.  Each  is  contained  in  a  sac,  or  follicle  through  which  it  secure:-* 
its  nourishment  while  developing.  After  development,  the  yolk  en- 
closed in  its  vitellin  membrane  escapes  from  the  yolk  sac  and  descends 
through  the  oviduct.  If  fertilization  occurs,  it  takes  place  soon  after 
the  egg  has  entered  the  oviduct  and  before  any  albumen  i*  deposited 
about  it.  About  40  per  cent  of  the  albumen  is  said  to  be  laid  down  as 
the  yolk  passes  throughfthe  upper  half  of  the  oviduct.  After  parage 
through  this  albumen-forming  region,  it  reaches  the  isthmus  where  the 
shell  membranes  are  added  with  about  10  to  20  |>er  cent  more  albumen. 
The  uterus  is  then  reached,  when;  the  remainder  of  the  shell  i*  added. 
During  its  passage  through  the  vagina,  just,  before  its  expulsion  I  mm 
the  cloaca,  it  probably  receives  the  outer  gelatinous  coating  on  the  >1mII. 
The  structure  of  the  egg  and  shell  is  given  in  Fig*.  7o  and  7b. 

The  chemical  composition  of  any  food  substance  is  important  m 
cietermining  the  type  of  composition  which  may  take  place.  I  hi-  r- 
ospecially  true  with  a  substance  like  eggs.  The  analysis  quoted  in 
Table  XLVIII  is  taken  from  the  paper  of  Benjamin  (1915;. 
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Fig.  75.— Btrocture  of  an  Egg.     (After  Benjamin,  1914.) 
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COMPOSITION  OF  HENS 

EGGS 

Yolk, 

P-TCei.tUg*. 

While  ol  Egg, 

i\t,  iaauai 

wi.»i.  Em, 
Pimwil^i. 

4fi-52 
30-35 
14-lli 

80-88 
10-13 

70-7(i 
9-14 

10-15 
0-12 

454  EXAMINATION  OF  EGGS 

From  Table  XLVIII  it  is  seen  that  the  whole  egg  usually  contains 
over  10  per  cent  of  fat.  Nearly  all  of  this  fat  is  in  the  yolk,  and  obvi- 
ously the  fowl  must  have  a  surplus  of  fat  before  the  yolks  can  begin 
to  develop.  The  eggs  of  ducks,  geese,  turkeys,  guinea  fowls,  and  other 
birds  vary  to  some  extent  from  the  analysis  noted  above,  but  the  dif- 
ferences are  slight. 

The  detailed  analysis  of  hens'  eggs  which  follows  is  taken  from  Simon's 
textbook  of  physiological  chemistry: 

Analysis  of  shell  (9-11  per  cent  of  whole  egg). 

Percentage. 

Calcium  carbonate 90.00 

Magnesium  carbonate Small  amount 

Calcium  and  magnesium  phosphate Small  amounts 

Water 1.00 

Analysis  of  albumen  (60.5  per  cent  of  whole  egg). 

Percentage. 

Water 80.00-86.68 

Solids 13.32-20.00 

Albumins 11.50-12.27 

Extractives 0.38-  0.77 

Glucose 0.10-  0.50 

Fats  and  soaps Traces 

Mineral  salts 0.30-  0.66 

Lecithins  and  cholesterin Traces 

The  mineral  ash  of  the  albumen  has  been  found  by  Poleck  and 
Weber  to  consist  of: 

Percentage. 

Sodium  (Na20) 32.50-32.93 

Potassium  (K20) 27.66-2S.45 

Calcium  (CaO) 1 .74-2.290 

Magnesium  (MgO) 1 .60-  3.17 

Iron  (Fc203) 0.44-  0.55 

Chlorine  (CI) 23  84-28.56 

Phosphoric  acid  (P2()2) 3. 16-  4.83 

Carbonic  acid  (C()2) 9.67-11  60 

Sulphuric  acid  (S()a) 1 .32-  2.63 

Silicic  acid  (Si02) '. . . .  0.28-  0.49 

Fluorine  (Fl) Traces 

Analysis  of  yolk  (29  per  cent  of  whole  egg). 
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According  to  Gautier  we  have  the  following: 

Percentage. 

Water 47. 19-51.49 

Solids 48.51-42.81 

Fats  (olein,  palmitin,  and  stearin) 21 .30-22.84 

Vitellin  and  other  albumins 15.63-15.76 

Lecithins 8.43-10. 72 

Cholesterin 0.44-  1.75 

Cerebrin 0.30 

Mineral  salts 3.33-  0.36 

Coloring  matter 


Glucose 


0.553 


Poleck  and  Weber  also  give  the  following  as  the  analysis  of  the  min- 
eral salts  of  the  yolk: 

Percentage. 

Sodium  (Na20) 5. 12-  6.57 

Potassium  (K20) 8.05-  8.93 

Calcium  (CaO) 12.21-13.28 

Magnesium  (MgO) 2.07-  2. 11 

Iron  (Fe203) 1. 19-  1.45 

Phosphoric  acid,  free  (P2O3) 5 .  72 

Phosphoric  acid,  combined 63 .  81-66 .  70 

Silicic  acid  (Si02) 0.55-  1 .40 

Chlorine Traces 

According  to  Simon,  the  shell  is  made  up  of  an  organic  matrix  of  the 
nature  of  keratin.  This  matrix  is  largely  impregnated  with  lime  salts. 
The  pigments  of  the  shell  are  said  to  be  derived  from  the  common 
pigment  of  blood.  The  shell  membranes  are  also  composed  largely  of 
keratin,  with  a  small  amount  of  mineral  salts,  principally  calcium  phos- 
phate. The  white  of  the  egg  is  supposed  to  consist  of  compartments 
which  are  divided  by  thin  membranes  and  which  contain  the  liquid 
albumen.  These  membranes  are  continuous  with  the  chalazae  and  the 
shell  membranes.  The  yolk  consists  largely  of  spherical  cells,  most  of 
which  are  filled  with  fat. 

The  bacteriology  of  eggs  has  received  considerable  attention  and 
much  interesting  and  useful  data  are  available.  As  far  as  is  known 
eggs  have  not  been  important  in  spreading  pathogenic  bacteria. 

Grading  of  Eggs.  This  is  essentially  a  commercial  problem.  Under 
some  conditions,  the  grading  of  eggs  is  very  difficult.  However,  in 
practice  they  are  graded  by  the  candling  process  and  observations  with 
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regard  to  their  internal  condition  and  appearance,  arc  made.  Frazier 
(1916)  and  Stiles  and  Bates  (1912)  describe  the  different  grades  of 
eggs- 
Firsts  and  Extras.  This  class  includes  all  freshly  laid,  sound,  whole, 
clean  shell,  medium  and  good-sized  eggs.  The  term  "  fresh  "  is  used  to 
indicate  an  egg  with  practically  no  age.  Before  the  candle  such  an  egg 
is  characterized  by  a  very  small  air  cell  at  the  large  end,  absence  of 
defects,  transparence  and  a  slow-moving  yolk.  They  appear  perfectly 
homogeneous.  Some  fresh  eggs  are  laid  with  defects  as  "  liver  spots" 
"  meat  spots,"  foreign  material,  etc.  The  appearance  of  the  opened 
egg  gives  much  information  to  the  microbiologist.  The  yolk  should 
stand  up  with  a  definite  shape  on  account  of  the  strong  vitelline 
membrane  about  it.  The  albumen  should  be  transparent  and  tinn. 
The  contents  should  have  no  odor  and  should  be  practically  free  frum 
a  large  number  of  bacteria. 


Table  XLIX 

COMMERCIAL  SAMPLES  OF  LEAKING   EGGS  BROKEN  IN  THE 
CANDLING    ROOM    (Pennington) 


S.mple 

_ 

Data 

of  Col- 

Gn.i  on  PtUH 

AUAB  INCVDATBD. 

Ou- 

t.„-  !„«■- 

C.r.iu 

Liquefy- 
Gnun. 

NlTHOGEX 

(Folio). 

Mni.- 

Sum- 

20°  C. 

37°  C. 

Wei 

Dry 
Buii 

lift 

4214 

4243 
4370 

f'-l 
F-l 
r"-l 
F-l 

M»y     ij  4.300,000 
May    2    3,800,000 
May    3    1.000,000 
Mny  23l25.000.000 

l.SIHMHH 

10,000 

1.4110.000 
430,001 
050.001 

0016 
0017 

.0054 
0042 

08  74 
70.35 
72  SS 
70  09 

170 
1M 

Seconds.  In  this  grade  are  classed  all  eggs  not  included  under  the 
first,  except  the  third  grade  mentioned  below.  Stiles  and  Bates  report 
the  following  divisions: 

(a)  Undersized.  If  not  for  their  small  size  these  eggs  would  be 
classed  as  firsts.  They  conform  to  the  standards  mentioned  above  for 
a  first-grade  product. 

(6)  Checks  and  Cracks.  Eggs,  the  shells  of  which  have  becomf 
broken  by  careless  handling  but  which  have  intact  shell  membranes. 


GRADING  EGGS  457 

(c)  Leakers.  Eggs  whose  shells  and  shell  membranes  are  suffi- 
ciently broken  to  permit  a  portion  of  their  contents  to  escape. 

(d)  Dirties.  Eggs,  the  shells  of  which  have  become  soiled  from  un- 
clean nests,  etc. 

(e)  Weak  Eggs.  In  this  grade  are  placed  all  eggs  in  which  the 
albumen  has  become  weak  or  watery,  due  to  high  or  varying  tempera- 
ture. 

Leakers  and  dirties  present  the  greatest  problem  to  food  bacteriol- 
ogists since  they  allow  the  ingress  of  bacteria.  The  leakers  are  either 
sold  for  local  consumption  or  are  broken  for  drying.  Table  XLIX  pre- 
sents some  data  on  commercial  samples  of  leaking  eggs  secured  by 
Pennington  et  al.  (1914). 

Dirties  appear  during  wet  weather  and  sometimes  during  hot 
weather  when  moisture  from  the  hen's  body  allows  more  dirt  to  adhere 
to  the  shell.  Many  of  these  are  used  for  local  consumption  or  for 
drying  since  they  do  not  keep  well.  In  the  examination  of  eggs  with 
dirty  shells  Pennington  (1914)  secured  widely  divergent  results.  The 
minimum  number  of  bacteria  was  400  and  the  maximum  number 
1,600,000  per  gram  at  20°  C.  The  number  of  B.  colt  varied  from 
10  to  10,000  in  six  samples.  It  has  been  reported  by  many 
investigators  that  dirty  eggs  do  not  keep  well.  Often  these  eggs 
are  washed  but  this  process  reduces  the  keeping  quality  since  it 
removes  the  delicate  membrane  or  film  of  mucus  on  the  surface 
of  the  shell. 

Spots.  All  eggs  which  show  a  spot  before  the  candle  are  put  into 
this  class.  These  may  be  due  to  bacterial,  meat,  blood  or  mold  spots. 
The  term  "  spot-rot "  is  applied  to  a  heated  egg  caused  by  decom- 
position of  the  dead  germ.  Molds  often  develop  in  eggs  and  the  hyphce 
extend  toward  the  air  cell.  To  prevent  this  eggs  must  be  stored  in  a 
dry  place.  Kossowicz  found  that  old  eggs  were  more  susceptible  to 
mold  invasion  than  are  fresh  eggs;  this  is  somewhat  to  be  expected. 
Postolka  (1916)  confirmed  this  opinion.  Marked  growth  of  molds  took 
place  after  either  natural  or  artificial  infection  in  the  testacea  but  rarely 
in  the  yolk.  Natural  infection  was  caused  by  Penicillium  glaucum  and 
Cladosporium  herbarum.  Under  experimental  conditions  almost  any 
mold  will  attack  and  penetrate  the  egg.  Postolka  states  that  with 
even  great  infection  with  molds,  no  putrefaction  takes  place.  Meat 
spots  are  caused  by  broken-down  tissue  of  the  hen's  oviduct.  In 
the  candling  process  they  appear  as  small  floating  bodies  and 
are    usually   near    the    shell.      Blood    clots    result    from    injuries    to 
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the  oviduct  which  onuses  blood  to  be  laid  down  with  the  albumen. 
Bloody  eggs  arc  nol  used  by  (he  average  housewife  and  they  cause 
a  great  loss. 

Rota.  Different  kinds  of  rots  are  known  since  bacteria  develops 
in  eggs  in  different  ways.  The  fertile  egg  is  much  more  liable  to  rot 
than  is  the  sterile  egg.  Benjamin  (1915)  describes  the  following  rots: 
White  rotx  are  common  and  often  called  watery  rots,  sour,  or  addled  i'ke* 
They  represent  the  first  stages  in  bacterial  decomposition.  Such  egp 
have  an  enlarged  cell  before  the  candle  and  a  mixed  interior.  When 
opened  they  are  usually  a  light  yellow  in  color  and  watery.  Mixeil 
rots  represent  a  more  advanced  stage  of  decomposition  and  are  charac- 
terized by  thin  interiors;  in  the  open  condition  they  give  off  an  odor 
of  hydrogen  sulphide  ami  sourness.  The  yolk  is  rarely  intact.  Black 
rots  are  eggs  in  winch  the  contents  are  very  dark  and  may  be  easily 
shaken  about  the  shell.  When  opened  the  odor  is  much  like  that  of 
hydrogen  sulphide.  In  appearance  the  contents  are  mixed  and  very 
watery. 

Kiild  (1914)  from  the  examination  of  large  numbers  of  eggs  con- 
cluded that  for  trade  purposes  the  following  would  be  a  good  classifica- 
tion of  commercial  eggs:  fresh  eggs,  those  up  to  eight  or  ten  days  old; 
eggs,  those  not  over  four  weeks  old;  cooking  eggs,  any  offered  Eorttk 
which  are  not  spoiled. 

Factors  Influencing  Bacterial  Content  of  Eggs.  A  study  of  this  Hi 
of  the  question  involves  two  points,  first  the  entrance  of  bacteriu  before 
the  shell  is  put  down  and,  secondly  the  contamination  after  laying,  due 
to  improper  handling,  etc.  While  the  first  point  has  been  studied,  the 
data  are  not  convincing.  Mailer  (1911),  in  quoting  the  work  of  Per- 
not  (1909)  and  Conradi  state's  that  the  infection  of  the  yolks  even* 
the  normal  ovary  is  possible.  Horowitz  (1902),  Zimmermann  (1878)' 
Abel  (1895),  Cao  (1908),  Draer  (1895),  McCIintock  (1894),  lM'l" 
(1910)  and  others,  maintain  that  the  oviduct  is  not  sterile.  Contrary 
to  this  arc  the  data  of  Horowitz  (1902)  and  Rettger  (1913).  This  BH* 
in  our  knowledge  points  out  that  more  work  is  needed  on  this  subject 
Obviously,  under  abnormal  conditions,  the  oviduct  may  be  InferteC' 
This  has  been  found  to  be  true  with  Baciltux  piiUorum  and  the  white 
dfurhcea  of  chicks.  Bushnell  and  Mauer  (1914)  point  out  that  the"' 
arc  factors  which  lower  the  vitality  of  the  hen  and  render  her  unable  to 
resist  invading  bacteria.  Hadley  and  Caldwell  (1910)  think  that  the 
preponderance  of  yolk  infections  indicates  that  bacteria  are  pmtnt  in 
the  ovaries  of  the  hen. 
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Permeability  of  the  Shell.  The  shell  about  the  egg  may  be  regarded 
a  semi-permeability  membrane  and,  therefore,  not  resistant  to  bac- 
ia.  Wittich  (1851)  reported  the  infection  of  eggs  by  molds.  Wilm 
895)  succeeded  in  infecting  eggs  with  cholera  vibrios.  When  the  eggs 
ere  covered  with  a  broth  culture,  the  organisms  passed  through  the 
lell  in  from  fifteen  to  sixteen  hours,  Golokow  (1896),  Piorowski  (1895), 
ange  (1907),  and  Poppe  (1910)  demonstrated  the  same  thing  with 
bher  bacteria  both  pathogenic  and  non-pathogenic.  Opposed  to  this 
ork  is  that  of  Mauer  (1911),  Hoppert  (1912),  Sachs-Muke  (1907), 
wtendorfer  (1894)  and  Schlegel  (1904).  Kossowicz  (1913)  showed  that 
.  proteus  penetrated  the  shell  very  easily.  The  above  indicates  the 
>ility  of  bacteria  to  penetrate  the  shells  of  eggs  and  this  emphasizes 
ie  necessity  of  storing  eggs  under  sanitary  conditions. 

Bacteria  in  Egg  White.  Available  data  on  this  subject  are  con- 
icting.  Many  of  those  who  have  found  no  bacteria  in  egg  white  have 
«umed  that  this  compDnent  of  the  egg  possesses  a  bactericidal  action, 
furtz  (1890),  Rettger  and  Sperry  (1912),  Scholl  (1893),  Horowitz 
1902),  Turro  (1902),  Laschtschenko  (1909),  and  Riezicka  (1912)  pro- 
uce  data  indicating  the  same  result.  Sperry  (1913)  showed  that  cold 
orage  eggs  exhibited  the  same  action.  Bainbridge  (1911),  Poppe 
t9l0),  Hoppert  (1912),  Mauer  (1911),  Laschtschenko  (1909)  found  no 
-rmicidal  action.  Mauer  was  especially  interested  in  B.  coli.  Rettger 
*d  Sperry  employed  B.  putrificus  and  B.  edematis  moligni  as  the  best 
"ganisms.  Egg  white  in  test  tubes  was  heavily  inoculated  with  the 
8t  organisms  and  incubated  under  conditions  favorable  for  the  devel- 
^ent  of  the  organisms.  In  the  yolk  which  was  treated  in  the  same 
*nner  evident  putrefaction  set  in  while  in  the  egg  white  the  bacteria 
tfe  destroyed  for  microscopic  examination  failed  to  demonstrate  the 
^Sence  of  the  cells.  Hadley  and  Caldwell  (1916)  in  their  excellent 
*ort  on  eggs  reported  data  which  confirm  that  of  Rettger  and  Sperry. 
Bacteria  in  the  Egg  Yolk.  Practically  all  of  the  investigators  are 
*^ed  that  the  yolk  contains  the  greater  number  of  the  bacteria.  Had- 
and  Caldwell  found  8.7  per  cent  of  2520  eggs  infected  in  the  yolks. 
^y  quote  from  other  authors:   Mauer  is  said  to  have  found   18.1 

cent  of  the  yolks  to  be  infected.     Bushnell  and  Mauer  raised  this 
23.7  per  cent.     Rettgcr's  data  is  corrected  to  show  a  yolk  infec- 
ts   of   9.9   per  cent   covering  examinations  over  a   period  of  three 
irs. 

CJualitative  studies  of  the  bacteria  in  eggs  have1  been  reported  by 
"oral  investigators.     Rettger  (1913)  gives  the  following  bacteria: 
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Fresh  Eggs. 

Staphylococcus,  usually  aurusu  or  albus 

Subtilis  growths  usually  B.  mesenterial*  or  B.  ramosus 

B.  coli  and  closely  related  organisms 

Proteus  group 

Streptococcus 

Micrococcus  (tetragenus,  etc.) 

Streptothrix 

Diptheroid  bacillus , 

Putrefactive  anaerobes 

B.  fluorescein 

Mold 

B.  7710C08US , 

Mixed , 


74 

60 

43 

90 

14 

0 

6 

5 

5 

2 

4 

3 

2 

257 


Hadley  and  Caldwell  studied  40  different  strains  isolated  from  eggs. 
Among  them  were  found  11  cocci,  28  rods,  and  1  spirillum.  No  strep- 
tococci were  reported.  They  observed  no  member  of  the  hemorrhagic, 
septicemia,  intestinal,  proteus,  colon,  enteritidis,  typhoid  dysentery 
nor  diphtheria  groups.  Bacterium  puUorum  was  not  observed  in 
2520  eggs.     No  anaerobic  bacteria  were  sought. 

That  eggs  in  the  fresh  condition  contain  bacteria  is  still  an  open  one. 
As  pointed  out  by  Hadley,  it  is  difficult  to  explain  the  presence  of  bac- 
teria by  contamination  during  plating.  Hadley  and  Caldwell  noticed 
different  types  of  bacteria  on  the  control  plates  than  on  the  egg  plates. 
The  percentage  of  infected  eggs  found  by  different  investigators  is  given 
below: 


Name. 


Rettger 

Rettger  (10  c.c.  samples) 
Bushnell  and  Mauer 

Hadley  and  Caldwell 

Mauer 


Per  cent  Infected. 

9.5 

3.86 
23.70 

8.70 
18.10 


Enzymes  in  Eggs.  Rullman  (1915)  found  catalase  in  eggs  which 
were  bacteria  free.  The  amount  had  no  relation  to  the  age  and  was 
about  equal  in  the  yolks  and  whites.  In  putrid  eggs  the  amount  was 
so  large  that  the  sample  had  to  be  diluted.  Pennington  and  Roberston 
(1912)  studied  this  question  using  eggs  of  known  history.    They  expert* 


CANDLING  EGGS 


461 


rited  to  determine  the  presence  of  pepsin,  trypsin,  lipase,  catala.se, 
i  reductase.  Lipase  content  increases  from  a  little  in  a  fresh  egg  to  a 
?e  amount  in  a  stale  egg.  The  catalase  content  of  a  fresh  egg  was 
nd  to  be  variable. 

Dried  Eggs.  The  production  of  desiccated  eggs  has  become  a  well  - 
iblished  industry.  Most  of  our  knowledge  with  regard  to  its  con- 
I  rests  on  the  work  of  Pennington  (1916).  The  methods  of  manu- 
ture  and  their  bacteriological  control  are  carefully  gone  over.  From 
ir  data  the  following  facts  were  established.  For  breaking  pur- 
ee reputable  firms  use  all  under-sized  or  over-sized,  dirty,  cracked  or 


Fio.  77.— Types  of  Candling  Devices.     (After  Benjamin.) 

>e  at  the  left  is  made  by  arranging  in  ordinary  oil  lamp  inaide  of  a  paateboard  box. 


Unken  eggs.  Such  eggs  should  be  candled,  broken  and  dried  under 
Ued  conditions.  The  lowest  count  on  flaky  dried  eggs  was  65,000 
'  gram  and  the  highest  count  was  20,000,000  per  gram.  The  average 
int  for  48  samples  was  3,600,000.  The  number  of  B.  coli  varied 
TO  0  to  1,000,000.  About  three  times  as  many  bacteria  were  found 
the  dried  product  as  in  the  liquid  egg.  Ross  (1!)I4)  examined  248 
tuples  of  dried  eggs  which  hail  been  stoi-cd  at  different  temperatures. 
J  gave  the  following  conclusions  to  his  work.  "  The  desiccated  egg 
es  a  large  percentage  of  the  bacteria  originally  present  if  stored  for  a 
atively  short  period.  A  more  rapid  diminution  of  bacteria  results 
the  storage  takes  place  at  higher  temperatures.     This  uuthor  states 
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that  a  product  prepared  even  from  spots  and  worse,  aright  satisfy  the 
Ordinary  bacterial  lists  ii  stored  For  a  period  »i  a.  few  months. 

Frozen  Eggs.  Stiles  and  Bates  (1912)  prepared  frozen  cgn*  in  the 
laboratory  from  second-grade  eggs.  Bach  a  product  had  generally  a 
bacterial  content  of  1,000,000  per  pram.  Frozen  eggs  prepared  from 
spots,  rots  and  blood  rings  gave  a  bacterial  content  of  from  4,000,000  to 
1 ,000.000,000  per  gram  with  a  relatively  high  content  of  B.  cnli  and 
streptococcus.  Pennington  (1916)  reported  a  careful  study  of  this  sub- 
ject and  pointed  out  many  features  in  the  sanitary  control  of  the  in- 
dustry. 

Candling  of  Eggs.  The  control  of  the  commercial  egg  industry  by 
chemical  or  bacteria!  iinalyses  is  very  impracticable.  Pennington  (1909) 
has  pointed  out  that  each  egg  is  a  package  by  itself  and  an  analysis  of 
it  would  in  no  way  indicate  the  condition  of  the  lot.  This  has  made 
it  necessary  for  those  engaged  in  food  control  to  look  for  other  methods 
(Or  determining  the  fitness  of  eggs  for  consumption.  Candling  has 
developed  to  satisfy  this  need.  Frazicr  (1917)  states  that  this  consists 
in  ascertaining  the  character  of  an  egg  by  allowing  light  to  penetrate 
the  contents.  Different  contrivances  are  used  to  do  this.  An  electric 
tight  yields  the  most  satisfactory  results  since  it  is  constant  in  inten- 
sity ind  quality.  Many  cheap  types  of  candling  devices  are  used. 
Benjamin  has  described,  two  common  types.  These  are  shown  in 
Pig,  77.  The  accurate  use  of  the  candling  apparatus  demands  some 
experience  before  reliable  results  may  be  obtained.  The  colored  plates 
will  be  of  much  assistance.  They  are  taken  by  permission  from  the- 
luillriiti  by  Professor  Benjamin.  Pennington  et  al.  (1918)  have  recently 
published  instructions  for  candling  eggs.  Those  wishing  a  complete 
ikissilicd  description  of  eggs  before  the  candle  and  outside  of  the  shell 
will  be  rewarded  by  reading  this  bulletin. 

Bacterial  Examination  of  Eggs.     Much  discussion  lias  passed  back 

and  birth  over  the  methods  of  egg  analysis.     The  early  methods  were 

probably  faulty  us  Hadley  lias  said  and  data  from  the  earlier  work  must 

he  accepted  with  some  reservation.     Hadley  has  discussed  the  methods 

■   -is  and  any  one  interested  in  that  subject  should  consult  his 

Stiles'  Method.     The  eggs  should  be  washed  in  a  solution  of  bi- 

"I  mercury  (1/1000)  or  5  per  cent  phenol  for  a  few  minutes 

lltei  which  they  should  be  dried  with  sterile  cotton  and  placed  with 

the  large  end  uppermost   in  a  small   beaker.     The  air  space  is  then 

scorched  with  a  gas  flame  for  a  few  seconds.     An  opening  should  be 

i   immediately   into   the  cavity  with  sterile  forceps,   a  sufficient 
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it  of  the  shell  being  removed  without  rupturing  the  membrane 
When  this  is  accomplished  the  latter  should  be  broken  with  a 
it  platinum  spatula  and  with  a  sterile  pipette  0.5  c.c.  of  the  white  of 
egg  quickly  removed  and  placed  in  the  necessary  Petri  dishes  for 
Hires.  The  remaining  egg  white  is  then  decanted,  leaving  the  un- 
tken  yolk  in  the  shell.  With  another  sterile  pipette,  the  yolk  sac 
is  ruptured  and  suitable  portions  of  its  contents  removed  for  study. 
While  this  procedure  guards  against  contamination,  the  breaking  up  of 
the  respective  layers  of  the  egg  when  out  of  this  shell  is  difficult  and 
sometimes  the  inability  to  do  so  interferes  seriously  with  the  obtaining 
of  quantitative  results.  With  the  eggs  which  have  been  in  cold  storage 
for  considerable  periods  a  separation  of  the  whites  and  the  yolks  is  not 
possible. 

Bushnell  and  Mauer's  Method.  The  egg  should  be  cleaned  with 
brush  and  soap  and  immersed  for  ten  minuted  in  a  1  to  500  solution  of 
corrosive  sublimate.  It  is  transferred  with  sterile  crucible  forceps  to  a 
small  conical  graduate,  acute  pole  uppermost.  The  corrosive  subli- 
mate is  removed  and  the  egg  dried  by  washing  it  first  with  alcohol 
and  then  with  ether.  The  acute  pole  is  scorched  to  kill  spores,  etc., 
that  might,  remain.  The  egg  is  then  immediately  removed  from  the 
graduate  by  the  operator's  holding  it  by  the  blunt  pole,  turning  the 
scute  pole  down.  The  hands  of  the  operator  should  have  been  thor- 
oughly greased  with  vaseline  to  avoid  contamination  of  the  flasks  by 
bacteria  which  might  drop  off  the  hands  while  handling  the  eggs. 
With  sharp,  stout  forceps,  which  have  been  sterilized  in  the  flame,  a 
hole  about  £  cm.  in  diameter  is  made  into  the  acute  pole.  Holding  the 
egg  with  the  acute  end  down,  and  making  the  stab  from  below  prevents 
contamination  from  above.  The  shell  around  the  hole  is  flamed  briskly 
and  the  egg  is  put  with  the  acute  pole  upon  the  neck  of  a  tall  300  c.c. 
Erlenineyer  flask  containing  100  c.c.  of  sterile  bouillon.  The  blunt 
id  of  the  egg  is  now  heated  with  a  Bunsen  flame,  while  a  close  watch  is 
it  on  the  hole.  The  heating  expand-:  the  air  in  the  air  space  and 
expels  the  contents  of  the  egg.  As  soon  as  about  half  of  the  albu- 
men has  run  into  the  flask  the  heating  is  interrupted.  The  cotton  plug 
is  quickly  removed  from  a  sterile  flask,  the  neck  of  the  flask  is  flamed 
and  the  egg  is  t ran sf erred  from  the  first  to  the  second  flask.  Some- 
times it  is  necessary  to  invert  the  egg,  as  soon  as  the  heating  is  discon- 
tinued, to  prevent  all  of  the  albumin  from  running  into  the  first  flask. 
In  this  case  tt  often  happens  that  a  little  of  the  egg  content  runs  down 
outside  of  the  shell,  where  it  may  become  contaminated.  To  prevent 
material  from  getting  into  the  next  flask,  it  is  cemented  to  tl 


65 
roe 


end 
kepi 
this 


466 


EXAMINATION  OF  EGGS 


C 

c 

Pi 


C 
Pi 


C 


< 


Si 


c 

Si 


"3 


g 


e 


Si 

8 


5c 


4    1 


& 

•«■» 
T3 

c 

at 
O 


OB  "^ 

& 


a 

g 

G 


.a 


t 

G 

g 


I  I 


a 

at 


o 

Id 

w   o  e 

«    >»  O 

■2  o  -5 

S  -  s 

.S  .-  3 

-       3  2 

-    t  "■" 

3  J  *» 

-=     u  >, 

..    3  rt 

**        rA  aw* 

*  Z  ~ 

1    £  > 

£  s  * 

C.   -3  **" 

3    *-  el 

-SO 

*  °  b 

■^  *  -5  •* 

0)0  oy  — 

>    ^  >    z 

^S     O  —     H 

-=  w  .a  c 

H"2  h^4 


e 
& 
■«-> 

e 
o 
o 

•3 

G 

3 
O 


V 
O 


c 
o 


.o  — • 
3  -s 


g 
o 


a 
o 
"is 

at 

.O 

3 

o 

e 


2 

g 

.a 


■2       3 

& 


M     1 
1 


e 


w    .     =3 

c  — , 


•   3 


G 

o 


a 

o 
••* 

•«■» 

at 

3 
O 

d 


g 

.c 


-M  at 

t  * 

c       s 
•a       a 

si"? 

git 

.2    at    J3 

41 

il 


5. 


G 
A 

o 


o     - 


s-3  >  § 

el  — . 


Z  a 


T3 
>>    el 

>   2 


^1 


-£    ©     .   ^ 


3     t< 

*     V 

3 
el 


•*-   e 

«    el 

*   3 


5 
2 


3 
el 

to 

C 


&   2 

—  j< 
5    3 


^  s 

X     3 


»     ^       ■• 


r,  ^ 


ri    • 


1 

s 

3 
>* 

G 

5 

o 

2 


-    I—    3    ci  ;s.    n    ^    «  ^    ?i  -    N 


A       ~ 


3 
O 


BACTERIAL  EXAMINATION  OF  EGGS  467 

ill  by  being  heated  in  the  flame.  The  expulsion  of  the  albumin  into 
s  second  flask  should  be  done  slowly  and  watched  closely.  As  soon 
the  yolk  appears  in  the  hole  the  heating  is  interrupted  and  the  egg  is 
jed  from  one  side  to  the  other  to  allow  the  rest  of  the  albumen  to  run 
t.  In  the  same  manner  the  yolk  is  expelled  in  two  portions.  The 
;cess  of  this  method  depends  largely  on  the  size  of  the  hole.  If  this 
too  small,  it  is  hard  to  separate  the  white  from  the  yolk;  if  it  is  too 
ge,  it  is  difficult  to  expel  the  yolk  in  two  separate  portions.  Some- 
ties  the  yolk  obstructs  the  hole  before  all  of  the  albumen  is  obtained, 
the  yolk  does  not  retract  after  cooling,  the  egg  is  inverted  for  a 
rnient.  Often  the  vitelline  membrane  will  not  rupture,  and  the  yolk 
11  come  out  in  one  piece.  This  can  be  prevented  by  puncturing  the 
;mbrane  with  a  sterile  platinum  needle.  In  this  manner  four  flasks 
i  obtained  from  each  egg,  two  of  them  containing  albumin  and  two 
them  containing  yolk.  The  flasks  are  repeatedly  shaken  to  mix  the 
itents  well.  It  is  of  advantage  to  have  tall  flasks  because  the  con- 
*ts  can  be  mixed  more  easily  without  wetting  the  cotton  plug.  Two 
3ks,  one  with  albumin  and  one  with  yolk,  are  incubated  at  38°  C.  for 
ty-eight  hours,  and  the  other  flasks  are  incubated  at  20°  C.  for  five 
ys.  After  this  period  of  development  subcultures  on  agar  slants  are 
-de  to  determine  if  growth  has  taken  place. 

Rettger's  Method  for  the  Bacterial  Examination  of  Eggs.  The 
5  to  be  examined  is  placed  small  end  up,  in  an  egg  cup  or  holder, 
e  upper  half  of  the  egg  is  flamed  with  a  Bunsen  burner,  the  cup  being 
Tied  constantly  so  that  every  part  of  the  upper  half  of  the  shell  is 
flight  into  brief  contact  with  -the  flame.  While  the  egg  is  held  in 
2  hand  the  upper  end  of  the  shell  is  removed  with  sterile  scissors, 
"ving  an  opening  about  1  in.  in  diameter.  The  white  is  poured  out, 
*e  being  taken  to  prevent  it  from  running  down  the  side  of  the  shell, 
this  point  the  edge  of  the  opening  is  flamed  after  which  the  entire 
.k  is  poured  out  into  a  wide-mouthed  flask,  or  better  still,  a  large 
De  especially  designed  for  this  work  by  Rettger.  Previous  to  intro- 
ring  the  yolk,  definite  amounts  of  nutrient  bouillon  are  placed  in  the 
sks  (25-50  c.c.)  or  tubes  (25  c.c.)  which  are  plugged  with  cotton  and 
rilized.  The  yolk  and  bouillon  should  be  thoroughly  mixed.  In 
$e  the  test  tube  is  used  this  process  is  greatly  facilitated  by  the  pres- 
ide of  a  small  glass  rod  about  \\  in.  in  length.  The  tubes  should  then 
placed  in  the  37°  C.  incubator  ami  after  seventy-two  hours'  incuba- 
n  agar  streaks  made  from  them.  These  should  be  incubated  for 
>m  twenty-four  to  forty-eight  hours. 
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Hadley  and  Caldwell's  Method.  The  egg  shell  should  be  thor- 
oughly  disinfected  before  any  opening  is  made.  This  may  be  accom- 
plished by  first  washing  the  egg,  if  soiled,  with  soap  and  water  and  a 
wrad  of  cotton,  then  immersing  for  ten  minutes  in  1  :  5000  mercuric 
chloride  solution,  containing  either  citric  acid  or  ammonium  chloride 
to  increase  the  penetrating  power.  The  egg  may  then  be  plunged 
into  95  per  cent  alcohol,  removed,  drained  and  ignited  to  dry  the  sur- 
face. These  operations  can  be  carried  on  in  a  suitably  constructed 
wire  rack  in  which  the  eggs  can  await  examination,  being  meanwhile 
protected  from  air  contamination. 

Next,  as  a  final  precaution,  the  egg  should  be  well  flamed  at  the  end 
opposite  the  air  space  until  a  very  thin  layer  (1-2  mm.)  of  the  albumen 
lying  close  to  the  shell  is  coagulated.  The  amount  of  heating  required 
can  be  ascertained  by  experience.  After  this,  by  means  of  sterile  forceps, 
a  hole  about  2  cm.  in  diameter  is  made  at  the  flamed  end  and  the  white 
poured  into  a  tube  or  flask  containing  25  c.c.  of  the  desired  medium. 
Next,  the  opening  in  the  shell  is  enlarged  to  about  3  cm.  The  yolk  is 
gently  allowed  to  run  out  of  the  shell  onto  a  circle  of  sterile  filter  paper 
(kept  in  a  small  pile  under  the  bell  jar).  The  paper  is  then  so  inclined 
that  the  yolk  rolls  about  until  the  white  is  entirely  removed  by  the  paper, 
after  which  the  yolk  is  rolled  off  the  edge  of  the  paper  into  a  tube  or 
flask  containing  at  least  25  c.c.  of  culture  medium,  an  amount  some- 
what greater  than  the  volume  of  the  average  yolk.  Great  care  must, 
of  course,  be  taken  not  to  rupture  the  yolk  membrane  before  the  yolk 
is  poured  into  the  tube.  The  yolk  may  then  be  broken  by  means  of  a 
sterile  glass  rod  and  mixed  with  the  broth. 

The  preparation  is  now  ready  for  incubation  which  may  be  carried 
on  for  forty-eight  hours  at  37°  C,  followed  by  forty-eight  hours  at  20°  C. 
The  white  may  be  mixed  with  the  broth  and  grown  in  the  same  manner. 
At  the  end  of  the  period  of  incubation  the  tubes  should  be  again  mixed 
by  rotation  to  insure  distribution  of  the  bacteria,  and  a  small  amount 
on  a  straight  needle  transferred  from  each  to  ordinary  tubes  contain- 
ing broth.  The  broth  tubes  are  incubated  at  37°  and  at  20°  C,  as  were 
the  original  tubes  and  examined  for  growth  at  the  end  of  four  days.  In 
case  growth  appears  plate  cultures  are  made.* 

*  In  addition  to  the  points  of  technique  mentioned  above,  minor  details  ran  per- 
haps best  be  worked  out  by  the  individual  investigator.  For  instance,  cotton  plugs 
in  the  large  tubes  are  unwieldy.  They  may  be  replaced  by  close-fitting  glass  covers, 
coming  well  down  over  the  tops  of  the  egg  tubes.  The  breaking  of  the  yolk  and  the 
□nixing  with  the  broth  may  be  accomplished  by  means  of  broken  glass  placed  in 
the  tubes  with  the  broth,  rather  than  by  means  of  glass  rods,  a  procedure  which 
may  favor  contamination  from  the  air.     Wire  cages  or  racks  of  various  sizes  and 
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It  should  be  borne  in  mind  that  the  recommendations  made  above 
re  suitable  only  for  fresh  eggs  in  which  it  is  desired  to  examine  the  yolk 
nd  white  separately.  In  old  market  eggs,  or  preserved  eggs  in  which 
le  yolk  is  weakened,  and  in  decomposed  eggs  in  which  the  yolk  and 
hite  have  become  mixed,  different  methods  would  be  required;  and 
ere,  as  in  the  bacteriological  examination  of  other  egg  products,  the 
»chnique  must  be  evolved  in  accordance  with  the  particular  aim  of  the 
lvestigation. 
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Fig.  78. — Rate  of  Evaporation  of  Hens'  Eggs. 

1  to  0.  Eggs  that  have  been  held  for  one  day,  one  week,  two  weeks,  three  weeks,  four  weeks, 
five  weeks,  six  weeks,  seven  weeks,  and  eight  weeks,  respectively.  The  eggs  were  kept  at  a  living- 
room  temperature  of  about  70°  F.,  in  an  open  pasteboard  carton.  There  was  no  breese  blowing 
over  the  eggs,  and  each  egg  illustrated  is  typical  of  several  eggs  that  were  examined  at  each  stage; 
therefore  this  series  represents  the  normal  results  of  such  holding. 

10  to  12.  Eggs  held  for  twelve  weeks,  one  week,  and  one-half  week,  respectively,  at  a  tem- 
perature of  40°  F.  This  is  a  very  good  temperature  at  which  to  hold  eggs  for  short  periods.  Even 
at  twelve  weeks  of  age  (section  10),  the  egg  is  less  evaporated  than  at  four  weeks  of  age,  if  held  at  a 
living-room  temperature  of  70°  F.  (section  5).  Eggs  may  be  held  for  two  weeks  at  40°  F.  without 
much  change. 

13  and  14.  Each  of  these  eggs  has  been  held  for  six  weeks  at  a  temperature  of  about  50°  F. 
The  porous  shell  of  the  second  egg  (14)  has  caused  more  rapid  evaporation.  The  porosity  of  the 
shell  may  be  easily  distinguished  in  candling. 

15  and  16.  These  eggs  have  been  held  for  five  weeks  and  for  two  and  one-half  weeks,  respec- 
tively, at  a  temperature  of  .r>0°  F.  It  should  he  noted  that  the  evaporation  is  more  rapid  than  that 
which  took  place  at  40°  F.,  but  much  slower  than  that  at  70°  F. 
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CHAPTER  XIII 

MEAT   AND   MEAT  PRODUCTS 

Meat  is  interesting  from  the  bacteriological  viewpoint  for  several 
reasons.     As  the  activities  of  man  became  more  complex,  it  became 
necessary  to  keep  meat  for  future  consumption.     In  order  to  do  this, 
fte  had  to  study  the  action  of  the  bacteria.     The  meat  industry  is  one 
ir*    which  a  large  amount  of  capital  is  invested.    Since  meat  is  very  sus- 
ceptible to  the  attacks  of  bacteria  and  since  it  may  be  taken  from  dis- 
e^used  animals,  it  has  become  necessary  for  the  Federal  authorities  to 
c«=>»trol  the  slaughter  and  disposal  of  meat.     The  Federal  Meat  Inspec- 
tion Service  of  the  United  States  Department  of  Agriculture  is  a  public 
k^slth  agency  which  is  constantly  protecting  the  consumers.     Melvin 
I  1  S06)  has  outlined  the  scope  and  application  of  the  laws  governing 
t*~»  is  product.     The  opinions  regarding  what  constitutes  diseased  meat 
*■*"■■«  by  no  means  in  agreement.     Stiles  (1917)  has  discussed  this  subject 
a-*"»d  point  ed  out  thai  (here  ore  several  definitions  of  the  term  "  diseased  " 
a*s   applied  to  meat.     Meat  is  essentially  protein  in  composition  and  this 
c»*«mical  constitution  determines  the  type  of  decomposition  to  which 
*-      is  susceptible. 

Origin  of  Bacteria  in  Meat.  The  presence  of  bacteria  in  the  organs 
a***.d  flesh  of  healthy  animals  is  still  a  debated  question.  Many  hivosti- 
Kaz*-1ors  have  reported  their  presence  but  the  health  of  the  animal  in 
.  "*-wse  instances  may  be  questioned.  Maurel  (191 1)  found  a  diplmiHTUs 
'^*  meat.  Conradi  (1909),  using  a  special  enrichment  method  found 
"^^Tobic  and  anaerobic  bacteria  in  muscles  and  organs.  Bierotti  and 
"  "^achida  (1910)  secured  similar  results.  Zwick  and  Weichel  (1911) 
,:**ind  bacteria  frequently  in  the  liver  but  not  in  the  muscles  with  the 
-deception  of  one  case.  Conradi  (1909)  in  examining  many  organs 
*^uiid  bacteria  but  concluded  that  they  came  from  the  intestines,  living 
^Vjsorbed  along  with  the  food.  Hoagland  et  al.  (1917)  in  studying  the 
flanges  in  beef  during  storage  above  freezing,  states  as  follows  with 
Regard  to  the  presence  of  bacteria: 

Certain  bacteria  (chiefly  micrococci)  may  he  normally  present  in  the  carcass 
of  healthy  animals  slaughtered  for  beef.    These  bacteria  possess  no  pathological 
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significance  and  do  not  appear  to  multiply  in  the  cold-stored  carcasses  provided 
the  cold-storage  room  is  maintained  at  the.  proper  temperature. 

Chopped  Meats.  These  may  contain  many  bacteria  for  a  number 
of  reasons:  (1)  The  meat  that  is  used  for  such  purposes  may  be  dirty 
and  old  and  unfit  for  consumption  in  other  ways.  (2)  The  hashing 
process  probably  distributes  bacteria  throughout  the  meat  This 
treatment  increases  the  surface  area  of  the  meat,  allowing  a  more  vigor- 
ous development  of  bacteria.  (3)  Careless  handling  of  the  product  may 
cause  high  counts  in  the  same  way  as  in  other  food.  % 

The  bacteriology  of  chopped  meat  has  been  studied  by  a  number  of 
investigators.    Zweifel  (1911)  regarded  the  count  as  of  little  sanitary 
significance.    Marxer  (1903)  made  a  bacteriological  study  of  Hamburger 
steak  and  concluded  that  1,000,000  bacteria  per  gram  or  a  large  number 
of  representatives  of  the  protein  group  indicated  a  meat  that  was  on  the 
verge  of  decomposition.    Weinzirl  and  Newton  (1914),  after  developing 
a  satisfactory  method  for  enumerating  bacteria  in  chopped  meats  studied 
forty-four  samples  of  market  Hamburger  steak.    To  determine  the 
degree  of  composition  comparisons  were  made  between  the  organoleptic, 
ammonia  tests,  and  the  bacterial  content.     From  their  data,  they  con- 
clude that  the  Marxer  standard  given  above  is  too  low  since  nearly  all 
samples  have  to  be  condemned  without  regard  to  the  evidence  of  putre- 
faction.    There  was  a  good  correlation  between  the  ammonia  and  organ- 
oleptic tests  but  not  one  between  these  and  the  bacterial  content. 
These  authors  propose  a  standard  of  10,000,000  bacteria  per  gram  which, 
according  to  their  data,  would  condemn  about  50  per  cent  of  the  sam- 
ples.    Le  Fevre  (1917),  using  the  technique  devised  by  Weinzirl  and 
Newton,  made  a  semi-qualitative  study  of  the  bacteriain  Hamburger 
steak.     The  presence  of  liquefying  bacteria  was  evident  in  nearly  all 
of  the  samples.     Acidifiers  presented  in  the  table  do  not  agree  with 
statements  in  the  article.     Anaerobic  bacteria  were  found  in  some 
samples.     Le  Fevre  believes  that  the  Marxer  standard  is  high  enough 
and  that  the  bacterial  count  should  be  relied  upon  for  the  control  of 
retail  supplies  of  chopped  meat. 

Whether  this  may  be  done  is  doubtful.  At  least  much  more  infor- 
mation should  be  accumulated  before  any  "  standard  M  is  established- 
The  kind  of  bacteria  may  be  more  important  than  the  numbers.  Wein- 
zirl and  Newton  (1915)  undertook  an  investigation  to  determine  the 
effect  of  cold  storage  below  freezing  on  the  bacterial  content.  After 
one  year  at  — 10°  O.  six  of  the  ten  samples  fell  within  the  10,000,000 
standard.    This  compared  favorably  with  the  organoleptic  tests. 
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Sausage.    The  bacteriology  of  sausage  is  essentially  the  same  as 

tlrat  of  Hamburger  steak.    One  difference  is*  the  content  of  spices  in 
sausage.    While  most  of  the  work  on  bacteria  in  sausage  has  been  con- 
cerned with  meat  poisoning,  a  little  has  been  done  which  gives  informa- 
tion with  regard  to  the  normal  bacteria  which  may  be  present.     V.  D. 
Sloonton  (1907)  found  few  bacteria  in  sausage  and  in  one  instance  the 
sausage  was  sterile.     Drying  and  smoking  greatly  reduced  the  number 
of  bacteria.    Highly  seasoned  sausage  was  very  detrimental  to  certain 
bacteria.    Cary  (1916)  made  a  comprehensive  study  of  the  sausage  with 
regard  to  the  numbers  of  bacteria  which  were  present  and  the  factors 
influencing  them.    The  sausages  were  purchased  upon  the  market  in 
Chicago.     It  is  interesting  to  note  that  Cary  regards  the  bacterial  count 
off  sausage  as  of  little  importance.     Many  factors  such  as  precautions  in 
manufacture,  handling  in  shops,  and  presence  of  preservatives  influence 
the  count. 

The  following  bacteria  which  are  of  special  importance  were  isolated 
£iXDm  thirty-four  samples: 

Bacillus  crfon 30  times 

Proteus  vulgaris 11  times 

B.  paracolon 9  times 

B.  fecalis 8  times 

Yeast 8  times 

Streptococcus 5  times 

Staph,  aureus 2  times 

*^fce  cultures  of  B.  paracolon  resembled  B.  paratyphosus  morphologically 
^**d  culturally  but  were  not  agglutinated  by  either  paratyphoid  or  enter- 
^ijjg  gera.  The  casings  were  regarded  as  unimportant  in  influencing 
^l*e  count  of  sausage,  if  they  were  properly  prepared. 

Canned  Meats.  Some  aspects  of  the  canning  problem  have  been 
k^ien  up  in  another  chapter.  More  attention  may  be  given,  however,  to 
^Hc  canning  of  meats  at  this  time.  Practically  all  kinds  of  meats  are 
^^nned.  The  procedure  which  is  followed  depends  very  much  on  the 
**ind  of  meat.  Canned  meat  possesses  characteristics  which  are  in  sharp 
Contrast  with  some  of  those  of  fresh  meat.  It  is  trimmed  free  from 
**one  cartilage  and  contains  a  smaller  amount  of  water  than  fresh  meat. 
T*he  cost,  therefore,  is  not  much  more  than  that  of  fresh  meat. 

Some  investigations  have  been  made  on  canned  meats.  Beveridge 
*ud  Fawcus  (1908)  reported  that  when  tins  of  meat  of  identical  size  and 
shape  are  heated,  there  is  a  difference  in  the  length  of  time  required 
for  the  interior  of  the  cans  to  reach  the  same  temperature.     The  lowest 
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temperature  (hat  could  be  used  for  sterilizing  tinned  meats  was  120° 
for  sixty  minutes.  These  experiments  were  carried  out  with  B.  cadamix 
tpgngmea  and  B,  putrijiciw  co!i.  Fowler  (1909)  studied  five  samples  of 
canned  meat,  three  of  which  were  blown.  An  organism  like  B.  puln- 
ficus  coli  was  isolated.  Tlie  spores  of  the  organism  resisted  boiling  for 
twn  minutes.  Beveridge  (1909)  found  that  the  blackening  of  the  inte- 
rior of  the  (ins  was  due  to  products  of  bacterial  action  such  as  HaS,  at*. 

McBryde  (1907)  reported  a  study  of  the  spoilage  of  tinned  corned 
beef.  The  sound  cans  were  found  to  be  sterile  while  the  leakers  revealed 
the  presence  of  bacteria  yeasts  and  molds.  The  bacteria  were  facul- 
tative with  regard  to  oxygen.  McBryde  points  out  that  while  the  bac- 
teria which  he  found  were  n  on -pathogenic,  they  may  give  rise  to  to' 
substances  which  may  serve  to  cause  severe  physiological  disturbance 
in  those  who  partake  of  the  meat. 

Buslme.ll  and  Utt  (1917)  examined  canned  salmon  purchased  on  the 
open  market  and  found  it  sterile  and  relatively  free  from  tin  nib 
Apparently  all  of  the  tins  which  they  examined  were  normal.  Swelled 
canned  sardines  have  been  investigated  by  Sadler  (1918).  B.  vulgaris 
and  memU'rs  of  the  colon-aerogenes  group  were  isolated.  Apparently 
no  effort  was  made  to  determine  the  presence  of  anaerobic  bacteria. 
Obst  (1918)  found  a  bacillus  possibly  identical  with  B.  W aljixhraiMh- 
brand  in  pure  culture  in  287  cans  of  swelled  sardines.  Koch's  po.sluhtej 
were  satisfied  using  this  organism  and  sound  cans  of  sardines.  The 
organism  was  an  anaerobic,  gas-producing,  non-spore  forming  bacillus. 
In  a  rather  extended  investigation  on  spoiled  canned  mackerel  and  cod, 
the  author  has  isolated  both  aerobic  and  anaerobic  organisms.  These 
were  put  according  to  the  usual  factory  methods  and  processed  at  die 
usual  temperatures. 

BACTERIAL  EXAMINATION  OF  MEAT  AND  MEAT  PRODUCTS 

Hoagland's  et  al.  Method.     This  is  applicable  to  large  pieces  of  meat 

and  was  used  by  these  workers  in  studying  changes  in  meats  under  cold- 
storage  conditions.  A  slice  or  section  from  J  in.  thick  is  cut  off  (of  the 
round)  and  from  this  a  chunk  measuring  4£  by  8  ins.  is  taken  for  bacteria' 
examination.  This  is  immersed  in  boiling  water  for  three  minutes  and 
next  in  mercuric  chloride  (0.5  per  cent)  for  five  minutes.  Il  is  ihc" 
wrapped  in  sterile  gauze  which  has  been  wrung  out  in  the  mercuric 
solution.  This  is  done  in  order  to  sterilize  the  surface  of  the  meat  an" 
to  prevent,  the  growth  and  possible  penetration  of  bacteria  from  d"' 
outside.     Beginning  about  1  in.  down  from  the  outer  surface  take" 
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es  of  cultures  at  intervals  of  an  inch,  proceeding  from  the  outside 
ard  the  center.  In  taking  the  cultures,  use  a  serus  scalpel.  Plugs 
aeat  about  1  cm.  square  should  be  taken  and  cultures  made  in  neutral 
f  broth  and  glucose  agar.  When  clouding  appears,  the  contents  of 
se  tubes  should  be  plated  out. 

Weinzirl  and  Newton's  Method  for  the  Examination  of  Hamburger 
ak.  Three  different  portions  of  the  sample  to  be  analyzed  are 
en.  The  meat  is  triturated  in  a  mortar  with  sand  by  means  of  a 
tie.  After  grinding  with  sand  for  a  time  sterile  salt  solution  is 
led  and  grinding  continued.  Finally  the  salt  solution  is  increased 
100  c.c.  and  a  thorough  mixture  is  made.  This  is  sampled  and  incu- 
ed  at  room  temperature.  Ordinary  media  may  be  used. 
Eyre's  Method  for  Examination  of  Meat.  The  meat  is  minced  by 
ins  of  sterile  instruments  and  added  to  plain  broth.  The  flasks  are 
abated  at  42°  C.  for  thirty  minutes.  They  are  shaken  from  time  to 
e.    Then  this  is  sampled. 

Examination  of  Sausage.  Thoroughly  sterilize  the  sausage  by  pass- 
through  a  flame.  Cut  open  the  casing  with  a  sterile  knife  and 
love  3  or  4  gms.  of  the  interior.  This  should  be  added  to  a  sterile 
xi  weighing  bottle  and  carefully  weighed.  Thoroughly  emulsify  in 
ile  water  and  put  on  shaking  machine  for  twenty  minutes.  Plate 
on  plain  agar,  plain  gelatin  and  litmus  lactose  agars. 
St  John's  Method  for  Examination  of  Sausage.  The  skin  is  seared 
I  removed;  then  small  fragments  are  torn  from  the  muscular  tissue. 
$e,  weighing  about  0.3-0.7  gm.  are  shaken  for  ten  minutes,  in 
ile  salt  solution  with  ground  glass.  Plates  were  -^ade  with  neutral 
teBol  agar  and  plain  agar.  Three  incubation  temperatures  were  used 
,  20°,  and  1.6°.  (Effects  of  cold  storage  on  eggs,  quail  and  chickens, 
ey  et  al.  Bull.  115  Bu.  of  Chem.,  1908,  p.  75.) 
Bacterial  Examination  of  Shellfish.  Oysters  were  regarded  by 
itarians  for  some  time  as  possible  agents  in  the  spread  of  typhoid 
sr  and  other  intestinal  infections.  Not  until  1894,  however,  were 
Y  definitely  connected  with  this  disease.  Professor  H.  W.  Conn,  of 
sleyan  University,  in  a  masterly  piece  of  epidemiological  work,  proved 
he  satisfaction  of  those  interested  in  public  health  that  an  outbreak 
yphoid  fever  among  those  who  had  attended  a  fraternity  banquet 
*  caused  by  oysters.  The  chain  of  evidence  was  so  complete  that  the 
dy  of  oyster  grounds,  in  relation  to  possible  sewage  pollution,  was 
atly  stimulated.  Since  this  time  many  investigations  have  been 
ried  out.  Stiles  (1911)  has  given  a  rather  complete  bibliography  of 
articles  up  to  the  date  of  his  paper.     Ilindman  and  (Goodrich  (1917.) 
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upon  examination  of  Puget  Sound  oysters  found  a  great  variation  in 
the  bacterial  content.  They  state  that  oystere  intended  for  human 
consumption  should  be  grown  in  water  free  from  pollution  and  that 
after  collection  they  should  be  handled  with  great  care. 

The  relation  between  polluted  shellfish  and  disease  is  so  close  that, 
the  American  Public  Health  Association  appointed  a  committee  to  pre- 
pare a  code  of  standard  methods  of  shellfish  examination.  The  report 
of  this  committee  was  published  in  1912  and  included  the  following  rec- 
ommendations for  the  bacteriological  examination  of  shell6sh. 

Many  laymen  assume  and  argue  that  because  oysters  and  other 
foods  are  cooked,  they  are  safe  for  human  consumption.  In  many  cases 
cooking  may  render  a  food  product  sterile.  So  many  experiments  have 
been  performed,  however,  along  this  lino  that  a  student  of  the  subject 
does  not  accept  such  a  sweeping  statement.  Stiles  (1911)  reported  data 
which  were  secured  in  five  different  experiments  to  demonstrate  tin 
effect  of  heat  for  the  destruction  of  bacteria  in  oysters.  The  shell- 
fish were  exposed  to  live  steam  (98°  and  99°  C.)  in  a  steam  sterilizer  for 
periods  varying  from  two  to  thirty  minutes.  He  found  that  by  steaming 
contaminated  oysters  and  clams  in  the  shell,  or  cooking  them  alter 
shucking  for  fifteen  minutes  at  boiling  temperature  destroyed  prac- 
tically all  organisms  of  a  questionable  character,  but  since  in  practice 
shellfish  are  rarely  cooked  for  this  length  of  time,  cooking  cannot  I*1 
depended  upon  to  remove  the  danger.  In  this  connection  it  is  well  to 
remember  the  work  of  Howell  (1912),  Roussel  (1907),  and  MarchM 
(1909)  on  bread  and  of  Sawyer  (1914)  on  cooked  spaghetti. 


Recommendations  for  Standard  Methods  for  the  BacteriologkU 
Examination  of  Shellfish 

Oysters  in  the  Shell.     Selection  of  Sample. 

Twelve  (12)  oysters  of  the  average  size  of  the  lot  under  examination 
with  deep  bowls,  short  lips,  and  shells  tightly  closed,  shall  be  picked  u"1 
by  hand  and  prepared  for  transportation  to  the  laboratory. 

As  complete  a  record  of  such  data  as  is  possible  to  obtain  shall!* 
made  covering  the  following  points: 

The  exact  location  of  the  bed  from  which  the  sample  has  bee" 
selected. 

The  depth  of  the  water  over  the  l)ed  at  tune  of  collection. 

The  sta.te  of  the  tide. 

The  direction  and  velocity  of  the  wind. 
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Other  weather  conditions. 

The  day  and  hour  of  the  removal  of  the  stock  from  the  water. 

The  conditions  under  which  the  stock  has  been  kept  since  removal 
>m  the  water  and  prior  to  the  taking  of  the  sample. 

The  day  and  hour  of  the  taking  of  the  sample. 

Transportation  of  the  Sample.  The  oysters  so  selected  shall  be 
iked  in  suitable  metal  or  pasteboard  containers  of  such  size  and 
ape  that  a  number  of  them  can  be  enclosed  in  a  shipping  case  capable  of 
tisfactory  refrigeration  by  means  of  ice.  The  important  points*  in 
is  connection  are :  * 

A.  The  prevention  of  the  mixing  of  the  oyster  liquor  of  different 
mples,  and  of  the  mixing  of  the  ice  water  with  the  oysters. 

B.  The  icing  of  the  samples,  if  they  are  not  to  arrive  at  the  point  of 
boratory  examination  inside  of  thirty-six  hours,  or,  if  the  outside  tem- 
rature  is  above  50°  F. 

It  is  not  necessary  to  enclose  the  oysters  in  an  absolutely  tight  con- 
iner,  providing  the  above  conditions  are  maintained. 

Condition  of  Samples.  Record  shall  be  made  of  the  general  condi- 
gn of  the  oysters  when  received,  especially  whether  the  shells  are  open 

closed;  of  the  presence  of  abnormal  odors;  and  of  the  temperature 
the  stock. 

Technical  Procedure.  The  bacteriological  examination  shall  be 
arted  as  soon  as  possible  after  the  receipt  of  the  sample. 

The  oysters  shall  be  thoroughly  cleaned  with  a  stiff  brush  and  clean 
nning  water  and  then  dried.  The  edges  of  the  shell  shall  be  passed 
rough  the  flame  or  burned  with  alcohol. 

The  opening  of  the  shell  shall  be  accomplished  by  either  of  the  foi- 
sting methods: 

A.  By  the  use  of  a  sterile  oyster  knife  in  the  usual  manner. 

B.  By  drilling  through  a  flamed  portion  of  the  shell  near  the  hinge 
th  a  sterile  drill.  The  drill  shall  be  sterilized,  and  the  site  of  the  oper- 
ion  on  the  shell  shall  be  flamed  at  least  once  during  the  drilling  process. 

Bacterial  Counts.  Bacterial  counts  shall  be  made  of  a  composite 
mple  of  each  lot  obtained  by  mixing  the  shell  liquor  of  five  oysters. 
5ar  shall  be  used  for  the  culture  medium  and  in  general  the  pro- 
dure  shall  be  in  accordance  with  the  method  recommended  for  the 
amination  of  water  hv  the  Committee  on  Standard  Methods  of  Water 
lalysis  of  the  American  Public  Health  Association. 

The  water  used  for  dilution  purposes  shall  contain  1  per  cent  of 
dium  chloride,  in  order  to  approximate  the  natural  salinity  of  oyster 
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The  agar  plates  shall  lie  incubated  at  20"  G.  for  three  days  and  th» 
colonies  then  counted. 

Determination  of  Bacteria  of  the  Bacillus  colt  Group.  The  quanti- 
tative determination  of  the  presence  of  B.  coli  shall  be  in  accordance 
with  the  following  procedure: 

Measured  quantities  (1.0;  0.1;  0.01  c.c.,  etc.,  or  their  equivaleuls 
in  dilutions)  of  the  shell  water  of  each  of  five  oysters  selected  from  the 
dozen,  shall  be  placed  in  fermentation  tubes  containing  lactose  peptom: 
bile,  prepared  according  to  the  method  recommended  by  the  Committal 
on  Standard  Methods  of  Water  Analysis.  These  shall  be  incubated  fur 
three  days  at  37°  C,  and  the  presence  or  absence  of  gas  noted  daily. 
For  all  ordinary  purposes  of  routine  work  a  development  of  from  10  to 
85  per  cent  of  gas  during  this  time  period  shall  constitute  a  positive  te?t 
indicating  a  presumption  of  the  presence  of  at  least  one  bacterium  of 
the  B.  coli  group  in  the  quantity  of  the  shell  water  tested.  But  no  final 
B.  coli  rating  based  on  these  results  shall  be  used  for  official  approval  or 
condemnation  unless  positive  confirmatory  tests  for  the  presence  or 
organisms  of  t  be  B.  roll  group  shall  have  been  obtained  from  the  tube  of 
highest  or  next  bighest  dilution  from  each  oyster,  showing  the  presence 
of  gas.  These  confirmatory  tests  shall  be  begun  immediately  upon 
noting  the  formation  of  gas,  and  carried  out  in  accordance  with  the 
procedure  recommended  by  the  Committee  on  Standard  Methods'  rf 
Water  Analysis. 

Statement  of  Results.  The  results  of  the  bacterial  counts  shitll  l><* 
expressed  as  Number  of  Bacteria  per  Cubic  Centimeter.  The  results 
for  the  tests  for  B.  roii  shall  be  expressed  either  in  the  form  of  tin1  fal- 
lowing arbitrary  numerical  system  to  lw  known  as  "  The  American 
Public  Health  Association  Method  of  Rating  Oysters  for  B.  coir,  or  m 
Estimated  Numlter  of  Bacteria  of  the  B.  coli  Group  per  Cubic  Centi- 
meter of  the  Sample." 

The  American  Public  Health  Association  Method  of  Rating  Oysters 
for  B.  coli.*  The  following  values  shall  lie  assigned  to  the  presence  ■ 
bacteria  of  the  B.  coli  group  in  each  of  the  five  oysters  examined,  the*1 
figures  lming  the  reciprocals  of  the  greatest,  dilutions  in  which  the  test 
for  B.  coli  was  positive: 

If  present  in  1.0  c.c.  but  not  in  0.1  c.c,  a  value  of  1. 

If  present  in  0.1  c.c.  but  not  in  0.01  c.c,  a  value  of  10. 

If  present  in  0.01  c.c  but  not  in  0.001  c.c,  a  value  of  100,  etc. 

*  Where  the  term  li.  cnli  is  used,  it  refers  in  oil  eases  io  bacteria  of  ihe  fl- ™' 
Krou]i  mi<]  no)  to  the  Specific  prototype. 
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The  sum  of  these  values  for  the  five  oysters  gives  the  total  Value 

for  the.  sample  and  this  figure  shall  be  taken  as  the  "  rating  for  B.  coli." 

The  results  shall  be  expressed  in  the  following  tabular  form: 


RESULTS  OF  TESTS  FOR  H.  COLI  IN  DILUTIONS  INDICATED 


Qymn 

L»M 

0.1  r.c. 

0.01  c,c. 

Huoariacl  Value. 

1 

+ 

+ 

0 

10 

2 

+ 

+ 

0 

10 

3 

+ 

0 

0 

1 

4 

+ 

0 

0 

1 

5 

+ 

0 

0 

1 

r  rti 

Estimated  Number  of  B.  coli  per  Cubic  Centimeter.  If  the  stand- 
ard B.  coli  rating  above  described  is  divided  by  5  or,  in  general,  if  the 
rating  h  divided  by  the  number  of  oysters  tested,  the  result  will  be 
approximately  the  number  of  B.  coli  per  cubic  centimeter  of  shell  water. 
Partly  because  it  does  not  do  this  exactly,  but  also  for  simplicity 
and  the  avoidance  of  fractions,  the  method  of  stating  results  as  an 
arbitrary  rating  is  preferred  by  the  committee.  Practical  experience 
with  the  method  also  has  appeared  to  justify  this  preference. 

Illustrations  of  the  Application  of  the  Method  of  Rating  Oysters 
for  B.  coli.  Sometimes  results  similar  to  the  following  are  obtained] 
thai  [-,  one  or  more  oysters  may  show  positive  results  in  small  quan- 
tities "I  aheU  water,  while  an  equal  number  may  show  negative  results 
in  larger  quantities.  In  this  case  the  next  lower  numerical  value  shall 
be  given  to  the  positive  results  in  the  high  dilutions,  and  such  positive 
results  shall  be  considered  ;i.s  being  transferred  to  a  lower  dilution  giving 
negative  remits  in  another  oyster.  This  is  done  on  the  theory  that 
Enoaanstent  results,  mathematically  considered,  may  follow  naturally 
from  an  unequal  distribution  of  the  bacteria  in  the  shell  water.  This 
recession  ol  the  assigned  values,  however,  shall  not  be  carried  lieyond  the 
point  where  the  number  of  such  recessions  is  greater  than  the  number  of 
instances  where  other  oysters  in  the  series  failed  to  give  positive  B.  coli 


As  examples  of  the  method  of  obtaining  the  rating  for  B.  coli,  the 

blowing  ilhisi rations  are  given.     They  represent  results  that  may  1 
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;ase  a.— results  of  b.  cou  tests  in  dilutions  indicated 


Oysters. 

1.0  c.c. 

0.1  c.c, 

O.Olfc.c. 

Numerical  Value?— 

1 

+ 

+ 

0 

10 

2 

+ 

+ 

0 

10 

3 

+ 

+ 

0 

10 

4 

+ 

0 

0 

10  (not  1) 

5 

+ 

+ 

+ 

10  (not  100) 
50  =  Rating 

CASE  B.— RESULTS  OF  B.  COLI  TESTS  IN  DILUTIONS  INDICATED 


Oysters. 

1.0  c.c. 

0.1  c.c. 

0.01  c.c. 

Numerical  ValuosH 

mc. 

1 

+ 

+ 

+ 

io  (not  loors 

2 

+ 

+ 

+ 

10  (not  ioo;a 

3 

+ 

0 

0 

1 

4 

0 

0 

0 

1  (not  0) 

„ 

5 

0 

0 

0 

1  (not  0) 
23  =  Rating: 

CASE  C—  RESULTS  OF  B.  COU  TESTS  IN  DILUTIONS  INDICATE:*} 


Oysters. 

1.0  c.c. 

0.1  c.c. 

0.01  c.c. 

Numerical  Value 

1 

+ 

+ 

0 

10 

2 

+ 

+ 

0 

10 

3 

+ 

+ 

+ 

100 

4 

+ 

+ 

+ 

10  (not  100) 

5 

+ 

0 

0 

10  (not  1) 

140  =  Rating 

Oysters  Removed  from  the  Shell  (Opened  or  Shucked  Stock). 

Except  as  hereinafter  stated,  all  the  procedures  and  requirements  for 
the  examination  of  opened  oysters,  i.e.,  shucked  stock,  shall  be  those 
specified  for  the  examination  of  oysters  in  the  shell. 

Selection  and  Preparation  of  Sample,     The  stock  in  the  container 
from  which  the  sample  is  to  be  taken  shall  be  thoroughly  mixed,  an* 
one  or  more  wide-mouthed  sterile  jars  of  a  total  capacity  of  one  qua 
shall  be  each  half  filled  with  the  sample  by  means  of  a  clean  ladle 
other  instrument  sterilized  by  flaming  alcohol.     The  jar  or  jars  shall 
so  sealed  as  to  exclude  all  possibility  of  contamination  from  without. 
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Transportation  of  Samples.    When  the  time  between  the  collection 

lie  sample  and  its  examination  exceeds  three  hours,  or,  if  the  outside 

iperature  is  above  50°  F.,  the  sample  shall  be  thoroughly  refrigerated 

means  of  ice  placed  around,  but  not  in,  the  sample  jars. 

Technical  Procedure.    The  bacteriological  examination  shall  be 

;un  as  soon  as  possible  after  taking  the  sample.    The  sample  shall  be 

roughly   shaken   at   least   twenty-five   times   immediately   before 

ning. 

Bacterial  Counts.    The  procedure  specified  for  oysters  in  the  shell 

Followed: 

Determination  of  Bacteria  of  the  Bacillus  coli  Group.    The  pro- 

ure  specified  for  oysters  in  the  shell  shall  be  followed,  but  attention  is 

ed  to  the  fact  that  higher  dilutions  than  1/100  c.c.  are  usually 

uired.    Triplicate  fermentation  tubes  shall  be  inoculated  from  each 

ition  of  the  sample. 

Statement  of  Results.    The  results  of  the  bacteriological  examina- 

I  of  the  opened  oysters,  or  shucked  stock,  shall  be  expressed  in  the 
le  way  as  that  specified  for  oysters  in  the  shell,  except  that  in  the 
sulation  of  the  B.  coli  rating  the  values  for  the  results  of  the  positive 
mentation  tests  after  confirmation  shall  be  recorded  for  each  of  the 
dilations  of  each  dilution.  In  order  that  the  rating  from  these 
)licate  tests  may  be  compared  with  that  obtained  from  testing  five 
tters  in  the  shell,  the  sum  of  the  values  for  the  triplicate  tests  shall  be 
ltiplied  by  5/3.  If,  instead,  the  sum  is  divided  by  3,  the  result  will 
e  approximately  the  number  of  B.  coli  per  cubic  centimeter. 

Clams  and  other  Shell  Fish 

The  methods  for  examining  clams  and  shell  fish,  other  than  oysters, 

II  be  those  given  above.  Certain  modifications  are  necessary  in 
method  of  handling  the  samples  and  the  opening  of  the  shells,  etc. 
Clams  are  more  likely  to  lose  water  during  transportation  than 
ters.  It  is,  therefore,  necessary  to  take  greater  precautions  to  sep- 
te  different  samples  of  clams  from  each  other  than  in  the  case  of 
ters. 

In  opening  soft  clams  it  has  been  found  that  it  two  incisions  are 
ie  through  the  mantle  the  shell  water  may  be  poured  out  without 
ning  the  shell. 

Hard  clams  are  more  difficult  to  open,  but  if  the  shell  be  struck  over 
dorsal  muscie  with  a  small  hammer  an  opening  will  be  formed  pcr- 
ting  the  insertion  of  the  knife  to  cut  the  muscle. 
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Sometimes  clams  and  other  shell  fish  contain  too  little  liquor  to  malce 
all  of  tiie  tests  above  described.  This  is  always  the  ease  when  the 
shells  are  very  small.  Under  these  conditions  the  water  from  two  or 
more  shellfish  shall  be  taken  together  and  tested  and  (wandered 
as  one. 

The  English  practice  for  the  examination  of  oysters  is  somewhat 
different  than  that  used  in  America.  Savage  (1914)  has  outlined  tin1 
method  which  was  used  by  Houston  for  the  Royal  Commission  on 
Sewage  Disposal,  as  follows: 

1.  The  outside  of  the  oyster  shells  are  well  scrubbed  with  soap  and 
water,  and  cleaned  as  thoroughly  as  possible  in  running  tap-water, 
finally  with  sterile  water. 

2.  The  hands  of  the  investigator  are  thoroughly  cleaned,  washed  in 
I  in  1000  corrosive  sublimate  solution,  and  finally  with  sterile  water. 

3.  The  oysters  are  opened  by  a  sterile  knife  held  in  position  by  a 
sterile  cloth,  and  with  the  concave  shell  underneath.  Great  care  must 
be  taken  to  avoid  any  loss  of  the  liquor.  The  liquor  in  the  -lull  I 
poured  into  a  1000  c.c.  cylinder,  and  the  oyster  and  oyster  liquor  are 
added  after  the  oyster  has  been  cut  into  small  pieces  by  sterile  SQRBqA 

4.  Ten  oysters  are  treated  as  above  in  each  experiment. 

5.  The  volume  of  oysters  plus  oyster  liquor  is  read  off,  and  usually 
varies  between  SO  and  120  c.c.  For  qualitative  work  100  c.c.  rimy, 
therefore,  be  taken  as  a  fair  average  of  the  total  shell  contents  of  loa 
oysters. 

Sterile  water  is  then  poured  into  the  cylinder  up  to  the  1000  cr. 
mark  and  the  whole  well  stirred  with  a  sterile  rod.  Each  100  c.c.  of 
this  liquor  may  be  considered  to  contain  the  bacteria  in  one  oyster. 

The  Precipitin  Test  for  the  Detection  of  Foreign  Protein  in  Meats. 
The  food  microbiologist  may  l>e  called  upon  at  any  time  to  detcnuim 
the  presence  or  absence  of  :t  suspected  protein  in  certain  foods — horse  or 
<!eer  meat  in  sausage.  The  chemical  methods  for  doing  this  are  very 
indirect  if  not  impossible.  The  bacteriological  methods  are  very  sen- 
sitive. 

Meat  Extract.  About.  30  gms.  of  the  meat  under  examination  should 
be  covered  with  100  c.c.  of  sterile  physiological  salt  solution.  This  b 
then  allowed  to  stand  over  night  in  a  refrigerator  after  which  it  shoukl 
be  filtered  clear  by  any  of  the  usual  methods.  Hiss  and  Zinsser  (1914) 
advise  that  this  should  be  adjusted  to  a  neutral  reaction  and  diluted 
with  sterile  water  until  only  a  slight  even  turbidity  is  formed  by  the 
addition  of  concentrated  nitric  acid.  The  less  the  amount  of  fat  in  the 
above  protein  solution,  the  easier  will  it  filter.     Before  injection,  tk 
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protein  solutions  should  be  sterilized  by  passage  through  a  stone  filter 
in  order  not  to  cause  an  infection  in  the  animal. 

Anti-protein  Sera.  These  should  be  active  in  fairly  high  dilution 
and  each  serum  must  be  specific  for  its  protein.  As  many  anti-sera 
will  have  to  be  made  as  kinds  of  meat  suspected.  Usually,  however, 
the  problem  is  simpler  and  involves  the  question  of  horse  meat  in 
sausage,  etc.  Schneider  (1915)  gives  the  following  for  this  examina- 
tion: 

Tube  1,  2  c.c.  unknown  extract  (1-300)  +0.1  c.c  anti-horse  serum. 

Tube  2,  2  c.c.  unknown  extract  (1-300) +0.1  c.c.  normal  rabbit  serum. 

Tube  3,  2  c.c.  horse-flesh  extract  (1-300)  +0. 1  c.c.  of  anti-horse  serum. 

Tube  4,  2  c.c.  pork  extract  (1-300) +0.1  c.c.  of  anti-horse  serum. 

Tube  5,  2  c.c.  beef  extract  (1-300) +0.1  c.c.  of  anti-horse  serum. 

Tube  6,  2  c.c.  saline  solution+0.1  c.c.  of  anti-horse  serum. 

Schneider  advises  stratifying  the  immune  sera  in  the  tube.  They 
should  be  kept  at  room  temperature.  If  "  tubes  1  and  3  show  a  clouding 
within  five  minutes  and  if  a  definite  precipitate  forms  within  thirty 
minutes,  the  other  tubes  remaining  perfectly  clear,  the  extract  is  prob- 
ably one  of  horse  flesh  or  the  flesh  of  some  other  single-toed  animal." 
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CHAPTER  XIV 

FOOD  PRESERVATION 

The  relation  of  bacteria  to  foods  may  be  considered  from  several 
viewpoints.  With  regard  to  the  changes  which  they  induce  in  foods 
they  may  be  divided  into  two  general  classes — the  desirable  and  the 
undesirable.  These  may  be  divided  somewhat  after  the  following 
manner: 

I.  Desirable  microorganisms: 

A.  Bacteria 

(a)  Fermented  milks 
(6)  Cheese  and  butter 

(c)  Pickles,  sauerkraut,  etc. 

(d)  Ensilage 

(e)  Industries,  leather,  retting,  etc. 

B.  Yeasts 

(a)  Leavening  agents 

(b)  Wine  and  beer 

C.  Molds 

(c)  Cheese 

II.  Undesirable  Microorganisms: 

A.  Those  which  cause  spoilage 

(«)  Fermentation,  putrefaction 

B.  Those  which  cause  food  poisoning 

The  question  of  food  spoilage  may  be  discussed  from  a  number « 
viewpoints.  Some  have  taken  up  each  special  food  such  as  milk,  meat, 
etc.,  and  discussed  the  types  of  change,  organisms,  etc.,  which  ^ 
involved.  More  recently,  however,  Kahn  (1913)  has  pointed  out  the 
possibility  of  discussing  the  large  groups  of  food  substances  wW 
undergo  decomposition  and  not  mentioning  each  particular  food.  F^ 
this  purpose,  he  has  devised  the  following  groups,  which  serve  very**" 
as  a  basis  for  a  consideration  of  food  spoilage: 
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>       I.  Proteins  (Acids  and  carbohydrates  in  traeesV 

Example:  Meat,  fish  and  eggs. 
)      II.  Carbohydrates  (Acids  ami  proteins  in  traces). 

Example:  Starch,  sugar,  honey. 
3    III.  Proteins + Carbohydrates  (Acid  in  traces). 

Example:   Milk,  cereals,  flour,  greens  (cabbage),  vege- 
tables. 
d     IV.  Acids  (Proteins  and  carbohydrates  in  traces). 

Example:  Vinegar. 
)      V.  Acid + Proteins  (Carbohydrates  in  traces). 

Example:  Hard  cheese,  sauerkraut. 
)     VI.  Acid + Carbohydrate  (Protein  in  traces). 

Example:  Must. 
)   VII.  Acid + Protein + Carbohydrate. 

Example:  Sour  milk,  butter,  fruit. 
)  VIII.  Acids,  carbohydrates  and  proteins  in  traces. 

Example:  Water, 
i  Rahn  points  out  the  type  of  decomposition  in  each  group  is  quite 
ly  defined.  The  decomposition  of  foods  in  Group  I  is  a  typical 
action  (Faulnis).  The  foods  under  Group  II  contain  too  little 
to  permit  of  microbial  cleavage.  Acid  fermentations  are  the 
of  change  for  Group  III. 

Food  Preservation 

epsis.    According  to  Rahn's  system  the  following  groups  of  food 
Lnces  may  be  preserved  by  asepsis. 
oup      I.  Meat,  fish,  eggs, 
oup  III.  Milk,  vegetables,  nuts. 
oup  VII.  Fruits. 

r  asepsis  is  meant  the  prevention  of  contamination  of  food  sub- 
s  by  undesirable  microorganisms  during  their  preparation.    The 
ing  factors  influence  this  method  of  food  preservation. 
[.  Conditions  of  production. 
[.  Amount  of  moisture. 
[.  Physical  structure*. 
\  Chemical  composition. 
\  Temperature. 

w  foods  are  produced  absolutely  free  from  microorganisms.     If 

kvere  the  case,  they  would  keep  indefinitely.     Since  this  is  prac- 

iinpossihlc,  it    has  become  necessary  to  reduce  to  a  minimum 
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unnecessary  contamination  during  production.  In  this  connection,  it 
should  be  remembered  that  many  foods  contain  bacteria  in  the  tissue. 
This  has  been  shown  in  other  places  in  this  book.  Hoagland,  McBryde 
and  Powick  (1917)  found  a  micrococcus  to  be  normally  present  within 
the  tissues  of  fresh  beef.  Bacteria  have  also  been  found  in  tissues  from 
other  sources. 

The  relation  of  environmental  conditions  during  production  to 
infection  of  foods  needs  no  extended  discussion.  Many  cases  of  food 
poisoning  from  meats  have  been  traced  back  to  infection  during  slaugh- 
ter. Other  factors  tend  to  render  the  aseptic  production  of  meat  im- 
practicable and  impossible.  Certified  milk  is  the  nearest  approach  to 
the  production  of  aseptic  milk.  Water  glass  is  used  for  preservation  of 
eggs  and  this  is  probably  a  good  example  of  aseptic  preservation  of  foods. 

The  humidity  of  the  atmosphere  in  which  foods  are  kept,  is  an  im- 
portant determining  factor.  Water  is  necessary  to  carry  food  into  the 
cell  and  remove  the  waste  products  from  the  cells  of  microorganisms. 
Spores  will  not  germinate  if  there  is  insufficient  moisture  present. 

The  physical  structure  of  the  food  may  determine  the  type  of 
decomposition.  Nature  has  provided  many  foods  with  efficient  har- 
riers against  the  attack  of  microorganisms.  Unless  these  are  broken  in 
some  way,  the  microorganisms  are  not  able  to  accomplish  any  damage. 
Fruits,  such  as  apples,t  cherries,  pears,  etc.,  are  provided  with  a  thick 
cellulose  skin  which  is  very  resistant  to  the  attack  of  microorganisms. 
Few  of  them  possess  a  cellulase  with  which  to  attack  this  barrier.  Eggs 
are  protected  by  a  shell  which  is  covered  with  a  gelatinous  layer.  If 
this  is  removed  by  washing,  the  egg  will  spoil  much  more  quickly. 

In  general,  the  conditions  under  which  a  food  is  produced  greatly 
influence  any  method  that  may  be  adopted  to  preserve  it. 

Spices.  Condiments  have  probably  been  a  little  over-emphasized 
as  food  preservatives.  Bitting  (1909),  in  studying  the  preserving 
action  of  spices  in  ketchup  found  that  cinnamon  and  cloves  were  the 
strongest  antiseptics.  He  boiled  20  gins,  of  the  whole  spice  in  200  c.c. 
of  water  for  forty-five  minutes.  This  was  then  filtered  and  from  0.1 
to  5  c.c.  of  the  filtrate  added  to  tomato  bouillon.  Mustard,  paprika 
and  cayenne  pepper  checked  growth,  but  5  c.c.  of  the  highest  strength 
did  not  inhibit  growth.  Bachmann  (1916),  using  different  technique 
secured  somewhat  the  same  results.  Using  the  oils,  she  found  that 
cinnamic  aldehyde  was  most  effective  in  preventing  the  growth  of «" 
organisms  studied.  Eugenol  and  oil  oi  allspice  had  a  distinct 
ative  action.  Molds  were  found  to  be  more  senflitivp 
teria  or  yeasts. 
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The  investigations  carried  out  at  the  University  of  Wisconsin  have 
m  us  much  information  on  the  use  of  spices  as  preservatives  (Hoff- 
an  and  Evans,  1911,  Bachmann,  1916).  Cinnamic  aldehyde  and 
enol  were  found  to  be  especially  important  in  preserving.  Both  of 
se  are  found  in  cinnamon  and  cloves  and  probably  accounts  for 
preserving  action  of  these  condiments.  In  the  later  paper  by  Bach- 
on  a  new  method  was  used  by  which  the  plain  and  spice  agar  could 
used  in  the  same  Petri  dish.  The  results  are  quite  similar  to  those 
sen  ted  in  a  former  paper.  Pepper  "and  nutmeg  were  not  able  to 
ard  growth  of  microorganisms.  Cloves  and  allspice  in  large  amounts 
re  effective.  In  a  later  paper  Bachmann  (1918)  reported  that  bac- 
ia,  molds  and  yeasts  show  a  marked  sensitiveness  to  different  brands 
spice.  The  growth  of  microorganisms  on  a  spiced  medium  may  be 
:en  as  a  criterion  of  the  preservative  value  of  the  spice. 
Garlic  was  found  to  possess  a  prophylactic  action  by  Minchin  (1917) 
diseases  of  diphtheria,  typhus  and  typhoid.  It  would  possibly 
Bess  the  same  action  in  food  preservation. 

Fermentation.  This  process  of  preservation  is  limited  to  a  certain 
r  foods.  The  acids,  principally  lactic,  are  relied  upon  to  suppress 
t  growth  of  putrefactive  bacteria.  Brown  (1916),  in  studying  the 
ne  pickle  fermentation  reports  that  many  bacteria  may  enter  the 
ik,  but  only  those  which  can  tolerate  12  to  20  per  cent  of  salt  are  con- 
ned in  the  normal  fermentation.  He  found  that  the  acidity  of  new 
ne  is  practically  zero  and  gradually  increases  to  50  per  cent  N/10  or 
)ve.  Lactic  and  acetic  acids  predominate  with  a  ratio  of  about  2:1. 
len  the  scum  yeasts  reduced  the  acid  from  the  surface  downward,  the 
kles  were  liable  to  decomposition. 

From  the  fact  that  lactic  acid  is  so  important  in  the  keeping  of 
kles  it  may  be  wondered  whether  the  salt  is  really  necessary.  Rahn 
13)  has  answered  this : 

This  question  must  doubtless  be  answered  with  yes.  If  no  salt,  or  only 
e  salt  would  be  added  the  keeping  quality  of  brine  pickles  would  be  like 
t  of  the  dill  pickles,  or  even  less,  since  the  spices  of  the  dill  pickles  have  a 
ain,  though  very  small,  disinfecting  value.  Salt  retards  all  life  activities 
►acteria;  it  makes  the  fermentation  go  slower  and  it  makes  the  acid  destruc- 
t  by  the  scum  yeast  slower,  too.    The  more  salt  the  longer  will  the  pickle 

P. 

The  fermentations  involved  in  the  preservation  of  sauerkraut  are 
le  different  from  those  of  pickles.  According  to  Round  (1910) 
teria  are  the  important  organisms  concerned  in  the  fermentation 
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ami  when  air  is  allowed  to  come  in  contact  with  the  brine  or  kraut, 
there  is  a  vigorous  growth  of  scum  yeasts.  Vats  which  showed  an 
abnormal  fermentation  contained  a  different  species  of  bacteria  from 
the  normal  which  got  into  the  brine  before  the  acid  was  high  enough 
to  prevent  their  growth.  In  a  later  paper  (1917)  Round  states  that 
the  respiration  of  living  tissue  is  important  in  gas  production.  Bacillus 
bnUiiea  (Wehmer)  and  Bucillus  cacumcris  fermentatcc  (Henneberg) 
represented  the  types  which  produced  the  greatest  amounts  of  acid. 

Smoking.  Smoke  has  been  used  for  a  long  time  to  preserve  foods, 
especially  meals.  Il  probably  acts  by  closing  the  pores  of  the  meat  ami 
thus  preventing  the  entrance  of  bacteria.  The  smoke  contains  different 
volatile  products  which  are  deleterious  (o  (he  organisms  causing  putre- 
faction. The  creosote  compounds  are  also  objectionable  to  certain 
insects  which  might  pass  their  larval  stage  on  it. 

Smoke  also  imparls  a  flavor  to  meats  which  is  desired.  This  is 
especially  true  with  meats  which  have  passed  through  a  pickle.  Resin- 
incus  woods  are  never  used  since  these  impart  an  undesirable  flavor  In 
the  meat.  Green  hickory  is  advised  for  smoking  under  domestic  con- 
ditions or  corn  cobs  may  serve  as  fuel.  Under  commercial  conditions, 
piles  of  hickory  logs  are  burned  under  the  meat  (hams).  Toward  the 
end  of  the  smoking  period,  hickory  sawdust,  is  thrown  on  to  give  the  hams 
a  brown  color  (MacManus,  1917). 

McBryde  (1911)  has  studied  an  economically  important  infection  of 
.  hams  known  as  ham  souring.  In  advanced  cases,  the  ham  will  possess 
a  distinctly  putrefactive  odor  while  in  the  early  stages  the  odor  may 
be  indefinite  and  a  little  "  off,"  McBryde  isolated  an  anaerobic  bacillus 
(B.  putrefticies)  with  which  he  satisfied  the  postulates  of  Koch.  Since 
it  is  an  anaerobic  bacillus  it  develops  in  the  deeper  portions  of  the  ham. 
The  portions  nearest  the  bone  seem  to  be  attacked  first. 

Concentrated  Solutions.  The  cell  membrane  should  be  regarded 
as  a  semi-permeable  membrane  and  the  passage  of  liquids  through  il 
is  governed  by  the  laws  of  osmosis  and  osmotic  pressure.  This  is 
dependent  upon  the  size  of  the  molecule  and  type  of  substance  in 
solution.  The  osmotic  pressure  is  proportional  to  the  number  of 
molecules  in  solution.  In  salt  and  sugar  solutions  then,  of  equal  con- 
centration by  weight,  the  salt  will  exert  a  greater  destructive  action  than 
the  sugar  which  is  present  in  a  fewer  number  of  molecules. 

Salt  as  a  Preservative.  Much  more  data  are  available  in  regard 
to  the  use  of  salt  than  carbohydrates.  In  this  case  it  is  used  to  prevent 
the  growth  of  certain  organisms  and  favor  the  growth  of  others.  In 
early  times  salt  served  as  currency  and  was  too  expensive  to  be  used 
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in  food  preservation.  As  methods  for  its  manufacture  were  developed 
it  became  too  abundant  for  currency  and  gradually  was  used  for  preser- 
vation of  foods.  Different  reasons  have  been  ascribed  for  the  keeping 
power  of  salt. 

I.  Exerted  a  poisonous  action. 
II.  Made  the  moisture  unavailable  for  the  microorganisms. 

III.  Destroyed  cells  by  plasmolysis. 

Rapin  and  Weigman  (-1913)  found  that  salt  contained  bacteria.  Salt 
which  was  kept  in  barrels  had  a  high  number  of  bacteria  in  the  upper 
layers.  Spore-forming  varieties  were  found  which  would  attack  milk 
fat  when  this  was  salt  used  dairying. 

Peterson  (1900)  reported  some  interesting  data  from  which  the 
change  of  species  of  microorganism  with  salt  concentration  may  be 
noted.  In  low  concentrations  the  flora  is  more  heterogeneous.  Between 
12  and  15  per  cent  concentration  the  rods  are  killed.  Wild  yeasts 
develop  in  25  per  cent  of  salt.  These  data  were  secured  from  studies  on 
fish.     (See  Table  48.) 


Table  XL VIII 

INFLUENCE  OF  SALT  UPON  THE  BACTERIAL  FLORA  AND  DECOM- 
POSITION OF  FISH 

(Peterson,  1900) 

The  figure  indicates  the  day  after  salting  when  bacteria  or  chemical  change  was 
first  noticed.  ' 


Salt  concentration 
Rods,  appear. 

Rods,  plenty 

Cocci,  appear 

,  Cocci,  plenty . .  .  . , 
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Yeast,  plenty 
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The  blank  spaces  indicate  that  change  was  not  observed  in  seventy-five  days. 


De  Freytag  (1890)  studied  the  effect  of  concentrated  salt  solutions 
on  pathogenic  bacteria.  The  brine  used  for  preserving  meat  had  the 
following  effect  on  bacteria: 

In  Salt — Concentrated — the  Following  Died: 

(After  de  Freytag) 

B.  anthracis After  hours 

B.  anthracis  spores Not  in  6  months 

B.  typhosus After  5  months 

B.  of  hog  erysipelas After  2  months 

Vibrio  cholera? After  6-8  hours 

Strep,  erysipelatis Not  in  2  months 

Staph,  pyogenes After  5  months 

B.  tuberculosis Not  in  3  months 

B.  diphtheria) Not  in  3  weeks 

(After  Stadler) 

B.  coli Not  in  6  weeks 

B.  enteriditis After  4J  weeks 

B.  morbificans  bovis After  3  weeks 

B.  proteus Not  in  3  weeks 

B.  typhosus Not  in  6  weeks 

B.  diphtherial Not  in  4J  weeks 

Staph,  pyogenes Not  in  6  weeks 

B.  lad.  aerogenes Not  in  6  weeks 

B.  pestis Not  in  16  weeks 

Stadler   (1899)   found    that  Bad.  coli  commune,   Bac.  morbificans 
bovisy  Bac.  enteritidis,  Bac.   (proteus)  vulgaris  and    Bacillus  botulinus^ 
werc  inhibited  in  salt  concentrations  of  7-10  per  cent.     Fettick  (1908V 
studied  the  relation  of  salt  to  butter  preservation.     His  conclusions 
were  drawn  from  counts.     They  were  about  the  same  on  salted  and 
unsaltcd  butter.     Inoculating  pure  cultured  into  sterile  butter,  several 
molds  Bacillus  fluorescens  liquefaciens,  and  lactic  acid  bacteria  grew  at 
3  per  cent  concentration.     Bacillus  colon,   Bacillus  subtilis,   Bacillus 
acrogens  and  some  torulae  multiplied  at  6  per  cent  concentration.    From 
these  data,  Fettick  concludes  that  a  concentration  of  about  3  per  cent 
of  salt  should  be  used  in  butter.     This  will  allow  the  lactic  acid  bacteria 
to  grow  but  prevent  the  others.     In  connection  with  butter  the  data  of 
Washburn  and  Dahlberg  (1917)  is  interesting.     They  conclude  that 
salt  hastened  the  deterioration  of  the  butter.     They  found  little  relation 
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between  the  bacteria  acidity  and  score.  Rahn,  Brown  and  Smith 
(1909)  found  that  salted  butter  kept  better  than  unsalted.  Micro- 
or-f^anisms  were  found  in  slated  butter  which  multiplied  slowly  at  — 1>°  C. 
Thorn  and  Shaw  (1915)  found  that  2.5  to  3  per  cent  of  salt  was  necessary 
to   keep  down  mold  growth  in  butter. 

Giltner  and  Baker  (1915)  in  studying  the  effect  of  salt  on  the  flora 
ir*  butter  have  given  some  information  which  might  be  considered  in 
ttvis  place.  They  found  that  12  per  cent  of  salt  does  not  retard  growth 
in  all  cases  and  that  some  bacteria  are  able  to  withstand  20  per  cent  of 
sait.  Streptococci  were  found  to  be  sensitive  to  salt  while  staphylo- 
cocci and  micrococci  were  not.  The  greater  part  of  the  yeasts  and 
tomilae  in  butter  cannot  withstand  as  much  salt  as  the  cocci.  Eight  jmt 
cent  of  salt  was  believed  to  limit  the  physiological  activities  of  most 
bacteria.  Continued  cultivation  of  some  organisms  on  salt  agar  in- 
c*"^ased  the  salt  tolerance. 

Weichel  (1910)  studied  the  effect  of  salt  on  the  bacteria  which  are 
concerned  in  food  poisoning.  He  found  that  by  inoculating  broth  eon- 
twining  various  amounts  of  salt  with  B.  enteritidis,  B.  paratyphi  ll  B" 
^-  aertryke,  that  the  cultures  lived  for  between  33-95  days.  Extending 
study  to  meat  inoculated  before  pickling,  he  found  that  inoculated 
showed  a  complete  reduction  in  bacteria  in  12  to  19  per  cent  of 
8^lt;  only  after  75  days.  Ptomaines  formed  by  bacteria  were  not  dc- 
^^'Xyed  by  salting.  In  this  connection  Serkowski  and  Tornczak  (191 1) 
^■^.ted  that  15  to  20  per  cent  of  salt  was  required  to  be  of  prophylactic 
v^lue  with  respect  to  bacteria  which  cause  food  poisoning. 

Lewandowsky  (1904)  observed  a  differential  action  of  certain  salts. 

^  25  per  cent  solution  of  sodium  chloride  was  about  as  efficient  as  a 

^O  per  cent  solution  of  potassium  nitrate.    The  chlorides  of  potassium 

**tid  sodium  possessed  about  the  same  efficiency  in  solutions  of  equal 

Molecular  concentration. 

Bitting  (1909)  in  studying  spoilage  of  tomato  ketchup  trwrd  i\u-  cAmX 
frf  salts.  Increasing  amounts  were  put  into  100  c.c.  portion*  of  Uiuillon 
>hich  were  later  inoculated  with  molds  and  yea*!*,  A  5-gm.  *ohjf  ion 
had  no  effect  on  molds.  A  30-grn.  solution  allowed  no  df-v-lopm'tit. 
of  the  mold.  The  yeast  did  not  develop  in  a  \~>-vii%.  -^Iu'i%.  Th'-wr 
data  are  interesting  in  connwtion  with  th*  work  of  W'rhfo'-r  *i?.'j  Ivm^^. 
son  (1900).  WehrrK-r  i>*;lat'-d  a  y*a.-t  from  h<-mri&r  ut.:j-  y.r».':r»  v,;t.* 
inhibited  by  15  p*-r  <-f-u*.  oi  -aK  Y'-v *:?-:.«, u  <:ot.Un(.<*i  *:...-  <\  iuw  * 
study  of  feh  hrisif-. 

Thorn  (1914  \:s/:\.:S(-<\  <z.^*W-  -<,'.**/,:>  '/>'.. \>„.:..:.v  o.:?'- .*«:.*.'; 
amounts  of  salt  *»>.h  -Lr.wr.  ';..-•  a.**.-t  ',:  >...'.._i      '.' r.     ■■-„.*-.  **•<; 
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shown  in  Table  XLIX.     From  this,  as  Thorn  has  pointed  out,  it  will  lie 
seen  that  the  lower  percentages  of  salt,  delayed  growth  but  did  not 
prevent  it  completely.     At  15  per  cent  salt  concentration  the  molds  arc 
inhibited. 

Table  XLIX 

SHOWING  THE  EFFECTS  OF  DIFFERENT  CONCENTRATIONS  OF  SALT 
ON  THE  DEVEI/1PMENT  OF  MOLDS 
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e  fishermen  often  attempt  to  reduce  the  amount  of  water  taken  from 
1  tie  fish  by  using  lesser  amounts  of  salt  so  that  the  fish  will  weigh  more 
in  port.  Souring  may  result.  After  the  fish  are  on  shore  they  may  be 
f  virther  dried  by  means  of  salt.    The  amount  of  salt  taken  up  by  fish 

given  in  the  following  table  from  Bitting. 

AMOUNT  OF  SALT  TAKEN  UP  BY  FISH  PUT  UP  IN  DIFFERENT  FORMS 

(After  Bitting,  1911) 


1 

!            Salt,  Per  Cent. 

Moisture,  Per  Cent. 

I**ish  cakes 

18.9 
14.5 
19.6 
20.6 

47.6 

&l^ck  salted 

37.2 

E^cport 

^*xredded 

25.6 
46.2 

Reddening  of  Cod  Fish.  Bitting  (1911)  has  discussed  the  bibliog- 
raphy of  this  subject.  His  own  work  on  this  question  yielded  a  coccus 
and  bacillus  as  the  possible  causes.  He  has  reported  the  complete 
cultural  characters  of  these  organisms.  Indications  point  to  the 
infection  of  the  fish  during  its  preparation.  Undoubtedly  the  organism 
is  able  to  resist  the  action  of  salt. 

Pickling.  This  might  be  discussed  under  another  heading.  Pickles 
are  usually  combinations  of  sugar,  salt  and  often  molasses.  They  are 
usually  used  in  such  combinations  and  concentrations  that  they  inhibit 
bacterial  life  but  do  not  blot  it  out  entirely.  Salt  acts  as  a  dehydrating 
agent.  One  result  of  this  is  a  hardening  of  the  tissue.  Sugar  does  not 
do  this,  and  is,  therefore,  often  used  with  salt.  It  imparts  a  sweet 
flavor  to  the  meat.  Hoagland  (1908)  regards  the  action  of  saltpeter 
in  influencing  the  color  of  meat  as  due  to  the  formation  of  no  hemoglobin. 
Saltpeter  is  reduced  within  the  meat  to  nitrites  which,  in  turn,  are 
changed  to  nitric  oxide.  This  unites  with  the  hemoglobin  to  give  the 
characteristic  red  color.  Saltpeter,  which  is  used  in  many  pickling 
solutions,  probably  exerts  little  effect  on  bacteria. 

Sugar.  Carbohydrates  lack  some  of  the  preserving  action  of  the 
salts.  Bitting  (1909)  also  tried  the  effect  of  sugar  in  preserving  tomato 
bouillon.  No  effect  of  sugar  was  noticed  until  the  amount  of  sugar 
had  reached  25  gins,  per  100  c.c.  of  bouillon.  With  the  molds  studied, 
sirups  were  prepared  up  to  200  gins,  of  sugar  per  100  c.c.  of  tomato 
bouillon.  The  growth  became  slower  up  to  170  gins.  Above  170  gnis. 
it  required  two  months  to  get  growth.  Yeasts  were  not  able  to  survive 
80-gm.  solutions  of  sugar. 


FOOD  PRESERVATION 

Drying.  Ml  forms  of  life  demand  moisture,  Especially  is  this  the 
case  with  the  lower  forms  whose  body  structures  are  made  up  of  about 
90  per  cent,  water.  Nature  uses  this  method  for  preserving  the  cereal* 
against,  attack  of  microorganisms.  Crackers,  if  kept  dry,  may  be  pre- 
served indefinitely.  Various  meats  are  not  susceptible  to  the  attack 
of  bacteria  in  the  dry  condition. 

According  to  Rahn's  classification  the  following  groups  may  be  pre- 
served by  drying: 

Group      I.  Protein  foods. 

Group    II.  Carbohydrate  foods. 

Group  III.  Proteins+carbobydrates. 

Group  VII.  Acid+protem+carbohydrates. 

Some  of  the  food  products  coming  under  these  groups  do  not  lend 
themselves  conveniently  to  evaporation  or  diying.  Beattie  and  Gould 
(1017)  gave  an  excellent  treatise  on  the  methods  and  apparatus  used  in 
the  commercial  application  of  drying  to  food  preservation. 

Gold  Storage.     All  microorganisms  are  very  susceptible  to  changes 
in  temperature.     The  great,  majority  have  their  range  of  optimum  tem- 
perature between  20°  C.  and  40°  C.     In  any  discussion  of  cold  storage 
the  psychrophilic  bacteria  are  concerned.     About  all  that  may  be  said 
with  regard  to  freezing  is  that  it  inhibits  or  delays  bacterial  development 
and  exerts  a  selective  action.     Much  data  has  been  recorded  in  the  lit- 
erature to  prove  this.     Pictet  and  Joung  (1884)  soon  after  pure  cultures 
were  made  possible,   subjected   many   bacteria  to   low   temperatures 
(—130°  C).     Koch  (1884)  demonstrated  that  the  cholera  vibrio  could 
resist.  -10°  C.  for  ten  hours.     MacFayden  (1900),  using  liquid  air  tem- 
peratures of  -190°  C,  found  that  bacteria  were  resistant.     Paul  and 
Prall  (1907)  used  the  garnet  method  to  study  the  effects  of  low  tem- 
peratures on  bacteria  and  the  rate  of  death.     For  100  days  the  number 
of  bacteria  remained  constant  at  liquid  air  temperatures.     Those  which 
were   kept   at  room   temperature  and   icebox   temperature  decreased 
rapidly.     Sedgwick,    Hamilton    and    Funk    (1917)    have   shown   thai 
some  bacteria  remain  alive  longer  in  solutions  at  low  temperatures 
which,   at   higher   temperatures,   are   decidedly   toxic.     They  assume 
"  that  the  mechanical  protection  given  bacteria  from  shearing  ice  crys- 
tals by  solutes  is  important."     Ruafa  (1918)  has  secured  results  in  this 
connection  which  indicate  thai  cold  if  applied  long  enough  will  destroy 
bacteria.     He  worked  with  dry  cold  at  temperatures  of  —4°  C.  aud 
—  12°  C.     Tubes  were  withdrawn  from  the  freezing  environment  and 
incubated  on  successive  days.     On  the  fourth  day  the  number  of  col- 
onies which  developed  had  decreased  to  from  3  to  49  while,  on  the  second 
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lay,  thousands  of  colonics  had  appeared.  After  the  fourth  day  none 
developed.  This  author  believes  that  other  investigators  on  this  sub- 
pet  have  noi  allowed  a  sufficiently  long  contact  with  the  cold.  It  ii 
stated  that  even  one  cell  on  the  interior  could  start  a  culture. 

Some  difference  is  made  with  regard  to  whether  the  food  is  kept 
above  or  below  freezing.  Below  freezing,  growth  and  multiplication 
an  probably  impossible  on  account  of  lack  of  moisture.  Above  freezing, 
tfae  moisture  is  available  and  multiplication  takes  place  even  1  hough  it 
is  very  slow.  Just  above  freezing,  ii  is  possible  for  the  putrefaction 
bacteria  lu  grow.     These  may  cause  the  formation  of  toxic  substances. 

Cold  storage  is  relied  upon  to  save  many  fowls,  Some  of  these  air 
produced  in  greater  abundance  in  one  season  or  are  eaten  many  miles 
from  the  source  of  production.  Refrigeration  has  made  this  possible. 
Mutton  preserved  by  cold  storage  during  shipment  from  Australia  is 
now  eaten  in  England.  Beef  from  Argentina  is  shipped  to  many  parts 
of  the  world.  Burrows  (1914)  described  a  quarter  of  beef  which  had 
been  kept  frozen  for  eighteen  years.  Microscopic  examination  of  the 
fibers  showed  a  normal  appearance.  The  meat  was  consumed  with  no 
signs  of  digestive  disturbance.  Burrows  stated  that  the  meat  had 
been  kept  in  a  chamber  in  and  out  of  which  other  beef  was  posting 
and  regarded  this  as  a  factor  in  the  preservation  of  eighteen-year  beef. 

The  bacteriological  features  concerned  with  cold  storage  have  been 
studied  by  the  Bureau  of  Chemistry  of  the  U.  S.  Department  of  Agri- 
culture. Milk  stored  at  freezing  temperatures  was  found  to  contain 
many  millions  of  bacteria  at  the  end  of  a  month.  The  chemical  chai 
aetcristics  of  the  milk  also  underwent  a  detectable  change.  (Penning- 
ton, 1908). 

Wiley  (1908)  and  his  colleagues  have  secured  much  data  with  regari 
to  the  cold  storage  of  eggs.  They  found  that  the  flavor  of  the  ( 
began  to  deteriorate  quickly.  Certain  constituents  during  continue* 
cold  storage  were  found  to  develop  rosette  crystals  in  the  yolks. 
which  were  stored  for  a  year  decreased  about  10  per  cent  i"  weight. 
With  regard  to  poultry,  these  investigators  found  that  undrawn  poultry 
kept  better  than  the  drawn.  It  was  stated  that  cleaning  of  the  fow 
should  be  done  carefully  or  there  was  danger  of  serious  infection  of  tin 
muscle  tissue. 

Pennington  has  studied  the  changes  which  take  place  in  poult r 
during   cold   storage.     Visible  changes   were  found.     The  cold-stored 
poultry  were  found  to  contain  appreciable  numbers  of  bacteria  in  the 
tissue  while  the  tissues  of  fresh  fowls  were  sterile.     In  a  paper  published 

1917,   Pennington   reports   the  results  of  chemical,   bacteriological 
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and  histological  studies  made  on  poultry  stored  between  temperature.* 
of  —9  anil  —13°  0.  below  freezing.  These  birds  were  frozen  hard. 
There  was  no  loss  in  nutritive  value  but.  a  change  in  flavor  was  detected 
after  nine  months.  Chemical  changes  which  were  observed  WB 
thought  to  be  due  to  enzymic  rather  than  bacterial  causes.  The  aerobic 
liactcria  dec] eased  in  the  muscle  during  storage  as  the  period  lengthened, 

Above  freezing,  different  lots  were  stored  at  29.3°  C  at  from  7.2  to 
12.8°  C.  and  at  0°  C.  Bacteria  in  muscles  and  skin  increased  at  all 
three  temperatures  but  the  increase  was  smaller  as  the  temperature 
approached  0°  C.  The  amino  and  basic  nitrogen  increased  at  the 
expense  of  protein  nitrogen. 

Pressure.  Bite,  Giddings  and  Weakley  (1914)  studied  the  effect, 
of  pressure  on  bacteria  in  canned  fruits  and  vegetables.  The  bacteria 
which  caused  spoilage  of  sweet,  ripe  fruits  could  be  destroyed  by  pres- 
sure. One  hundred  thousand  pounds  for  ten  minutes  stopped  the  fer- 
mentation of  grape  juice.  Apple  juice  which  was  subjected  to  60,000 
to  80,000  lbs.  for  thirty  minutes  remained  sweet.  These  authors  kept 
apple  juiee  which  had  been  subjected  to  90,000  to  120,000  lbs.  for  five 
years.  Inconsistent  results,  however,  were  secured  with  hlacklwrrii* 
and  raspberries.  Tomatoes  also  gave  such  results.  The  work  indi- 
cates that  more  study  is  necessary  to  overcome  some  of  the  difficulties 
of  the  process  in  its  application  to  food  preservation.  Bridgman  (1914) 
found  that  egg  white  became  somewhat  stiffened  when  it  was  exposed 
to  75,000  lbs.  per  square  inch  for  thirty  minutes  at  20°  C.  Larson, 
Hartzcll  and  Diehl  (1918)  found  that  a  direct  pressure  of  6000  atmw- 
pheivs  would  kill  non-spore  forming  bacteria  when  applied  for  fourteen 
hours.  It  required  12,000  atmospheres  for  the  same  length  of  time  to 
kill  the  spore  formers.  This  has  much  significance  in  the  BteriEntUt 
of  foods  by  this  method  since  the  spore  formers  cause  much  of  the  t rouble 
in  spoilage.  In  an  atmosphere  of  CO2  50  atmospheres  for  1.5  hours 
killed  non-spore  formers. 

Canning.  Appert  in  1802  first  showed  that  foods  could  be  pre- 
served if  they  were  sterilized  and  kept  in  hermetically  tight  containers. 
This  discovery  stimulated  the  use  of  the  process  and  it  spread  rapidly 
to  various  parts  of  the  world.  Bitting  (1917)  has  shown  the  extent  of 
the  canning  industry.  For  the  year  1914,  103,765,923  cases  of  canned 
food  products  were  put  up.  These  were  valued  at  $258,798,036.  H* 
states  that,  the  United  States  is  not  only  the  largest  producer  but  al» 
the  largest  consumer  of  canned  foods.  The  future  of  this  industry 
seems  very  bright  and  each  day  sees  a  new  type  of  food  preserved  by 
this  method. 
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Process  of  Canning.  The  following  pages  on  this  topic  are  taken 
n  the  various  publications  of  Bitting  (1917,  1915,  1912) : 
Raw  Materials.  These  must  be  of  first-class  quality  in  order  to 
are  a  high-grade  canned  product.  The  canning  factory  should  be 
ited  near  the  point  of  production  in  order  to  have  the  produce 
ivered  in  fresh  and  unharmed  condition.  Corn  and  peas  lose  their 
ih  appearance  soon  after  harvesting.  Beans  become  tough .  and 
ngy.  The  same  may  be  said  with  regard  to  the  canned  fish  industry, 
ecent  type  of  fish  cannery  is  constructed  on  a  boat  which  is  floated 
the  fishing  grounds. 

Preparation.  The  procedure  in  this  case  depends  solely  on  the 
duct  for  obviously,  the  operations  will  depend  on  the  food  to  be 
med.  As  the  produce  is  brought  to  the  cannery  it  is  roughly  graded 
ording  to  size,  quality  or  maturity.  These  are  handled  separately, 
ae  fruits  need  no  more  preparation  than  picking  out  foreign  matter 
I  effective  material.  Others  need  peeling,  pitting,  coring  and  sizing, 
•tain  vegetables,  on  the  other  hand,  require  more  preparation  than 
fruits.  Peas  must  be  threshed  from  the  vines,  corn  cut  from  the 
>,  and  string  beans  snipped  and  stringed.  Most  of  this  work  is  done 
machinery. 

Grading.  This  is  done  to  secure  a  uniformity  of  the  product, 
ting  regards  this  as  having  been  carried  to  excess  when  it  is  realized 
t  there  are  ten  or  twelve  grades  of  peas,  fifteen  to  eighteen  grades  of 
ches  and  ten  grades  of  cherries.  Grading  for  size  is  purely  mechan- 
.  The  produce,  when  possible,  is  sifted  through  perforated  cylinders, 
*ens,  vibrating  rolls,  etc. 

Washing.  This  is  a  thorough  process  in  industrial  canning.  The 
king  of  peas  requires  nearly  1  gal.  of  water  for  each  can. 
Blanching.  This  is  carried  out  for  several  reasons,  depending  upon 
product.  The  object  is  not  to  whiten  as  the  term  would  indicate. 
nay  be  to  remove  the  sticky  or  gelatinous  coating  from  beans,  peas, 
.,  or  to  make  more  flexible  and  of  uniform  color  as  with  cherries. 
Filling  the  Cans.  Whether  this  is  done  by  hand  or  machinery 
lends  upon  the  product.  Material  like  peas,  squash,  corn,  beans,  and 
niny  are  put  into  the  cans  by  machinery  while  such  fruits  as  pears, 
tches,  must  be  put  into  the  cans  by  hand  in  order  to  secure  uniform 
ng  of  the  cans. 

Siruping  and  Brining.  Most  canned  foods  have  a  sirup  or  brine 
led.  The  lowest  grade  products  are  packed  in  water.  This  brine 
y  be  either  salt,  sugar  or  a  mixture  of  both  depending  upon  the 
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Exhausting.  The  can  is  heated  until  hot  in  order  to  drive  out  as 
much  air  as  possible.  This  is  not  done  with  produce  which  is  canned 
hot  or  which  receives  a  hot  brine. 

Closing  the  Cans.  This  is  now  done  mostly  i>y  machinery  whether 
the  cans  are  soldered  or  crimped. 

Processing.  This  is  the  final  treatment  given  the  cans  and  is  done 
soon  after  the  cans  are  capped.  This  may  be  done  either  below  or 
above  the  boiling-point.  The  desired  temperature  is  maintained  either 
by  hot  water  or  an  atmosphere  of  steam.  After  the  "process"  the 
cans  must  be  cooled  else  the  products  will  be  over  cooked.  This  is 
probably  one  of  the  most  important  steps  in  the  canning  procedure. 
Much  loss  is  often  caused  by  errors  at  this  point.  It  is  often  necessary 
to  make  the  "  process  "  a  subject  of  careful  study  because  the  length 
must  often  vary  even  from  day  to  day  during  the  packing  of  the  same 
goods. 

Furthermore,  it  is  known  that  the  process  is  dependent  upon  the 
character  of  the  contents  of  the  cans.  Acid  products  like  strawberries 
require'  :\  lower  process  than  a  product  like  corn  or  beans.  The  thermal 
death  point  of  microorganisms  is  lowered  by  the  presence  of  acid.  Bit- 
ting and  Bitting  (1917)  have  studied  the  heat  penetration  of  cans  and 
found  a  great  variation  with  the  character  of  the  food.  The  tempera- 
ture of  a  No.  3  can  filled  with  water  raised  from  85°  F.  to  210°  F.  in  four 
minutes.  Sweet  potatoes  gave  different  results  and  were  decidedly 
more  sluggish  in  their  change  of  temperature. 

The  Container.  In  commerce  tin  cans  are  almost  exclusively  used 
although  paper  cans  have  a  promising  outlook.  Many  shapes  and 
varieties  are  now  used.  Bitting  makes  the  following  statement  with 
regard  to  this: 

First,  the  cans  were  made  to  utilize  a  standard  sheet  of  metal  with  the  min- 
imum of  wastJ-  by  the  method  of  can  makinc  i'i  vogue  at  the  time.  This  resulted 
in  cans  of  arbitrary  volume,  bearing  no  definite  relation  to  standards  of  volume, 
like  the  pint,  i|iuirt  or  gallon  and  un fortunately  they  did  not  bear  n  close  rela- 
tionship to  the  quantity  that  would  be  consumed  at  a  single  meal  by  an  average 
family.  A  size  of  par-knee  was  started,  however,  which  hat  |<ersisted  because 
of  a  fixture  in  trade  and  the  expense  in  changing  machinery,  cans,  shipping 
Secondly,  was  the  introduction  of  sizes  to  fit  a  given  weight  of  a 
certain  product.  This  has  been  particularly  true  of  meat  products,  as  4,  S,  12, 
and  lfi-ounce  cans.  The  sizes  that  will  hold  these  weights  of  a  ground  meat 
will  not  hold  the  same  quantity  if  cereal  he  added  or  if  large  cuts  or  pieces  be 
used  in  place  of  the  finely  ground  product.  Thirdly,  is  the  attempt  to  make 
cans  that  will  hold  a  quantity  of  a  given  article  to  retail  at  a  popular  price,  like 
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10  cents.    This  applies  to  soup,  beans,  etc.    Table  L  gives  the  sizes  and  vol- 
umes of  the  standard  cans. 

Table  L 
SHOWING  THE  SIZES  AND  CAPACITIES  OF  STANDARD  CANS 

(After  Bitting) 


Number. 

Diameter  in  Inches. 

Height  in  Inches. 

Capacity  in  Ounces. 

1 

2tt 

4 

12 

2 

3A 

4A 

22.2 

2J 

4A 

41 

32.6 

3 

41 

41. 

36.4 

10 

6A 

7 

116.1 

Under  domestic  conditions,  glass  cans  have  been  much  used.  Great 
care,  however,  has  to  be  used  to  secure  a  tight  seal,  which  is  often  ren- 
dered difficult  on  account  of  poor  rubber  gaskets. 

Swells.  According  to  Bigelow  (1914)  a  "  swell "  is  a  can  which 
has  undergone  decomposition  by  microorganisms  accompanied  by 
generation  of  gas,  which  first  releases  the  vacuum  and  then  causes 
pressure  in  the  can.  This  decomposition  is  often  of  putrefactive  nature 
and  may  be  rapid  or  slow,  according  to  the  organisms  and  temperature. 
They  are  caused  by  different  factors.  Insufficient  sterilization  or  leak}' 
cans  are  evident  causes.  One  leaky  can  may  infect  other  cans  in  a 
similar  condition. 

Baker  (1912)  has  given  some  attention  to  the  composition  of  gases 
occurring  in  commercial  canned  foods.  Some  of  the  analyses  given 
below  are  taken  from  his  paper: 

Can  of  red  raspberries,  eighteen  months  old: 

Per  Cent. 

Carbon  dioxide 8.40 

Oxygen 00 

Hydrogen 65.50 

Nitrogen 26. 10 

Can  of  strawberries,  eighteen  months  old: 

Per  Cent. 

Carbon  dioxide 12.60 

Oxygen 00 

Hydrogen 72.40 

Nitrogen 15.00 
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Raker  stntcs  thai  the  analyses  of  probably  100  samples  of  gas  from 

nd  cans  has  never  shown  any  oxygen.  Mo  attributes  this  to  the 
oxidation  of  tin  and  iron  salts,  and  combination  with  nascent  hydrogen. 

Springers.  Bigelow  (1914)  defines  a  springer  as  a  "  can  whose  ends 
are  mora  or  less  hulked,  owing  to  pressure  from  hydrogen  generated  u  a 
result  of  the  eliemical  action  of  the  contents  on  the  metal  of  the  con- 
tainer or  because  the  can  was  overfilled  or  insufficiently  exhausted." 
Cans  with  bulged  ends  may  be  caused  by  expansion  due  to  a  rise  in 
temperature.  These  will  soon  return  to  normal  shape  when  the  tem- 
perature is  lowered.  Baker  (1912)  states  that  the  gases  in  the  head 
spaces  of  springers  are  never  more  than  three;  carbon  dioxide,  nitrogen 
and  hydrogen.     Often  hydrogen  is  absent  and  oxygen  is  rarely  found. 

Flat  Sour.  This  is  a  general  term  and  may  be  used  to  cover  many 
abnormalities  of  canned  goods.  Flat  sours  contain  no  gas  and  since 
there  is  nothing  to  indicate  any  abnormal  condition  when  looking  at  a 
their  discovery  is  delayed  until  the  can  is  opened. 
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i  Foods 


The  examination  of  canned  foods  is  accompanied  with  danger  unless 
examiner  has  had  experience  in  interpreting  his  data,  both  chem- 
ir.il  and  bacteriological.  Bjgelow  (1917)  has  pointed  out  this  side  of 
the  question  very  strikingly.  The  methods  which  are  used  are  quite 
-imikii  u>  those  used  in  other  branches  of  bacteriology.  The  objects 
of  the  examination  may  be  varied.  Quite  often  it  is  to  determine  the 
stei  i lit  %  of  certain  foods  in  order  to  cheek  up  the  process  of  manufacture; 
or  the  ■  I'diility  of  raw  materials  may  be  the  object.  The  examination 
I  foods  presents  the  same  difficulty  that  Pennington  has  men- 
tioned with  regard  to  the  examination  of  eggs:  the  examination  of  one 
can  or  one  egg  may  not  yield  information  with  regard  to  other  cans  or 
Bgg9,  Bach  tnusl  be  regarded  as  a  sealed  package  and  when  once 
Opened  may  be  brought  hack  to  the  original  condition  with  a  little 
difficulty. 

The  bacteriological  examination  of  canned  foods  has  been  fully 
dJSOUSSed  by  Bitting  and  Bitting  (1917).  Some  of  the  discussion  below 
has  been  (aken  from  that  paper. 

The  first  step  in  the  examination  is  to  observe  the  appearance  of  the 
can.     Rusty  cans  suggest   the  possibility  of  perforations.     The  i 
rithout  dents  ami  with  slightly  concave  or  flat  ends. 
*  bulged  ends  may  be  due  to  springers,  which  will  go  down 
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a  little  after  the  can  is  cooled.  Bitting  points  out  that  inclination  at 
37°  C.  and  at  from  50  to  55°  C.  for  fifteen  days  should  precede  the  bte- 
terial  examination. 

The  second  step,  is  the  opening  of  the  can,  which  must  be  earned 
out  under  very  carefully  controlled  conditions.  The  can  should  be 
thoroughly  sterilized  about  the  place  for  opening  either  by  flaming  or 
covering  with  alcohol  and  allowing  it  to  burn  off.  The  can  may  to 
opened  by  cutting  around  the  top  with  a  sterile  can  opener  or  a  hole 
put  through  the  top  by  a  sterile  awl.  The  contents  for  examination 
may  then  be  removed  by  means  of  a  sterile  loop  or  a  sterile  pipette 
When  the  hole  is  punched  into  the  can  a  flame  should  be  played  on  the 
spot  so  that  no  bacteria  will  be  sucked  into  the  can  with  the  air.  'The 
can  should  be  entirely  opened,  later  as  soon  as  possible,  in  order  to  deter- 
mine the  appearance  of  the  contents. 

The  third  step,  is  concerned  with  the  actual  microscopical  examina- 
tion. This  should  be  direct  as  well  as  cultural.  The  direct  methods 
of  examination  have  been  sufficiently  discussed  elsewhere  in  this  book, 
The  cultural  methods  require  special  media  such  as  corn,  agar,  tomato 
bouillon,  etc.,  depending  upon  the  substances  which  are  being  exam- 
ined. Such  media  create  for  the  organisms  which  are  searched  for,  an 
environment  as  much  as  possible  like  the  normal.  Both  aerobic  ind 
anaerobic  methods  of  culture  should  be  used.  It  is  often  advisable  l<> 
incubate  the  cultures  in  a  vacuum,  to  come  more  nearly  to  the  condition;' 
inside  of  the  can. 

Organisms  in  Canned  Foods.  These  have  not  received  very  axtendtd 
study.  Much  of  our  knowledge  must  come  from  analogy  and  (bw 
is  some  danger  in  reasoning  thus.  In  relatively  few  instances  has  tew 
been  taken  to  identify  the  various  varieties  of  microorganisms.  Bur- 
gess (1912)  isolated  and  identified  about  12  organisms  from  "  flat  sour 
corn.  Among  others,  he  found  B.  coli,  B.  aciiii  luetic),  Px.  sj/iuysaM) 
B.  megatherium  and  B.  vulgatus.  The  first  work  on  the  bftcteriotogj  "' 
canned  foods  in  this  country  was  done  by  Russell  (1895).  He  exam- 
ined swelled  canned  peas.  He  isolated  two  organisms,  one  of  which 
was  a  copious  gas  producer.  Prescott  (and  Underwood,  1897,  1808. 
1900),  gave  this  subject  quite  a  little  attention.  They  did  much  la 
establish  the  close  relationship  of  bacteria  to  the  spoilage  of  canned 
foods.  The  importance  of  the  canned  food  industry  should  stimulate 
the  examination  of  these  foods. 

The  author  has  found  spore-forming  facultative  anaerobes  t"  '"' 
common.  In  a  few  cases  vegetative  cells  have  been  isolated.  In  "W 
case  mushrooms  packed  in  brine  of  the  following  composition- ■$  H* 
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i  1  lb.  citric  acid,  12£  gab.  of  water,  developed  swelled  cans.     Bac- 
teria with  the  following  group  numbers  were  isolated. 


Bacillus       Ill  2232033 

Bacillus Ill  2232032 

Bacillus Ill  2222022 

Bacillus 222.1112031 

Bacillus 222.1212032 


The  growth  of  such  organisms  in  (he  finished  products  probably 
indicates  insufficient  (sterilization.  The  gas-forming  bacteria  as  indi- 
cate! by  the  above  group  numbers  are  members  of  the  colon  group. 
These,  undoubtedly,  got  onto  the  mushrooms  during  growth,  since 
rhrv  mi  usually  grown  on  heavily  manured  areas. 

Examination  of  Cans  for  Leaks.  Several  ingenious  methods  have 
been  proposed. 

1.  One  which  is  widely  used  is  to  tap  the  end  of  the  can.  A  sound 
Ban  with  a  vacuum  will  give  a  characteristic  ring  while  one  which  is  a 
leaker  with  no  vacuum  will  give  a  dead  sound.  The  examination  of  a 
few  cans  of  both  types  will  show  the  difference. 

2.  The  suspected  cans  may  also  be  examined  for  leaks  by  plunging 
them  into  hot  water.     If  leaks  are  present,  bubbles  will  be  given  off. 

3.  The  Meade  tester  may  be  used.  This  subjects  the  suspected  can 
under  water  to  a  vacuum.  If  the  can  is  a  leaker,  a  stream  of  bubbles 
will  be  given  off  from  it. 

Storage  of  Food  in  Tin  Cans.  It  has  become  almost  an  instinct  for 
people  to  immediately  take  food  out  of  a  tin  can  after  it  has  been  opened. 
When  the  housewife  is  asked  why  she  does  this,  various  reasons  are 
given.  One  which  has  often  been  given  is  that  "  ptomaine  "  poisoning 
will  result.  Bigelow  (1918)  has  given  some  definite  information  on  this 
subject.  He  regards  the  storage  of  food  in  the  tin  cans  after  part  has 
been  removed  as  no  more  dangerous  than  storage  in  containers  made  of 
other  material,  .since  it  is  becoming  more  and  more  known  that  food 
"poisoning"  is  really  an  infection.  Bigelow  determined  the  tin 
content  in  progressive  samples  from  the  same  tin  of  food  and  it  is  inter- 
esting in  null'  that  after  fermentation  had  set.  in  (pineapple)  larger 
amounts  of  tin  were  dissolved.  Bigelow  considers  that  the  only  reasons 
which  make  it  advisable  to  remove  food  from  opened  cans  are  appear- 
ance and  economy  of  space  secured  by  putting  the  food  into  a 
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Tomato  Products 

The  canning  of  tomato  products  is  often  beset  with  many  pitfalls 
for  the  canner.  The  chemical  constitution  of  the  tomato  renders  it 
liable  to  attack  from  microorganisms.  The  following  table  is  prepared 
from  some  data  reported  by  Bigelow  and  Fitzgerald  (1914). 


Sample 
No. 


893 
701 

1048 
1051 


Sample 
No. 


893 
701 

1048 


Table  LI 

COMPOSITION  OF  TOMATO  PULP 

(Bigelow  and  Fitzgerald) 


Description  of  Sample. 


Specific  Gravity. 


68°  F. 
68 


Peeled    tomatoes    not 

.     concentrated 

Trimming    stock    not 
concentrated 


203°  F. 
203 


Total 
Solids. 

Per  Cent, 


Salt  Free 
Solids. 


Salt  Free 
Soluble 
Solid*. 

Per  Cent.  Per  Cent.  Per  Cent. 


Insoluble 
Solids. 


Whole  tomatoes. 
Whole  tomatoes. 


4.47 

4.42 

0.56 

3.86 

4.53 

4.43 

0.50 

3.90 

5.57 

5.53 

1.12 

4.41 

6.55 

6.43 

0.75 

5.68 

Description  of  Sample. 


i   Sugar. 

i 

!  Per  Cent 


Arid  as 
Citric. 

Per  Cent. 


Peeled  tomatoes  not 
concentrated 

Trimming  stock  not 
concentrated 


Wrhole  tomatoes. 


1051   I  Whole  tomatoes. 


Per  Cent.  Per  Cent. 


Salt  Per  I28??"ble 

C«"*     Pe°rh&nt 
of  Total 


Total 
Solids. 


Solids. 


2.26    !    0.40    i    0.05 

i  i 

2.36    I    0.30    i    0.10 


3 .  55 


0.35 


3.96    i    0.37 


0.04 
0.12 


1.20 
1.04 
0.51 
1.35 


1 

1.2 

2.4 

0.7 

i 

1.80 

12.50 
11.00 
20.10 
11.50 


Ketchup.     This  is  one  of  the  most  important  tomato   products 
and  one  which  has  received  much  attention  with  regard  to  the  enforce- 
ment of  the  Food  and  Drugs  Act.     It  is  made  in  the  following  way: 
Clean,  ripe  tomatoes  are  thoroughly  washed  and  pulped.     The  skins, 
seeds,  etc.,  are  removed  after  which  the  pulp  is  concentrated.     To  this 
are  then  added  the  condiments  to  taste.     The  ketchup  is  then  sieved 
and  bottled.     After  the  bottles  are  sealed,  they  may  be  processed  to 
insure  sterility. 

Much  trouble  has  been  experienced  in  the  control  of  this  industry 
from   the  standpoint   of  the  Food  and  Drugs  Act.     Undoubtedly,  in 
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former  times,  many  unscrupulous  manufacturers  used  spoiled  fruit, 
and  by-products  from  the  tomato  canning  industry  for  making  ketchup. 
Satisfactory  methods  for  separating  good  and  bad  ketchups  have  been 
hard  to  find.  In  general,  a  bad  or  low-grade  ketchup  is  one  which  har; 
been  made  from  decayed  or  partly  decayed  fruit.  The  methods  which 
are  now  used  are  microscopical  and  center  around  determining  the  num- 
bers of  bacteria,  yeasts  and  molds.  Bitting  (1909)  used  superficial 
methods  for  studying  spoilage  of  tomato  ketchup.  He  found  that 
ketchup  prepared  from  whole  ripe  stock  had  a  low  content  of  microor- 
ganisms and  in  that  prepared  from  decayed  fruit  large  numbers  of  micro- 
organisms were  present. 

Howard  (1911)  proposed  a  method  for  the  examination  of  ketchup 
which  has  been  in  use  since  then  probably  because  no  one  has  proposed 
a  better  one  to  replace  it.  This  method  is  based  on  examining  the 
tomato  product  for  yeasts,  molds  and  bacteria,  and  it  is  thus  assumed 
that  these  microorganisms  indicate  that  decayed  fruit  was  used  or  that 
the  method  of  manufacture  is  faulty.  This  latter  possibility  was  found 
to  be  the  case  in  an  instance  quoted  by  Howard  (1917).  A  manufac- 
turer was  using  ripe  fresh  tomatoes  and  still  secured  high  counts  in  the 
final  product. 

Howard's  Method  for  the  Microanalysis  of  Tomato   Products 

and  Interpretation  of  the  Results 

Apparatus  Required.  The  outfit  used  is  as  follows : 
A  good  compound  microscope  giving  magnifications  of  approxi- 
mately 90,  180,  and  500  diameters.  This  is  accomplished  by  the  use 
of  a  16  mm.  (two-thirds  of  an  inch)  objective  and  an  8  mm.  (one-third 
of  an  inch)  objective,  together  with  a  medium  (X6  compensating)  and 
^lso  a  high-power  ocular  (X18  compensating).  A  Thoma-Zeiss  hlood- 
oounting  cell,*  a  50-c.c.  graduated  cylinder,  and  ordinary  slides  and 
oover  glasses  complete  the  apparatus  required.  It  is  impractical  to 
Use  objectives  of  a  higher  power  than  those  mentioned,  because  of  their 
sshort  working  distance,  which  makes  their  use  with  the  counting  cell 
inpossiblc. 

Estimation  of  Molds.  A  drop  of  the  product  to  he  examined  is 
placed  on  a  microscope  slide  and  a  cover  glass  is  placed  over  it  and 

*  This  is  a  cell  named  after  the  designer  of  the  form  of  rulings  used,  and  consists 
c>f  a  slide  with  a  disk  ruled  in  J,,  mm.  squares,  so  arranged  that  when  the  cover  is 
in  place  the  film  of  liquid  under  examination  is  /„  mm.  deep.  They  were  originally 
intended  for  counting  corpuscles  in  the  blood  and  are  obtainable  from  practically 
all  manufacturers  of  microscopic  accessories. 
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pressed  down  till  a  film  of  the  product  about  0.1  mm.  thick  is  obtained. 
After  soma  experience  this  can  be  done  fairly  well.    A  film  much  thicker 

than  this  is  too  dense  to  be  examined  successfully,  while  a  much  thinner 
film  necessitates  pressing  the  liquids  out,  which  gives  a  very  uneven- 
appearing  preparation.  When  a  satisfactory  mount  has  been  obtained, 
it  is  placed  under  the  microscope  and  examined.  The  power  used  i- 
about  DO  diameters,  and  such  that  the  area  of  substance  actually  exam- 
ined in  each  field  of  view  is  approximately  1.5  sq.  nun. 

A  field  is  examined  for  the  presence  or  absence  uf  mold  filaments, 
the  result  noted,  and  the  slide  moved  so  as  to  bring  an  entirely  new 
field  into  view.  This  is  repeated  till  approximately  50  fields  haw 
been  examined,  and  the  percentage  of  fields  showing  molds  present 
is  then  calculated.  Our  experience  has  demonstrated  that  for  home- 
made ketchups  this  is  practically  zero,  and  with  some  tnaoufaol I 

ketchup  it  is  as  low  as  from  2  to  5  per  cent,  while  for  careieaBty  made 
pimliHts  it  may  be  100  per  cent;  that  is,  every  field  would  show  the 
presence  of  mold.  Investigations  under  factory  conditions  clearly 
indicate  that  with  only  reasonable  care  the  proportion  of  fields  having 
molds  can  be  kept  below  25  per  cent.  A  specimen  in  which  60  per  cent 
of  the  fields  have  molds  is  in  more  than  twice  as  bad  a  condition  as  one 
containing  'SO  ]>er  cent. 

After  the  percentage  reaches  30  to  40  per  cent  it  will  be  found  that 
some  of  the  fields  frequently  have  more  than  one  filament  or  clump  of 
mold,  and  the  number  of  such  fragments  might  he  counted,  but  in  this 
laboratory  this  usually  is  not  done.  A  Thoma-Zeiss  counting  cell  with 
a  center  disk  of  0.75  in.  instead  of  0.25  in.,  as  usually  furnished.  would 
give  a  regular  depth  of  liquid  and  would  be  more  exact  than  the  method 
described,  but  this  must  be  specially  manufactured,  not  being  listed 
in  any  of  I  lie  catalogues  of  microscopic  supplies,  and  the  method  as  given 
is  sufficiently  accurate  for  the  purpose.  When  the  number  of  fragments 
of  mold  per  cubic  centimeter  is  estimated,  it  has  been  found  to  range 
from  virtually  zero  to  over  20,000.  There  is  no  excuse  for  a  manufac- 
turer allowing  such  conditions  to  prevail  that  his  ketchup  shows  more 
than  2000  per  cubic  centimeter,  while  some  manufacturers  by  careful 
handling  hold  it  down  to  1.50. 

Estimation  of  Yeasts  and  Spores.  Though  the  siwrcs  referred  to 
are  those  coming  from  molds  ami  correspond  to  seeds  in  more  highly 
develoj>ed  plants,  it  is  frequently  very  difficult  to  differentiate  some  of 
them  with  certainty  from  some  yeasts  without  making  cultures,  which  a 
obviously  imjKissiblc  in  a  product  that  has  been  sterilized  by  heat. 
For  this  reason  the  yeasts  and  spores  have  been  reported  together,  and 
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if  there  seemed  to  bo  a  larger  percentage  of  (he  latter,  mention  was  made 
of  thai  Fact. 

To  make  a  count  10  ex.  of  the  product  is  thoroughly  mixed  with 
20  c.c.  of  water,  and,  after  lieing  allowed  to  real,  for  a  moment  to  permit 
the  very  coarsest  particles  to  settle  out,  a  small  'hop  is  placed  on  the 
central  disk  of  the  Thoma-Zeiss  counting  cell  and  then  covered  with 
a  glass.  Care  must  be  exercised  to  have  the  slide  perfectly  clean,  so 
that,  when  the  cover  glass  is  put  in  place,  a  series  of  Newton's  rings* 
results  from  the  perfect  contact  of  the  glass  surfaces;  and  furthermore, 
the  drop  should  be  of  such  size  as  not  to  overrun  the  moat  around  the 
central  disk  and  creep  in  underneath  the  cover  glass,  thus  interfering 
with  the  contact. 

With  the  magnification  of  ISO,  it  has  been  the  practice  in  this 
laboratory  to  count  the  numbei  of  yeasts  and  spores  on  one-half  of 
the  ruled  squares  on  the  disk.  With  the  dilution  used  this  calculates 
back  to  a  volume  equal  to  one-sixtieth  of  a  cubic  millimeter  in  the 
original  Bample,  and  reports  are  made  on  that  Iimsis  rather  than  on 
the  number  in  a  cubic  centimeter,  liecause  the  former  number  is  more 
readily  grasped  by  the  mind  and  affords  a  simpler  notation.  To 
obtain  the  numbers  per  cubic  centimeter  the  count  made  is  simply 
multiplied  by  fiO.OOO. 

It  has  been  found  in  practice  that  the  number  of  yeasts  and  spores 
varies,  for  one-sixtieth  of  a  cubic  millimeter,  from  practically  none  in 
homemade  and  first-class  commercial  ketchups  up  to  100  or  200,  and 
in  one  sample  the  number  was  as  high  as  1200.  Laboratory  experiments 
(show  l  hat,  when  the  number  of  yeasts  in  raw  pulp  reaches  from  30  to  35 
in  one-sixtieth  of  a  cubic  millimeter  the  spoilage  may  frequently  I 
detectable  by  an  expert  by  odor  or  taste,  anil  from  experiments  made 
under  proper  factory  conditions,  it  seems  perfectly  feasible  to  keep  the 
numbi'i-  in  commercial  ketchups  below  25. 

Estimation  of  Bacteria.  The  bacteria  are  estimabwi  from  the  same 
mounted  sample  as  that  used  for  the  yeasts  and  spores.  A  power  of 
about  500,  obtained  by  using  a  high-power  ocular,  is  employed  in  this 
t  :i.-(  .  j  nd  because  of  the  greater  number  present  a  smaller  area  is  counted 
Over  I  Mially  the  number  in  several  areas,  each  consisting  of  five  of  the 
:iiKi]l-i/t'd  squares,  is  counted  and  the  number  of  organisms  per  cubic 
centimeter  is  calculated  by  multiplying  the  average  number  in  these 
areas  by  2,400,000.  Thus  far  it  has  proved  impracticable  to  count  the 
nuiTueni'c'i  present,  ^is  they  are  likely  to  be  confused  with  other  Iwxlic? 

*  These  ;ire  rainbow-colored  rings  produced  at  the  point,  of  contact  when  polished 
>  nf  uliss  rirt  prcsiM'd  ;in;iiiis(  i:u.di  other. 
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frequently  present  in  such  products,  such  as  particles  of  clay,  etc.  A 
comparison  of  this  method  with  the  ordinary  cultural  methods  on 
samples  in  which  the  organisms  had  not  been  killed  has  almost  invari- 
ably shown  that  the  one  used  gives  too  low  instead  of  too  high  results. 
In  some  cases  it  was  found  to  give  not  more  than  one-third  of  the  entire 
number  present.  The  estimates  of  the  laboratory  on  this  point  may, 
therefore,  be  considered  very  conservative. 

As  regards  the  limits  which  may  be  expected  in  the  examination  of 
ketchups  for  bacteria,  it  might  be  stated  that  some  manufactured 
samples  as  well  as  good,  clean  products  made  by  household  methods 
have  been  examined  and  the  count  found  to  be  so  low  when  estimated 
by  this  method  that  the  numbers  present  were  reported  as  negligible. 
In  other  words,  it  was  found  that  for  the  areas  counted  over  the  numter 
of  bacteria  averaged  less  than  one — that  is,  less  than  2,400,000  per  cubic 
centimeter.  It  is  unusual,  however,  for  the  final  number  per  cubic 
centimeter  to  be  less  than  from  2,000,000  to  10,000,000  organisms. 
Contrasted  with  this  number  as  a  minimum,  it  has  been  found  that  the 
number  has  occasionally  exceeded  300,000,000  per  cubic  centimeter. 
Such  a  number  as  this  would  indicate  extremely  bad  conditions  ami 
carelessness  in  handling,  as  the  studies  of  factory  conditions  have  shown 
•that  there  is  little  excuse  for  the  number  ever  exceeding  25,000,000  per 
cubic  centimeter.  While  experiments  have  also  shown  that  although 
the  effect  produced  by  the  bacteria  on  the  product  varies  with  different 
species,  it  is  true  that  their  presence  can  frequently  be  detected  in  the 
raw  pulp  by  odor  or  taste  when  the  number  exceeds  25,000,000  per  cubic 
centimeter  and  sometimes  when  the  count  is  as  low  as  10,000,000. 

To  one  who  has  not  been  initiated  into  the  mysteries  of  the  micro- 
scope the  presence  of  such  a  number  of  bacteria  in  a  food  product 
seems  inexcusable.  It  must  be  remembered  in  this  connection  that  the 
most  of  these  are  probably  nonpathogenic  forms,  and  many  occur 
naturally  on  the  skins  of  the  fruits.  It  does  not  seem  just  to  set  a 
standard  so  high  as  to  virtually  prohibit  the  manufacture  of  the  product 
under  commercial  conditions;  rather  the  idea  is  to  set  a  limit  that  the 
manufacturer  can  attain  if  due  care  is  exercised  and  which  will  insure 
a  cleanly  product.  It  is,  however,  perfectly  possible  to  make  a  cleanly, 
wholesome  product  commercially  even  though  the  numl)er  of  bacteria 
exceed  that  in  the  homemade  article. 

The  allowable*  limits  for  the  bacterial  content  of  tomato  pulp  van' 
according  to  the  concentration.  The  number,  however,  should  Ik* 
low  enough  so  that  when  the  amount  of  concentrating  necessary  for 
its  conversion  into  ketchup  has  been  accomplished  the  final  product 
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will  >i  ill  Im-  with  in  permissible  limits  (25,000,000  per  cubic  centimeter). 
Thus,  fur  a.  pulp  which  must  be  concentrated  one-half  the  bacteria] 
counts  should  not  exceed  about  half  the  limits  stated  above  for  ilic 
ketchup  itself,  i.e.,  it  should  not  be  more  than  12,500,000  per  cubic 
oeotimeter,  The  same  general  rule  should  also  apply  ("  the  soutent  at 
molds  and  of  yeaata 

To  insure  ii  sound  product,  free  from  decay  or  any  filthy  material, 
many  factors  must  be  carefully  watched,  for  not  infrequently  over- 
sight in  one  particular  has  been  found  to  have  undone  the  good  effects 
of  the  care  exercised  in  all  other  ways.  Tims  h  is  possible  for  the 
matting  of  the  fruit  to  be  ideal  and  the  sorting  out  or  removing  of 
the  decayed  portions  beyond  criticism,  and  yet  a  delay  in  making  up 
the  pulp  into  the  final  product  may  allow  an  amount  of  decouijHisi- 
tion  to  occur  which  offsets  the  care  previously  exercised.  It  has  been 
■  matter  of  surprise  to  some  manufacturers  to  find  with  what  rapidity 

si if   these  organisms   increase,      In   one  factory  where  this   point 

was  tested,  the  bacterial  content  in  a  batch  of  tomato  trimming  juice 
was  found  to  be  about  7,ih(0,(hhj  per  cubic  centimeter  when  taken 
from  the  peeling  tables,  and  after  standing  at  room  temperature  for 
five  hours  ii  had  increased  to  84,000,000.  This  was  a  twelvefold 
Increase  in  a  length  of  time  which  was  less  than  half  the  work mg  day 
for  some  of  the  factories  visited.  At  the  end  of  five  days  the  number 
increased  to  nearly  3,000,000,000  per  cubic  centimeter.     Thus  it 

i  in  thai  delay  in  manufacture  is  very  liable  to  resull  disastrously. 

Such  facte  as  these  serve  to  emphasize  the  (treat  importance  of 
;d>sn[iite  cleanliness  in  every  detail  about  factories  of  this  kind.  Dirty 
Boon  and  ceilings  and  apparatus  left  with  residues  of  tomato  product 
wringing  to  them  are  most  fruitful  sources  for  (he  contamination  of 
new  batches  of  the  product.  To  clean  such  an  establishment  properly 
it  is  almost  imperative  that  machinery  and  woodwork  be  washed  by 
means  of  live  steam  used  lavishly  at  frequent  intervals.  To  leave 
buckets,  tables,  conveyors,  or  any  other  part  of  the  equipment  or  Boors 
overnight  without  cleansing  them,  as  was  the  practice  in  some  fac- 
tories, is  reprehensible  and  lends  to  contaminate  the  product  and 
.    :l  to  Spoilage  and  loss. 

There  are  some  objections  to  tins  method,  Prescott,  Burrage  and 
Philbrick  (1917)  have  stated  that  the  method  is  grossly  inadequate. 
They  pointed  out  the  following  facts  which  render  the  method  open  to 
criticism,  I.  Low  magnification  for  examining  the  unstained  mounts. 
2.  No  account  of  coccus  forms  is  taken.  'S.  Personal  equation  is  given 
too  much  importance.      I.  Directions  are  too  indefinite.     Bitting  and 
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Bitting  (1915)  have  also  stated  that  the  method  is  unsatisfactory. 
Indefinite  directions  are  especially  mentioned.  Vincent  (1918)  has 
maintained  the  above  objections.  Bitting  and  Bitting  have  pointed 
out  the  practical  impossibility  of  concentrating  tomato  pulp  to  the 
consistence  of  tomato  paste  and  having  it  pass  the  standard  of  25,000,- 
000.  -The  inadequacies  of  the  procedure  are  soon  apparent  to  anyone 
who  attempted  to  use  the  method.  The  difficulty  of  distinguishing 
between  particles  of  organic  matter  and  bacteria  makes  the  results  very 
uncertain.  These  criticisms  caused  a  restatement  of  the  procedure. 
More  definite  details  have  been  given  by  Howard  (1917)  as  follows: 

Howard's  Revised  Method  for  the  Microanalysis   of  Tomato 

Products 

Apparatus,  (a)  Compound  Microscope.  Equipped  with  apochro- 
matic  objectives  and  compensating  oculars,  giving  magnifications  of 
approximately  90,  180  and  500  diameters.  These  magnifications  can 
be  obtained  by  the  use  of  16  and  8  mm.  Zeiss  apochromatic  objectives 
with  X6  and  X18  Zeiss  compensating  oculars,  or  their  equivalents, 
such  as  the  Spencer  16  and  8  mm.  apochromatic  objectives  with  Spencer 
X10  and  X20  compensating  oculars,  the  draw  tube  of  the  microscope 
being  adjusted  as  directed  below. ' 

(b)  Thoma-Zeiss  Blood-counting  Cell* 

(c)  Howard  Mount' mj  Cell.  Constructed  like  a  blood-counting  cell 
but  with  the  inner  disk  (which  need  not  be  ruled)  about  19  mm.  in 
diameter. 

Molds  (Tentative).  Clean  the  Howard  cell  so  that  the  Newton's 
rings  are  produced  between  the  slide  and  the  cover  glass.  Remove  the 
cover  and  place  by  means  of  a  knife  blade  or  scalpel,  a  small  drop  of  the 
sample  of  the  central  disk;  spread  the  drop  evenly  over  the  disk  and 
cover  with  the  cover  glass  so  as  to  give  an  even  spread  to  the  material. 
It  is  of  the  utmost  importance  that  the  drop  be  mixed  thoroughly  and 
spread  evenly;  otherwise  the  insoluble  matter  and  the  molds  are  most 
abundant  at  the  center  of  the  drop.  Squeezing  out  of  the  more  liquid 
portions  around  the  margin  must  be  avoided.  In  a  satisfactory  mount, 
Newton's  rings  should  be  apparent  when  finally  mounted  and  none  of 
the  liquid  should  be  drawn  across  the  moat  and  under  the  cover  glass. 

*  Comment  by  the  authors.  In  using  these  cells  the  plane  parallel  cover  glasses 
furnished  with  them  should  be  used  instead  of  the  ordinary  microscope  cover  glasses. 
Since  the  latter  are  subject  to  curvatures  that  introduce  errors  in  the  thi^lm*—  of 
the  mounts. 
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Place  the  slide  under  the  microscope  and  examine  with  a  magnifi- 
cation of  about  90  diameters  and  with  such  adjustment  that  each  field 
of  view  represents  approximately  1.5  sq.  mm.  of  area  on  the  mount.* 

This  area  is  of  vital  importance  and  may  be  obtained  by  adjusting 
the  draw  tube  to  the  proper  length  as  determined  by  actual  measure- 
ment of  the  field,  a  16  mm.  Zeiss  apochromatic  objective  with  a  Zeiss 
X6  compensating  ocular  or  a  Spencer  16  mm.  apochromatic  objective 
with  a  Spencer  X10  ocular,  or  their  equivalents,  being  used  to  obtain 
the  proper  magnification. 

Observe  each  field  as  to  the  presence  or  absence  of  mold  filaments 
and  note  the  result  as  positive  or  negative.  Examine  at  least  50  fields, 
prepared  from  two  or  more  mounts.  No  field  should  \ye  considered  pos- 
itive unless  the  aggregate  length  of  the  filaments  present  exceeds  approx- 
imately one-sixth  of  the  diameter  of  the  field.  Calculate  the  propor- 
tion of  positive  fields  from  the  results  of  the  examination  of  all  the 
observed  fields  and  report  as  percentage  of  fields  containing  mold 
filaments. 

Yeasts  and  Spores  (Tentative).    Fill  a  graduated  cylinder  with 

Water  to  the  20  c.c.  mark,  and  then  add  the  sample  till  the  level  of  the 

fixture  reaches  the  30  cc.  mark.     Close  the  graduate,  or  pour  the 

Contents  into  an  Erlenmeyer  flask,  and  shake  the  mixture  vigorously 

fifteen  to  twenty  seconds.     To  facilitate  thorough  mixing  the  mixture 

should  not  fill  more  than  three-fourths  of  the  container  in  which  the 

shaking  is  performed.     For  tomato  sauce  or  pastes  or  products  running 

Very  high  in  the  number  of  organisms,  or  of  heavy  consistency,  80  c.c. 

*rf  water  should  be  used  with  10  c.c.  or  10  gms.  of  the  sample.     In  the 

*gase  of  exceptionally  thick  or  dry  pastes  it  may  be  necessary  to  make 

^n  even  greater  dilution. 

Pour  the  mixture  into  a  l>eaker.  Thoroughly  clean  the  Thoma-Zeiss 
counting  cell  so  as  to  give  good  Newton's  rings.  Stir  thoroughly  the 
cxmtents  of  the  beaker  with  a  scalpel  or  knife  blade,  and  then,  after 
allowing  to  stand  three  to  five  seconds,  remove  a  small  drop  and  place 
Xipon  the  central  disk  of  the  Thoma-Zeiss  counting  cell  and  cover  imme- 
diately with  the  cover  glass,  observing  the  same  precautions  in  mounting 
the  sample  as  given  above.  Allow  the  slide*  to  stand  not  loss  than 
ten  minutes  before  beginning  to  make  the  count.     Make  the  count. 

*  Comment  by  the  authors.  In  order  to  have  an  area  of  1.5  sq.  mm.  the  diameter 
of  the  microscopic  field  should  be  1.3S2  mm.  This  is  determined  by  using  a  stage 
micrometer  and  adjusting  the  length  of  the  microscope  draw  tube.  Obviously  after 
the  proper  draw  tube  length  has  been  secured  the  adjustment  should  be  noted  and 
always  used  in  making  the  mold  counts. 
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with  a  magnification  of  alxnit  180  to  obtain  which  the  following  com- 
binations,  or  their  equivalents,  should  be  employed:  8  nun.  Zeiss 
apochromatic  objective  with  X6  Zeiss  compensating  ocular,  or  an  8  mm. 
Spencer  apochromatic  objective  with  X10  Spencer  compensating  ocular 
with  draw  tube  not  extended. 

Count  the  number  of  yeasts  and  spores  *  on  one-half  of  the  ruled 
squares  on  the  disk  (this  amounts  to  counting  the  number  in  eight  of  the 
blocks,  each  of  which  contains  twenty-five  of  the  small  ruled  squares). 
The  total  number  thus*  obtained  equals  the  number  of  organisms  in 
1/60  c.mm.  if  a  dilution  of  one  part  of  the  sample  with  two  parts  of 
water  is  used.  If  a  dilution  of  one  part  of  the  sample  with  eight  parts 
of  water  is  used  the  number  must  be  multiplied  by  three.  In  making 
the  counts  the  analyst  should  avoid  counting  an  organism  twice  when 
it  rests  on  a  boundary  line  between  two  adjacent  squares. 

Bacteria  (Tentative).  Estimate  the  bacteria  from  the  mounted 
sample  used  above,  but  allow  the  sample  to  stand  not  less  than  fifteen 
minutes  after  mounting  before  counting,  f  Employ  a  magnification  of 
about  500,  which  may  be  obtained  by  the  use  of  an  8  mm.  Zeiss  apochro- 
matic objective  with  an  X18  Zeiss  compensating  ocular  with  draw  tube 
not  extended,  or  an  8  mm.  Spencer  apochromatic  objective  with  an  X20 
Spencer  compensating  ocular  with  a  tube  length  of  190,  or  their  equiva- 
lents. Count  and  record  the  number  of  bacteria  in  a  small  area  consist- 
ing of  five  of  the  small-sized  squares.  Move  the  slide  to  another  por- 
tion of  the  field  and  count  the  number  on  another  similar  area.  Count 
five*  such  areas,  preferably  one  from  near  each  corner  of  the  ruled  portion 
of  the  slide  and  one  from  near  the  center.  Determine  the  average  num- 
ber of  bacteria  per  area  and  multiply  by  2,400,000,  which  gives  the  num- 
ber of  bacteria  per  cubic  centimeter.  If  a  dilution  of  one  part-  of  the 
sample  with  eight  parts  of  water  instead  of  one  part  of  the  sample  with 
two  parts  of  water  is  used  in  making  up  the  sample,  then  the  total  count 
obtained  as  above  must  be  multiplied  by  7,200,000.  Omit  the  micro- 
cocci type  of  bacteria  in  making  the  count. 

Explanation  of  Calculations.  Fig.  80  has  been  prepared  to  make 
somewhat,  clearer  the  explanation  of  the  areas  denoting  the  yeast  ami 
spore*  and  bacterial  counts.  The  light  lines  in  the  figure  show  the 
arrangement  of  rulings  on  the  entire  slide.  The  squares  (A,  A,  etcO, 
and  rectangles  (B,  B,  etc.)  designated  in  the  figure  by  the  heavy  lines 
indicate  the  portions  used  for  the  yeast  and  spore  and  for  the  bacterial 

•Comment  by  authors.  Tho  organisms  counted  as  " ;  yeasts  and  spores  "  an* 
the  yeast  cells,  and  yeast  and  mold  si>ores,  not  bacteria  s|>ores. 

f  The  estimation  of  yeast,  molds  and  bacteria  are  made  from  the  same  mount 
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counts,  respectively.  The  eight  largo  squares,  A,  A,  etc.,  are  the  squares 
used  for  yeast  and  spore  counts.  Each  of  these  squares  has  twenty-five 
of  the  small  squares.  The  sum  of  the  organisms  counted  in  the  eight 
■'nunc-  marked  A,  A,  etc.,  is  the  number  in  1/60  cram,  if  a  dilution 
of  one  part  of  product  to  two  parts  of  water  is  used. 

Yeast  and  Spore  Count.  The  ruled  square  on  the  slide  is  1  mm.  on 
each  side  and  the  cell  is  1  TO  mm.  deep.  The  volume  of  the  ruled  part 
k,  therefore  1/10  e.mm.  The  ruled  area  is  divided  into  sixteen  large, 
squares  and  the  number  of  organisms  is  counted  in  eight  of  these,  which 
'»  e-cjuivaleiit  to  1/2  of  1/10  e.mm.,  or  1/20  c.mm.     If  a  dilution  of  j 
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part  of  the  product  to  two  parts  of  water  is  used  1/3  of  1/20  e.mm.,  or 
1.60"  c.mm.  as  representing  the  actual  amount  of  original  stock  in 
which  organisms  are  counted,  is  obtained. 

Bacterial  Count.  The  rectangles,  B,  B,  etc.,  each  including  five  of 
the  smallest  squares,  represent  the  areas  used  in  making  the  bacterial 
count.  Similar  rectangles  of  equal  area  might  be  selected,  the  object 
being  to  count  five  such  areas  well  distributed  over  the  ruled  portion 
of  the  slide.  The  average  number  of  bacteria  counted  on  five  rectangles, 
such  as  B,  B,  etc.,  multiplied  by  2.4  million,  equals  the  number  of 
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bacteria  per  cubic  centimeter.  In  calculating  the  bacteria,  it  is  observed 
that  there  are  400(20X20)  small  squares  on  the  slide.  The  number  of 
bacteria  in  rectangles  (B,  B,  etc.),  each  containing  five  of  these  small 
squares,  are  counted  and  an  average  made.  This  average  represents 
the  bacteria  in  1/80  of  the  total  ruled  area.  Since  the  cell  is  1/10  mm. 
deep,  the  volume  represented  by  the  organisms  counted  is  1/80X1/10 
or  1/800  c.mm.  With  the  usual  dilution  of  one  part  of  product  to  two 
parts  of  water  the  actual  volume  in  which  the  number  of  organisms  is 
determined  is  1/3  of  1/800  cm.  or  1/2400  c.mm.  or  1/2,400,000  c.c. 

Howard  (1917)  made  a  study  of  the  relation  between  the  number  of 
yeasts  and  spores,  mold  counts,  and  bacteria  (rods)  and  the  amount  of 
rot  in  the  tomatoes.  With  regard  to  yeasts  and  spores  a  count  of 
twenty  was  represented  by  1  per  cent  decay.  From  this  point  the  rate 
of  increase  was  lower.  A  count  of  thirty-five  yeasts  and  spores  indicated, 
according  to  Howard  about  4  per  cent  of  rot.  Fig.  81  devised  by  How- 
ard shows  the  "  Zone  of  Possible  Yeast  and  Spore  Counts."  From  this 
chart  it  is  possible  to  determine  the  relation  between  a  count  and  the 
per  cent  of  rot  which  it  represents. 

The  relation  between  the  number  of  bacteria  and  the  percentage  of 
rot  is  shown  in  Fig.  82.  Howard  thinks  that  below  15,000,000  little  is 
indicated  with  regard  to  the  amount  of  rot.  Above  this  "  and  up  to 
20  per  cent  of  rot,  the  ratio  of  increase  as  shown  on  this  chart  is  about 
20,000,000  for  each  per  cent  of  rot."  Howard  states  that  a  low  bac- 
terial count  does  not  always  indicate  a  sound  stock  but  a  high  nunilxr 
of  bacteria  always  indicates  bad  stock. 

Fig.  813,  devised  by  Howard,  shows  the  relation  Iretwcen  the  mold 
count  and  the  percentage  of  rot.  From  this  chart  it  is  possible  to 
calculate  the  percentage  of  decay  from  a  mold  count.  The  following  is 
quoted  from  Howard.  "  Attention  should  be  called  to  the  fact  that 
beyond  20  per  cent  of  rot  the  chart  is  plotted  on  the  basis  of  the  assump- 
tion that  100  per  cent  rot  would  give  a  mold  count  of  100  per  cent  of  the 
fields.  As  a  matter  of  fact,  the  mold  count  reaches  this  maximum  of 
100  per  cent  of  the  fields  with  less  than  this  amount  of  rot.  In  the 
study  of  the  relation  between  the  rot  and  count  under  factory  conditions, 
20  per  cent  of  rot  was  the  highest  on  which  the  full  data  was  secured. 
From  0  to  %  per  cent  of  rot  the  mold  count  rises  rapidly.  Beyond 
\  per  cent  the  rate  of  rise  gradually  decreases,  until  after  20  per  cent  of 
rot  the  rate  of  increase  is  slow.  On  the  whole  the  zone  was  higher  on 
factory  than  on  laboratory  samples.  The  chart  shows  that  a  count  of 
60  per  cent  molds  represents  a  rot  content  of  not  less  than  about  4  per 
cent.    It  is  interesting  that  the  mold  count  of  twenty-five,  which  was 
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suggested  as  a  factory-working  basis  in  1011,  represents  at  least  0.8  In 
0.9  per  cent  of  rot.  There  may  lie  more  rot  than  that  present,  but,  on 
the  basis  of  the  data  at  hand,  it  is  highly  improbable  that  it  represents 
less  than  that  amount.  From  the  chart  it  is  possible  to  calculate  tin- 
approximate  minimum  percentage  of  decay  represented  by  a  given  mold 
count.  Thus,  for  instance,  a  mold  count  of  forty  enters  the  '  Zone  of 
Permissible  Mold  Counts '  at  a  point  representing  2.2  per  cent  of 
decay.  Therefore,  a  count  of  forty  may  be  obtained  in  samples  having 
any  amount  of  rot  between  2.2  and  100  per  cent." 

Vincent's  Method  for  the  Examination  of  Tomato  Paste.  Vincent 
(1918)  has  attempted  to  overcome  the  errors  of  the  Howard  method  by 
adapting  the  Breed  smear  to  tomato  products.  The  method  is  di-scnlm! 
as  follows:  "  The  catsup  is  diluted  with  two  parts  of  sterile  water,  since 
this  dilution  has  proven  satisfactory  in  counting  most  specimens  when 
the  Zeiss  counting  chamber  is  used.  With  a  sterile  pipette  calibrated 
to  deliver  0.01  e.c.  the  diluted  catsup  is  deposited  on  a  second  glass  slide 
and  evenly  spread  over  an  area  of  1  sq.  cm.  by  means  of  a  sterile  needle. 
After  drying,  the  slide  is  immersed  in  95  per  cent  alcohol  for  one  minute 
to  fix  the  smear,  dried  in  air,  stained  with  Loeffler's  methylene  blue 
for  two  minutes,  washed  in  water,  dried  and  examined  with  the  1/12  in. 
oil  immersion  lens."  The  rest  of  the  procedure  is  identical  with  that 
outlined  under  Breed's  microscopic  method  for  counting  bacteria  in 
milk.  The  microscope  is  standardized  to  bring  the  diameter  of  the  field 
to  0.205  mm.  Thirty  fields  are  counted  and  the  average  for  one  field 
is  multiplied  by  three  on  account  of  the  dilution  of  the  catsup.  Thia 
result  is  then  multiplied  by  300,000,  which  represents  the  number  of 
bacteria  per  cubic  centimeter. 

Vincent  compared  this  microscopic  count  with  the  count  seemed 
with  the  Zeiss  blood  counter.  The  latter  count  was  always  much 
greater  than  the  former.  Vincent  believes  that  the  cocci  should 
1m'  counted  since  they  probably  take  as  important  a  part  in  the  spoilage 
of  tomatoes  as  the  rods. 

Food  Poisoning 

In  the  past,  this  term  has  covered  a  multitude  of  physiological 
disturbances  in  the  alimentary  tract.  For  some,  it  has  been  a  very 
easy  matter  in  the  past  to  diagnose  an  ailment,  as  food  poisoning 
or  ptomaine  poisoning  when  other  possibilities  have  been  excluded. 
The  term  "ptomaine  poisoning  "  was  used  by  many  for  a  time,  but 
this  is  gradually  being  discarded  for  terms  with  more  meaning.     More 
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recently  the  conception  that  foods  may  cause  infection  has  crept  in 
a.nd  this  is  being  confirmed.  Specific  bacteria  are  now  being  recognized 
a-s  the  principal  factors  in  many  cases.  In  others,  the  toxins  produced 
fc>y  bacteria  are  ingested  and  these  produce  intoxications. 

Certain  characteristics  of  food  infection  or  poisoning  have  pre- 
"Wnted  rapid  advances  in  our  knowledge.  The  occurrence  of  a  small 
mtmber  of  cases  in  a  family  is  investigated  with  some  difficulty  because 
*  l"iese  individuals  often  are  engaged  in  quite  different  activities.  Much 
*^ssier  is  it  to  study  the  problem  when  the  individuals  are  members  of 
taaiits  whose  activities  are  much  alike.  Consequently  some  of  the  most 
"%.-;duable  data  with  regard  to  food  poisoning  has  been  collected  from 
J^>risons,  barracks  and  similar  groups.  Probably,  in  the  smaller  units, 
•cesses  of  food  poisoning  have  been  overlooked  and  attributed  to  other 
*^*suses.  Then,  in  the  past,  many  cases  of  food  poisoning  have  been 
*~^ported,  the  study  of  which  included  no  bacteriological  or  chemical 
^s  aamination . 

The  causes  of  food  poisoning  are  varied  because  there  is  little  ngrce- 
»«nent  with  regard  to  a  definition  for  the  term  "poison,"  which  is  a 
^iifficult  term  to  define.  However,  for  convenience,  the  following 
^^-suses  of  food  [xiisoning  may  l>c  mentioned: 

I.  Ingestion  of  foods  containing  pathogenic  bacteria. 
II.  Ingestion  of  foods  containing  poisonous  products  of  bacterial 
katabolism — toxins. 

III.  Ingestion  of  foods  which  are  naturally  poisonous,  such  as  mi 
rooms.     Certain  alkaloids  are  present. 

IV.  Ingestion  of  foods  containing  poisonous  metals. 

Ptomaines.  These  arc  toxic  amines  and,  as  indicated  in  the  chapter 
*3n  intestinal  bacteria,  they  are  the  products  of  bacterial  action.  They 
^rc  basic  in  character  and  have  been  called  "  animal  alkaloids."  Most 
^;if  them  do  not  contain  oxygen;  the  following  are  typical  ptomaines: 

^CH3)NH2 mcthylamin 

<CH3)ZNH dimethylamin 

<CH3)aN trimethylamin 

:NH2— CH2—  CH2-CH2— CHj— NH2 pntrescine 

INHj— CH2— CrL— CH2— CHa— CH2— NH2 cadaverine 

^Not  all  of  the  ptomaines  are  poisonous.  The  more  elementary  amino 
compounds  are  probably  not  poisonous.  The  ptomaines  do  not  hold  the 
position  in  food  poisoning  as  formerly.  Their  importance  in  the  past 
probably  originated  in  their  isolation  from  bacterial  cultures  and  the 
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lack  of  more  definite  bodies  to  which  to  attribute  the  effects  of  disease 
caused  them  to  be  emphasized  in  this  connection.  Little  data  was 
necessary  to  prove  that  they  were  not  important  in  bacterial  toxemia. 

In  relation  to  food  poisoning,  their  significance  is  negligible.  It  has 
been  very  easy  in  the  past  for  diagnosticians  to  attribute  the  various 
alimentary  disturbances  to  the  presence  of  ptomaines.  This  was 
especially  true  if  the  patient  had  been  eating  of  canned  foods.  It  is 
unfortunate  that  such  a  close  relation  between  ptomaine  poisoning  and 
canned  foods  has  been  established.  Probably  no  food  is  less  liable 
to  be  of  any  importance  in  this  connection  than  canned  foods.  A  food 
which  has  putrefied  to  the  point  where  ptomaines  are  present  Will  be 
excluded  by  the  organoleptic  tests;  it  is  also  reasonable  to  assume  that 
the  ptomaines  themselves  are  soon  destroyed  by  bacterial  action. 
Vaughan  and  Novy  have  given  extended  attention  to  the  ptomaines  and 
it  may  be  due  almost  entirely  to  their  investigations  that  ptomaine* 
have  held  such  an  important  position  in  food  poisoning.  They  pro- 
posed a  rather  elaborate  nomenclature  for  the  different  types  of  poison- 
ings.    Some  of  them  are  as  follows: 

Milk  poisoning galactotoxismus 

Cheese  poisoning tyrotoxismus 

Fish  poisoning ichthyotoxismus 

Meat  poisoning kreatoxismus 

Food  poisoning broniototoxisinus 

Relation  of  Carriers  to  Food  Infections.  Common  infections  of  foods 
by  carriers  are,  dysentery,  typhoid  fever,  paratyphoid  fever  and  strep- 
tococcus sore  throat.  Data  are  being  accumulated  very  rapidly  to 
enlighten  this  question. 

The  question  is  often  asked,  how  long  may  a  person  continue  to 
distribute  the  bacilli  in  feces  and  urine?  In  answer  to  this  question 
there  ;:re  several  cases  which  might  be  mentioned.  Boldtian  and 
Noble  (1912)  report  a  dairyman  who  had  typhoid  fever  at  fifteen  years  of 
age.  He  was  a  carrier  for  forty-six  years  showing  B.  typhi  in  his  stools. 
Martz  (1917)  reported  a  carrier  of  fifty-five  years'  standing.  The  case 
of  a  woman  who  was  apparently  a  carrier  for  fifty-four  years  is  men- 
tioned in  an  Kditorial  of  the  .lour.  Am.  Med.  Assn.,  Vol.  52  (1909),  388. 

The  handling  of  carriers  is  not  a  settled  question.  Kendall  (1916) 
pointed  out  the  danger  of  carriers  handling  foods.  Several  severe 
epidemics  of  typhoid  i;rc  known  to  have*  been  caused  by  food  infected 
from  a  carrier.     The  ideal  situation  will  only  be  reached  after  all  handlers 


PARATYPHOID  FEVER  531 

of   foods  in  public  places  are  examined  for  various  disejiscs  which  arc 
transmissible  through  foods. 

In  an  effort  to  control  and  keep  in  touch  with  "  carriers  "  the  Cal- 
ifornia State  Board  of  Health  causes  the  following  agreement  to  be 
entered  into  between  the  "  carrier  "  and  the  department.  (Cumming, 
1917). 

I  have  this  day  been  informed  that  my  excreta  contain  typhoid 
bacilli  and  that,  unless  unusual  precautions  are  taken,  person:*  will  con- 
tract the  infection  from  me.  Realizing  this  danger  I  agree  to  observe 
the  precautions  stated  below,  and  request  that  I  be  permitted  to  remain 
in  free  communication  with  other  persons. 

1.  I  will  take  no  part  in  the  preparation  or  handling  of  food  which 
will  be  consumed  by  persons  outside  of  my  immediate  family,  and  I 
will  not  participate  in  the  management  of  a  boarding  house,  restaurant, 
food  store,  or  in  any  other  occupation  involving  the  preparation  or 
handling  of  food. 

2.  I  will  not  dispose  of  my  excretions  in  a  toilet  to  which  flies  have 
access  without  first  exposing  such  excretions  to  either  a  5  per  cent 
dilution  of  liquor  formaldehyde  or  5  per  cent  phenol  (carbolic  acid). 

3.  I  will  notify  the  local  health  officer  of  any  cases  of  typhoid  among 
Poisons  with  whom  I  come  in  contact. 

4.  I  will  inform  that  local  health  officer  of  any  contemplated  change 
°f  residence  so  that  he  can  notify  the  State  Board  of  Health  and 
°t>tain  its  approval. 

5.  I  will  submit  specimens  for  examination  when  requested  by  the 
te  Board  of  Health. 

6.  I  will  fill  out  the  following  report  blank  when  submitted  to  me 
tiannually,  and  return  the  same  to  the  California  State  Board  of 

health: 

"  I  have,  during  the  last  six  months,  complied  to  the  best  of  my 
^^cwledge  with  the  five  separate  agreements  entered  into  between 
f**Vself  and  the  California  State  Board  of  Health.  Prceautic  ns  involved 
***  these  separate  agreements  are  for  the  purpose  of  preventing  typhoid 
infection." 

That  "  carriers  "  may  he  found  among  the  aniniaU  i<  Miggested  by 
***Uch  recent  data.  The -work  of  Mitchell  and  Bloomer  i  BU  l>  serins  to 
****■! icate  that  chickens  may  not  become  carriers  although  the  authors 
rc*Commcnd  further  study. 

Paratyphoid  Fever.     This  infect  inn  is  produced  by  a  bacillus  closely 

**l*ited  to  B.  typhi  but   possessing  certain  distinct  differences.      Many 

***-**es  of  food  poisoning  have  been  traced  to  the  paratyphi  bacilli-     Bam- 
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bridge  (1912)  has  attempted  to  make  a  distinction  between  paratyphi 
fever  and  meat  poisoning.  He  bases  his  argument  on  the  inadequacies 
of  agglutination  reactions  for  separating  members  of  the  group  and  statu 
that  precipitation  or  complement  fixation  reactions  are  necessary  to 
distinguish  between  the  bacteria,  to  which  food  poisoning  has  lieen 
attributed.  The  symptoms  of  food  or  meat  poisoning  are  quit*  (lifer- 
ent and  Bainbridgc  is  probably  correct  in  making  this  distinction.  The 
true  paratyphoid  fever  resembles  typhoid  in  many  of  its  characters!  irs 
but  the  mortality  from  it  and  the  mildness  of  the  disease  are  distinct 
differences. 

Jordan  (1917)  has  pointed  out  the  occurrence  of  at  least  two  clinical 
types  of  paratyphoid  infection,  one  having  almost  the  identical  picture 
of  the  true  infection  with  B.  typhi  and  the  other  the  commoner  gastro- 
intestinal type. 

Bongartz  (1910)  studied  samples  of  meat  from  both  condemned 
animals  and  apparently  normal  animals.  Many  of  these  were  found 
to  contain  paratyphoid  bacilli.  He  suggests  the  education  of  the  public 
to  the  eating  of  cooked  meat  which,  to  a  certain  extent,  would  reduce  the 
danger  of  diseased  meat  or  foods.  Hoffenrcich  (1914),  on  the  oilier 
hand,  examined  249  samples  of  meat  from  typical  abbatoirs  and  found 
no  indications  of  the  presence  of  bacteria  of  the  paratyphoid-Gaertncr 
group.  He  concludes  that  their  distribution  is  not  as  general  as  has 
been  supposed.  Bernhardt  (1914)  has  found  Bacillus  voldagsen  sod 
B.  typhi  guts  (Glasser)  in  a  case  of  meat  poisoning  which  resulted  in 
death.     He  advises  that  a  polyvalent  paratyphoid  serum  be  used  for 


Fowler  (1909)  has  described  an  epidemic  of  paratyphoid  fever 
resulting  from  eating  goose  at.  a  Christinas  dinner.  He  stated  Uiui  tin' 
goose  may  have  been  infected  during  slaughter;  bacteria  may  have 
invaded  the  flesh  and  excreted  a  toxin  which  would  account  for  the 
acute  onset  of  the  cases.  Bernstein  and  Fish  (1916)  described  !W 
epidemic  of  sixty  cases  and  four  deaths  resulting  from  paratyphoid 
infection  from  a  pie.  This  was  confirmed  by  clinical  and  laboratory 
investigation.  Such  epidemics  point  out  that  restaurants  (KcedA 
1916)  may  be  important  factors  in  the  dissemination  of  infection. 
Miiller  (1915)  reported  that  several  cases  of  fish  poisoning  were  cauwd 
by  baeteria  of  the  paratyphoid-en  teridit  is  group.  Secle  (1913)  in  dis- 
cussing food  poisoning  in  the  German  army  during  the  years  1912  ami 
1913  stated  that  meat  and  sausage  were  the  foods  which  cniis^ 
most  trouble.  The  following  organisms  were  identified:  B.  «& 
communis,    B.  protem,    B.    entei-itidis    and    B.    paratyphosus.     From 
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the  above  epidemics  it  is  apparent  that,  foods  may  distribute  para- 
typhoid bacilli. 

Bacillus  enteritidis.  Gaertner  (1888)  first  showed  the  relation  of 
this  organism  to  food  poisoning.  The  infection  came  from  the  meat  of  a 
cow  which  was  abnormal  before  it  was  slaughtered.  The  bacillus  was 
isolated  from  the  diseased  meat  and  also  from  the  spleen  of  a  fatal  case. 
Later  Durham  (1808)  and  De  Nobele  (1899)  also  isolated  bacilli  like 
B.  enteritidix  from  abnormal  meat.  Van  Ermengen  (1892)  reported  the 
study  of  an  extensive  epidemic  of  food  poisoning  which  was  believed 
to  have  originated  from  eating  the  meat  of  diseased  calves.  Bacteria 
like  B.  cnUritiilis  were  isolated.  Other  investigations  have  been 
reported  by  Hoist  (.1895),  Poels  and  Dhout  (1894),  Jacobitz  and  Kayser 
(1910)  and  others. 

Botulism 

Botulism  or  "  sausage  poisoning  "  has  been  known  for  a  long  time. 
The  earliest  report  was  by  Kerner,  who  described  a  series  of  cases  among 
which  were  a  number  of  deaths.  Dickson,  in  America  (1915),  has  given 
the  subject  quite  a  little  study.  Most  of  the  outbreaks  in  this  country 
have  been  in  California.  This  is  probably  due  to  their  being  alert  to 
the  possibility  of  botulism  which,  in  other  cases,  has  been  diagnosed  as 
ptomaine  poisoning. 

The  organism  was  discovered  by  Ermengen  (1899)  in  a  ham  which 
had  been  responsible  for  a  severe  attack  of  meat  poisoning.  It  was 
found  in  muscle  in  the  spore  stage.  He  also  isolated  (his  organism 
from  the  spleens  of  the  fatal  cases.  A  further  study  gave  more  evi- 
dence that  the  organism  was  distinctly  pathogenic. 

The  organism  has  the  following  characteristics:  It  is  gram  positive, 
anaerobic  and  a  spore  former.  The  temperature  range  is  between  18 
and  30°  C.  The  vegetative  cells  are  easily  destroyed  by  heat  but.  the 
spores  arc  quite  resistant.  Although  Van  Ermengen  stated  that  they 
could  be  destroyed  by  heating  at  85°  C.  for  fifteen  minutes,  Dickson 
(1915)  has  reported  a  greater  resistance.  The  organism  does  not  grow 
•bore  ■iti"  C.  and,  therefore,  the  toxin  is  the  important  factor  in  (his 
tv|H'  of  food  poisoning. 

Toxin  of  Bacillus  botulinus.  The  toxin  of  Bacillus  botnlinus  is 
soluble  and  produces  a  strict  toxemia.  It  is  thermolabile  and  very 
toxic  not  only  when  administered  by  injection  but  when  administered 

the  mouth.  Tins  separates  it  very  closely  from  the  toxins  of  B. 
and  B.  diphtheria.     It  was  formerly  thought  that  the  toxin  for- 
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mat  ion  occurred  only  on  certain  food  substances,  as  meat,  but  Dickson 
has  shown  that  it  may  take  place  in  such  foods  as  canned  beans  and 
peas. 

The  symptoms  have  been  stated  by  Dickson  (1915). 

The  symptomology  of  botulism  has  been  summarized  by  Van  Ermengen  as  a 
neuroparalytic  symptom  complex  with  disturbances  of  secretion  and  symmet- 
rical partial  or  complete  motor  paralyses  which  apparently  have  their  seat  in 
lesions  of  the  central  nervous  system.  The  first  symptoms  do  not  occur  earlier 
than  from  twelve  to  twenty-four  hours  after  ingestion  of  the  infected  food, 
although  they  may  appear  much  later.  In  contrast  to  the  usual  types  of  food 
poisoning  there  is  apt  to  be  little  evidence  of  gastrointestinal  disturbance,  and 
obstinate  constipation  is  more  frequent  than  is  diarrhoea.  There  is  usually 
a  decrease,  but  there  may  be  an  increase  in  the  secretion  of  saliva  and  of  mucus 
in  the  mouth  and  in  the  throat,  when  mucus  is  present  it  is  extremely  viscid. 
There  is  early  disturbance  of  the  external  and  internal  muscles  of  the  eyes  which 
manifests  itself  by  blepharoptosis  mydriasis,  disturbances  of  accommodation, 
diplopia  and  strabismus.  General  muscular  weakness  is  common.  There 
may  be  dysphasia  or  aphonia  and  there  is  usually  great  difficulty  in  swallowing. 
The  absence  of  sensory  disturbances  is  characteristic. 

The  symptoms  gradually  increase  in  severity  and  when  death  occurs  it  is 
usually  from  respiratory  or  cardiac  failure,  as  in  bulbar  jmralysis.  When 
recovery  takes  place  the.  e  is  usually  a  long  and  tedious  convalescence  with  a 
slow  return  of  muscular  strength.  The  condition  so  closely  resembles  that 
seen  in  gelscmium  or  hyoscyamin  poisoning,  polyomyelitis,  cerebral  Fyphili* 
and  bulbar  paralysis  that  isolated  cases  may  readily  escape  recognition,  but 
when  a  series  of  cases  is  seen  and  especially  if  all  have  partaken  of  a  common 
article  of  food  there  is  usually  little  difficulty  in  establishing  a  diagnosis. 

Botulism  may  be  diagnosed  microscopically  by  detecting  the  Bacil- 
lus hotulimiH  in  the  suspected  food.  The  bouillon  cultures  should  be 
tested  for  toxin  and  inoculated  food  fed  to  laboratory  animals.  In 
the  cultural  examination  of  the  food,  careful  anaerobic  technique  should 
be  used. 

Bacillus  botulinns  has  caused  severe  poisonings  in  modern  times. 
Wilbur  and  Ophiils  (1914)  reported  the  investigation  of  an  epidemic 
which  was  caused  by  home-canned  string  beans.  Dickson  (1915)  has 
mentioned  some  other  epidemics.  He  (1917)  called  attention  also  to 
the  fact  that  vegetables  put  up  by  the  cold-pack  method  might  cause 
the  disease.  This  was  later  denied,  to  a  certain  extent,  by  the  l\  £?• 
Department  of  Agriculture.  Fischer  (1906)  studied  an  epidemic  of 
botulism  resulting  from  the  eating  of  bean  salad.  The  symptoms  were 
characteristic  and  appeared  between  twenty-four  and  forty-eight  hours. 
The  beans  were  canned  and  when  opened  were  not  cooked  since  they 
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seemed  to  be  soft.  Had  they  been  thoroughly  cooked  it  is  improbable 
that  any  unusual  results  would  have  been  noticed.  Another  epidemic 
of  botulism  from  canned  string  beans  has  been  reported  by  Landmann 
(1904).  In  this  epidemic  the  value  of  boiling  canned  food  is  again 
emphasized.  Some  of  the  beans  were  boiled  by  accident  and  when 
eaten  produced  no  evil  results.  Those  who  partook  of  the  uncooked 
beans  suffered  the  usual  symptoms.  The  presence  of  B.  botulinus  was 
indicated  by  a  bacteriological  examination.* 

Diagonosis  of  Food  Poisoning.  Extract  some  of  the  suspected  food 
with  physiological  salt  solution.  Inject  boiled  and  unboiled  decimal 
dilutions  of  this  extract  into  guinea  pigs.  Feed  the  suspected  food  to 
experimental  animals.  If  they  will  not  eat  it,  sprinkle  other  foods  with  a 
physiological  salt  solution  extract  of  the  suspected  food. 

BIBLIOGRAPHY 

Bachmann,  F.  \J.     1916.    A  Study  of  the  Effect  of  Spices  on  the  Growth  of 

Certain  Organisms.    Abstracts  of  Bacteriology,  1,  109. 
Bachmann,  F.  M.     1916.     Inhibiting  Action  of  Certain  Spices.    Jour.  Ind. 

Chem.,  8,  620-623. 
Bachmann,  F.  M.     1918.    The  Use  of  Different  Microorganisms  to  Determine 
the  Preservative  Value  of  Different  Brands  of  Spices.    Jour.  Ind.  Eng. 
Chem.,  10,  121-123. 

Bacon,  R.  F.  and  Dcnbar,  B.  P.  Changes  Taking  Place  During  Spoilage  of 
Tomatoes  with  Methods  for  Detecting  Spoilage  in  Tomato  Products. 
U.  S.  Department  of  Agriculture,  Bureau  Chemistry  Circular  78. 

Bainbr1i>ge>  F.  A.  1912.  The  Milroy  Lectures  on  Paratyphoid  Fever  and 
Meat  Poisoning.  Lancet,  1912-1,  705,  and  lectures  in  two  succeeding 
numbers.  r 

Bakkr,  H.  A.  1912.  " Springers''  in  Canned  Foods,  Causes  and  Prevention. 
8th  Intern.  Cong.  Applied  Chem.,  18,  39-41. 

Ba^Jir,  H.  A.  1912.  The  Disappearance  of  Oxygen  in  Canned  Food  Con- 
tainers.   8th  Intern.  Cong.  Applied  Chem.,  18,  45-49. 

Beattie,  j.  h.  and  Gould,  H.  P.  1917.  Commercial  Evaporation  and  Dry- 
ing of  Fruits.     U.  S.  Dept.  Agriculture,  Farmer's  Bulletin  903. 

BfiHNHARDT,  G.  1912.  In  Regard  to  the  Causes  of  Meat  Poisoning.  Para- 
typhoid B.  bacilli  Voldagsen  Type  as  a  Cause  of  Meat  Poisoning  in  Man. 
Zeit.  f.  Hyg.,  73,  04--7N. 

"^HXSTEIN,  H.  S.  and  Fish,  K.  S.  1910.  Food  Poisoning  by  the  Bacillus 
paratyphosus  B.  An  epidemic  due  to  the  organism  isolated  from  a  pie. 
Jour.  Amer.  Med.  Assn.,  00,  107-171. 

*  Those  desiring  an  extended  discussion  of  botulism   should   read    Monograph 
°-  8  (1918'  of  the  Rockefeller  Institute  for  Medical  Research  bv  Dickson. 


536  FOOD  PRESERVATION 

Bigelow,  W.  D.     1914.    Swells  and  Springers.     Research  Laboratory,  Na- 
tional Canners'  Assn.,  Washington,  D.  C,  Bull.  2. 
Bigelow,  W.  D.     1917.    The  Chemist  in  the  Canned  Food  Industry.    Jour. 

Ind.  Eng.  Chem.,  9,  187-189. 
Bigelow,  W.  D.     1918.    Problems  of  Canning  Operations.    Amer.  Jour.  Pub. 

Health,  8,  212-215. 
Bigelow,  W.  D,  and  Fitzgerald,  F.  F.     1914.    Tomato  Pulp.    Research 

Laboratory,  National  Canners'  Assn.,  Washington,  D.  C,  Bull.  3. 
Bitting,  A.  W.     1909.    Experiments  on  the  Spoilage  of  Tomato  Ketchup. 

U.  S.  Dept.  Agriculture,  Bureau  of  Chem.  Bull.  119. 
Bitting,  A.  W.     1909.    The  Canning  of  Peas.    U.  S.  Dept.  Agriculture,  Bureau 

of  Chemistry  Bull.  125. 
Bitting,  A.  W.     191 1 .    Preparation  of  Cod  and  Other  Salt  Fish  for  the  Market. 

U.  S.  Dept.  Agriculture,  Bureau  of  Chemistry  Bull.  123. 
Bitting,  A.  W.     1915.    Methods  Followed  in  the  Commercial  Canning  of 

Foods.    U.  S.  Dept.  Agriculture,  Bull.  196.    See  also  Bull.  151. 
Bitting,  'A.  W.     1917.    Canned  Foods.     Modern  Processes  of  Canning  in  the 

United  States,  General  System  of  Grading  and  Description  of  Product 

Available  for  Export.    U.  S.  Dept.  Commerce.    Bureau  of  Foreign  and 

Domestic  Commerce.     Miscellaneous  Series  No.  54. 
Bitting,  A.  W.  and  Bitting,  K.  G.     1915.    Ketchup.    Murphey-Bevins  Co., 

Ijafayettc,  Indiana. 
Bitting,  A.  W.  and  Bitting.  K.  G.     1917.     Bacteriological  Examination  of 

Canned   Foods.     Research    Laboratory,    National   Canners*    Laboratory 

Bull.  14. 
Bolduan,  C.  F.     1909.     Bacterial  Food  Poisoning  by  A.  Dieudonne.     E.  B. 

Treat  &  Co. 
Bolduan,  C.  and  Noble,  W.  C.     1912.     A  Typhoid  Bacillus  Carrier  of  forty- 
six  Years'  Standing  and  a  Large  Epidemic  from  this  Source.     Jour.  Amer. 

Assn.,  58,  7. 
Bongartz,   C.     1910.     Do   Paratyphus-like  Bacteria  Occur  in   Meat  under 

Normal  Conditions  and  if  so  is  Bacteriological  Meat  Inspection  Necessary? 

Inaug.  Dissert.  Univ.  Berne. 
Bridgman,  P.  W.     1914.     The  Coagulation  of  Albumin  by  Pressure.    Jour. 

Biol.  Chem.,  19,511-512. 
Brown,  C.  W.     1916.     Notes  on  Brine  Pickle  Fermentation.    Abstracts  of 

Bacteriology,  1,  104-105. 
Burgess,  P.  S.     1912.     A  Bacteriological  Study  of  "  Flat  Soured  "  Canned 

Corn  and  Pumpkin  Together  with  Length  of  Time  Required  for  Complete 

Sterilization.     The  Canner  and  Dried  Fruit  Packer,  about  1912. 
Cathcart,  E.  P.     1906.     The  Bacterial  Flora  of  "  Blown  "  Tins  of  Preserved 

Foods.     Jour.  Hyg.,  6,  248-250. 
Courmont  and  Rochoux.     1910.    Dogs  as  Typhoid  Carriers.    Amer.  Jour. 

Med.  Sciences,  140,  899. 


\ 


BIBLIOGRAPHY  537 

crr  "011011110,  J.  G.    1917.    An  Epidemic  Resulting  from  Contamination  of  Ice 

Cream  by  a  Typhoid  Carrier.    Jour.  Amer.  Med.  Assn.,  68,  1163-1165. 
Dk  Noble.    1899.    Quoted  from  Bolduan,  1916. 
Dickson,   E.   C.     1915.    Botulism,   an   Experimental   Study.    Jour.   Amer. 

Med.  Assn.,  65,  492-496. 
Durham,  H.  E.     1898.    On  an  Epidemic  of  Gastro-enteritis  Associated  with 

the  Presence  of  a  Variety  of  the  Bacillus  enteritidis  (Gaertner).    Brit. 

Med.  Jour.,  1898-1. 
Durham,  H.   E.     1899.    Infection  by  Unsound  Meat.    Brit.   Med.   Jour., 

189&-I,  1216. 
firrncK,  O.     1908.    Quantitative  und  Qualitative  Untersuchungen  iiber  die 

Bakterien,  Hefen,  und  Pilze  der  Butter  und  uber  den  Einfluss  des  Koch- 

salzgehalte8  auf  dieselben.    Cent.  Bakt.  Abt.  II.,  22,  32. 
Fischer,  A.    1906.    Ueber  eine  Massenerkrankung  an  Botulismus  infolge 

Genusses  "  verdorbener."    Zeit.  f.  klin.  Med.,  59,  58-77. 
Fowler,  G.  E.  P.     1909.    Outbreak  of  Food  Poisoning  Following  a  Christmas 

Dinner.    Jour.  Roy.  Army  Medical  Corps,  13,  271-274. 
Freytag,  C.  L.  de.     1890.    Ueber  die  Einwirkung  konzentrierter  Kochsalz- 

ldsungen  auf  Bakterien.    Arch.  Hyg.,  11,  60. 
Giltner,  W.  and  Baker,  J.  D.     1915.    Effect  of  Salt  on  Butter  Flora.     Mich. 

Sta.  Rept.,  1915,  209. 
Gouu),    R.    G.     1917.    Commercial    Dehydration.    Amer.    Food    Journal, 

373-375. 
Hilliard,  C.   M.     1918.    The  Fish  Canning  Industry.    Amor.  Jour.  Pub. 

Health,  8,  202-204. 
Hite,  B.  H.,  Giddings,  N.  J.  and  Weakly,  C.  E.     1914.    The  Effect  of  Pres- 
sure on  Certain  Microorganisms  Encountered  in  Preserving  Fruits  and 

Vegetables.    West  Virginia  Ag.  Exp.  Sta.  Bulletin  146. 
Hoffenreich,  E.     1914.     Investigations  of  the  Presence  of  Bacteria  in  Places 

where  Meat  is  Slaughtered  and  Sold  with  Special  Reference  to  the  Para- 

typhoid-Gaertner  Group.    Tierarz.  Zentri.,  37,  337-346. 
Hoffman,  C.  and  Evans,  A.     1911.    The  Use  of  Spices  as  Preservatives. 

Jour.  Ind.  Eng.  Chem.,  3,  835-838. 
Howard,  B.  J.     1911.    Decomposition  and  its  Microscopical  Detection  in 

Some  Food  Products.    Year  Book,  U.  S.  Dept.  Agriculture,  1911,  297-308. 
Howard,  B.  J.     1911.    Tomato  Ketchup  under  the  Microscope.     U.  S.  Dept. 

Agriculture,  Bureau  of  Chemistry  Circular  68. 
Howard,   B.   J.   and   Stevenson,   C.   H.     1917.     Microscopical   Studies  on 

Tomato  Products.     U.  S.  Dept.  Agriculture  Bull.  581. 
Howard,  B.  J.  and  Stevenson,  C.  H.     1917.     The  Sanitary  Control  of  Tomato 

Canning  Factories.     U.  S.  Department  of  Agriculture  Bull.  569. 
Jacobitz  and  Kayser,  H.     1910.     Bacterial   Food  Poisoning.     Cent.   Bakt. 

Abt.,  1.     Orig.,  53,  377-378. 
Jordan,  E.  O.     1917.     Food  Poisoning.     The  University  <>f  Chicago  Press. 
Jordan,  E.  O.     1918.     Food-borne  Infections.     Science,  47,  80-80. 


538  KM  M  >  PRESERVATION 

Karaita-Korhutt,  K.     19i2.     The  Influence  of  Cnmmon  Salt,  on  the  I. if  "3 

mill  Growth  nl"  Microorganisms.     Zeit.  Hyp.,  71,  lfi'2-170. 
I.andmann,  G.     1904.     Ueber  die  Ursuche  dcr  Darnistndter  Bohuenveigiftuog^ 
.      Hyg.  Rund.,  14,  449-452. 
Larson*,  W.  P.,  Hartzell,  T.  B.  and  Diehl,  H.  B.     1918.     The  Effect  of  Hig^ 

Pressures  on  Bacteria.     Journal  nf  Infectious  Diseases,  22,  271-279. 
I.i:\v MfDOWBKT,   F,     1904.     Ueber   das  Waehstum  von    Bakterien  in    lahl^T; 

sungeii  von  holier  Eoaaentrat&m.    Arch.  Hyg.,  49,  47. 
MacPavden,  A.     1900.    On  the  Influence  of  the  Temperature  of  Liquid  V  ii 

on  Bacteria.     Lancet.  1900-L,  S49,  1130. 
Martz,  Hans.     1917.     A  Typhoid  Carrier  for  l''ifty-five  Years.     Zeit.  Hyf*, 

80,  No.  3.     Quoted  from  Amer.  Jour.  Pub.  Health,  7,  431. 
Mixcmx.  W.  C.     1917.     The  Germicidal  and  Therapeutic  Action  of  Garlic. 

Med.  Press  and  Circular  103,  493^95. 
Mitchell,  0.  W.  H.  and  Bloomer,  G.  T.     1914.     Experimental  .Study  nf  the 

Chicken  as  a  Possible  Typhoid  Carrier.     Jour.  Med,  Res..  31.  247-250. 
Mcller,  M.     1914.     The  Value  and  Purpose  of  Animal  Experimentation  in 

Meat  Examination.     Zeit.  Hyg.,  10,  115-13*. 
MOller,  R.     1914.     Eish  Poisoning  hy  Bacteria  of  the  Paratyphoid-enlcr- 

iditis  Group.     Milnch.  incd.  Wucliensehr.,  61,  471-473. 
Nelson.     1910.     The  Pungent  Constituent  of  Pepper.    Jour.  hul.  Eng,  Hutu., 

2,  419. 
Pennington,    M.    E.      Hill.     The    Comparative    Rate    of    DeoompootiOB  i11 

Drawn  and  Undrawn  Market  Poultry.     V.  S.  Dept.  Agriculture,  bureau 

of  Chemistry,  Circular  70. 
Penning/ton,    M.    E.,  et   el.     1917.     The    Influence   of  Temperature  ifcrrt 

Freezing  on  the  Changes  in  Composition,  Bacterial   Content  ami  His- 
tological Structure  of  the  Flesh  of  the  Common  Fowl.     Jour.  Biol.  Client.. 

29,31,32. 
Prrnot,   E.   F.     Experiments  on  the  Canning  of  Fruits.     Oregon  Ag.  &P- 

Sta.  Bull.  SI. 
Petterbson,    A.     1900.     Ex  peri  men  telle    Untcmichungen    uber  das  Coiwt- 

vieren  von  Fisch  und  Fleiseh  mil  Sal/en.     Arch.  Hyg-,  37,  171. 
PrcLE,  E.     BUM.     Beitrag  zur  bakteriologischen   Unterstichung  der  Hcisdi- 

konserven.     Zeit,  Hyg.,  48,  121. 
PoELa  and  Dhont.     1S94.     Quoted  from  Bold  nan.  191(1. 
Prescott,  S.  C.     1900.     The  Bacteriology  of  Canned  Foods.     Science.  11,  442- 
Prescott,  S.  C.  and  Unperwood,  L.     1S97.     Microorganisms  and  Shrilling 

Processes  in  the  Canning  Industry.     Tech.  (Juarterly. 
Prescott,  S.  C,  and  Undehwood,  L.     1898.     Contributions  to  our  Knowledge 

of  llie  Microorganisms  and  Sterilising  Processes  of  Canning  Indu-trie- 

Tech.  Quarterly. 
Prescott,  R.  C,  Burhage,  8.,  and  Philbrick,  B.  G.     1917.     Some  Snarcr- 

of   Error   in    the   Microscopical    Examination   of   Certain    Food    Products. 

Abstracts  of  Bacteriology,  1,  51, 


BIBLIOGRAPHY  539 

ahn,  0.    1913.    Bacteriology  of  Foods  on  a  Physiological  Basis.    Cent. 

Bakt.  Abt.  II.,  37,  492-497. 
ahn,  0.,  Brown,  C.  W.  and  Smith,  L.  M.    1909.    Keeping  Qualities  of 

Butter  II,  and  III.    Mich.  Ag.  Exp.  Sta.  Tech.  Bull.  2. 
apin.    The  Microbic  Flora  of  Salt  as  a  Cause  of  Butter  and  Cheese  Defects. 

Milk  Zeitung,  20,  433. 
X)und,  L.  A.    1916.    Normal  Fermentation  of  Sauerkraut.    Absts.  Bact.,  1, 

108. 
Iound,  L.  A.    1917.    The   Bacteriology  of   Sauerkraut,  a  Further   Study. 

Abstracts  of  Bacteriology,  1,  50. 
Iuata,  A.  Q.     1918.    Action  of  Cold   on  Microorganisms.    Annali  d'Igiene 

Rome,  28;  Jour.  Amer.  Med.  Assoc.,  70,  1125  (1918);  Amer.  Jour.  Pub. 

Health,  8  (1918),  399. 
abler,  W.    1918.    The  Bacteriology  of  Swelled  Canned  Sardines.    Amer. 

Jour.  Pub.  Health,  8, 216-220. 
edgwick,  W.  T.,  Hamilton,  H.  W.  and  Funk,  F.  J.     1917.    Experimental 

Studies  on  the  Effects  of  Various  Solutions  upon  the  Viability  of  Bacteria 

at  Low  Temperatures.    Abstracts  of  Bact.,  1,  49. 
ssle,  W.     1913.    Cases  of  Food  Poisoning  Noted  in  the  German  Army 

During  the  Last  Two  Years.    Inaug.  Dissert.  Univ.  Berlin.     Hyg.  Rund., 

24,  531,  532. 
'EEkowski,  S.  and  Tomczek,  P.     1911.    The  Influence  of  Common  Salt  on 

the   Bacteria   which   Cause   Meat   Poisoning.    Zeit.    Untersuch.    Nahr. 

Genussmitel,  21,  211-216. 
Sadler,  E.     1899.    Ueber  die  Einwirkung  von  Kochsalz  auf  Bakterien  die 

bei  den  sog.  Fleischvergiftungen  eine  Rolle  spielen.    Arch.   Hyg.,   35, 

40-82. 
Fhom,  ,C.     1914.    The  Salt  Factor  in  the  Mold  Ripened  Cheeses.    Storrs 

Agric.  Exp.  Sta.  Bull.  79,  387-394. 
Fhom,  C.  and  Shaw,  R.  H.     1915.    Moldiness  in  Butter.    Jour.  Ag.  Research, 

3,  301-310. 
faiCHEL,  A.     1910.    The  Effect  of  Salt  upon  Bacteria  of  the  Ptomaine  Group. 

Arb.  kaiserl.  Gesundh.,  34, 247-265.    Chem.  Abstracts,  4, 3261 
Veigmann,  H.     1913.    Germ  Content  of  Salt.    Jahresbericht.   Vers.  Stat. 

Molkw.  Landw.  Kammer.  Schleswig-Holstein,  1913,  9,  10. 
Wilbur,  R.  L.  and  Ophuls,  W.     1914.    Botulism.    A  report  of  food  poisoning 

apparently  due  to  eating  of  canned  string  beans  with  a  report  of  a  fatal  case. 

Arch.  Intern.  Med.,  589. 


No  attempt  will  be  made  here  to  present  a  complete  discussior 
the  subject,  but  merely  a  few  remarks  about  epidemics  and  themetrml 
of  investigating  them.  Boudreau  (1914)  has  defined  an  epidemic  nil 
unusual  number  of  cases  of  a  communicable  disease,  arising  within  a 
short  period,  in  a  limited  area,  and  traceable  to  a  common  sourer  or 
sources.  The  food  bacteriologist  may  often  find  it  necessary  to  inves- 
tigate the  cause  of  an  epidemic  either  to  protect  an  innocent  article  of 
food  or  to  check  the  spread  of  infection,  ll  is  by  no  means  an  easy  to'k 
in  some  epidemics  to  pick  out  the  real  cause ;  in  others,  by  using  a  lopiml 
procedure,  the  epidemiologist  may  select  with  great  accuracy  the  funis 
of  the  infection  and  see  the  reward  of  his  efforts  by  the  immedilfe 
decrease  of  the  number  of  cases.  He  must  be  on  his  guard  fur  any  Bad 
ail  information  which  may  help  him  towards  his  goal. 

Different  methods  have  been  used  in  the  past  by  epidemii>Li!i-t- 
It  used  to  be  customary  for  him  to  use  indirect  methods  in  iHh  niiilg  In- 
data.  If  called  to  a  community  where  there  was  an  unusual  amoani  » 
disease,  he  would  go  equipped  with  sample  bottles  for  the  collection™ 
specimens  of  milk  and  water  and  would  spend  much  time  in  the  curly 
part  of  his  investigation  in  inspecting  water  supplies,  methods  of  swap1 
treatment,  etc.  The  mode  of  attack  is  now  quite  different  and  nuHn 
one  of  the  distinct  advances  which  preventive  medicine  has  DUK 
The  present  practice  in  investigating  epidemics  hits  been  well  stated  bj 
Hill  (1912).  A  certain  amount  of  information  is  always  necessary  witt 
regard  to  the  characteristics  of  the  disease  and  some  of  the  different 
methods  of  spreading.  Certain  characteristics  have  been  worked  out  for 
epidemics  caused  by  food,  water,  carriers,  etc.  These  are  by  no  tttani 
constant  but  serve  in  a  general  way  along  with  such  other  general  data 
sueli  as,  population  of  the  community,  endemieity  of  the  disease  in  the 
community,  general  appearance,  etc.  If  this  preliminary,  genertl 
study  is  well  made  the  epidemiologist  may  save  much  time  when  lit' 
comes  to  analyze  his  other  data  because  suggested  causes  of  the  infec- 
tion may  be  quickly  eliminated. 
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Milk-borne  Epidemics.  The  character  of  this  article  and  the  type 
of  consumers  gives  a  milk-borne  epidemic  of  infection  rather  marked 
characteristics.    Newman  (1904)  has  mentioned  the  following: 

(a)  There  is  a  special  incidence  of  the  disease  upon  the  track  of  the 

implicated  milk  supply.    It  is  localized  to  such  area. 
(6)  Better  class  of  houses  and  persons  suffer  most. 

(c)  Milk  drinkers  are  chiefly  affected  and  they  suffer  most  who  are 

large  consumers  of  raw  milk. 

(d)  Women  and  children  suffer  most  and  frequently  adults  suffer 

proportionately  more  than  children, 
(c)  Incubation  periods  are  shortened. 
(/)  There  is  a  sudden  onset  and  rapid  decline. 
(g)  Multiple  cases  in  one  house  occur  simultaneously. 
(A)  Clinically  the  attacks  of  the  disease  are  often  mild.    Contact 

infectivity  is  reduced  and  the  mortality  rate  is  lower  than  usual. 

The  above  characteristics  as  outlined  by  Newman  (1904)  for  milk- 
borne  epidemics  also  fit  other  food  epidemics.  Sawyer  (1914,  1915) 
reported  investigations  of  two  typhoid  epidemics,  one  caused  by  water 
and  the  other  caused  by  food.  Fig.  84  shows  the  incidence  of  cases  for 
both  epidemics.  These  curves  show  very  well  the  types  which  are 
secured  for  food  and  water-borne  epidemics  of  typhoid  fever. 

Water-borne  Epidemics.  Such  epidemics  of  disease  have  been 
common  in  the  past  and  many  such  epidemics  are  described  in  the  liter- 
ature. The  important  characteristics  of  such  epidemics  may  be  de- 
scribed as  follows: 

(a)  Water-borne  epidemics  may  be  preceded  by  a  period  of  dysen- 
tery. 
(6)  There  is  usually  a  slow  onset  of  the  epidemic  and  a  rapid  decline. 

(c)  The  cases  are  evenly  distributed  over  the  city  if  the  city  is  served 

by  a  municipal  supply. 

(d)  The  larger  water-borne  epidemics  have  occurred  in  the  spring. 

Epidemics  caused  by  other  foods  will  show,  in  general,  other  char- 
acteristics. If  the  typhoid  fever  is  caused  by  oysters,  it  will  be  con- 
fined to  that  part  of  the  vear  when  oysters  are  usually  eaten.  Further- 
more,  the  great  majority  of  the  rases  will  be  primary  cases — those  who 
have  partaken  of  the  oysters.  To  detect  carriers  may  require  much 
inferential  evidence  and  the  elimination  of  other  suggested  causes. 
After  this  has  been  done,  the  indication  that  a  carrier  is  concerned  must 
be  supported  by  bacteriological  examinations  of  the  urine  and  feces  of 
the  suspected  individual. 
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Determination  of  the  Origin  of  an  Epidemic.  In  the  majority  0/ 
epidemics,  (lie  foci  may  be  discovered  with  a  fair  degree  of  accuracy. 
Hill  (1912)  has  given  the  detailed  procedure  and  part  of  his  paper  if 
reproduced  below.  On  account  of  the  standing  of  this  authority  in  litis 
field,  the  author  feels  justified  in  quoting  rather  extensively  from  his 
work.  In  the  last,  analysis,  the  epidemiologist  must  be  a  many-sided 
man;  he  must  be  somewhat  of  a  bacteriologist,  psychologist,  aitd 
detective.  He  must  have  the  intuition  to  separate  the  essential  too 
the  non-essential  data.  Then,  somewhat  like  the  lawyer,  ho  should  have 
studied  reported  epidemics  in  order  to  determine  how  others  have  Iktd 
investigated. 

"To  illustrate  the  general  principles,  let  us  suppose  notification 
be  received  that  a  typhoid  fever  outbreak  exists  in  a  far-off  community. 
The  public  health  detective  packs  his  grip  and  goes.  He  knows  no 
details;  he  has  never  heard  of  this  particular  community  before;  lie 
has  not  even  any  general  information  about  the  character  of  the  country; 
he  enters  the  community  with  no  preconceived  ideas.  But  he  does  know 
how  typhoid  fever  originates  and  how  it  spreads.  Water,  milk,  fowl, 
flies,  and  fingers  are  the  routes — typhoid  cases  or  typhoid  carriers  llic 
source.  His  duties  are  to  find  both;  and  to  find  them,  not  as  a  scien- 
tific amusement,  or  as  a  matter  of  record;  not  to  furnish  food  for  spec- 
ulation— above  all  not  to  make  a  show  of  doing  something — but  '« 
slop  the  outbreak;   and  then  to  advise  measures  to  prevent  recurrence. 

"  The  public  health  detective  on  entering  the  community  affected 
by  typhoid  fever  does  not  first  examine  the  water  supply,  the  milk  sup- 
ply, the  sewage  disposal  system,  the  markets,  the  back  alleys,  lb* 
dairies  or  anything  else.  He  goes  directly  to  the  bedsides  of  the  potM* 
Of  course  he  must  obtain  the  names  and  addresses  of  the  patient* 
from  someone — from  the  local  health  officer,  if  he  has  them;  From  U* 
attending  physicians,  if  the  health  officer  has  no  list;  from  the  laj  <i"- 
zens  themselves,  if  no  one  else  is  immediately  available.  The  ROR 
complete  the  list,  the  faster  he  can  work,  because  then  he  is  not  com- 
pelled to  hunt  up  the  cases  personally.  But  if  there  be  no  list,  he 
begins  making  one  himself,  fits  intention  is  to  nee  just  as  mo  hi/  pfllNtft 
04  he  can,  for  each  furnishes  evidence  and  he  wants  it  all.  But  lie  knows 
that  it  is  not  always  necessary  at  this  stage  to  see  absolutely  all  the 
patients,  so  long  as  he  sees  the  majority. 

"  Reaching  the  patient's  *  bedside,  his  investigation  logins,    Aulo- 

*  If  the  patient  is  n  diilil  or  delirious  or  not  strong  enough  for  an  interview,  M 
S|jf:iks  only  sonic  foreign  liuigui',  I  lie  irblivcs.  friends  or  associate.;  must  supply  the 
information. 
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inatically,  almost  mechanically,  he  decides  whether  or  not  the  patient 
has  typhoid  fever  or  not.  Satisfied  on  that  point,  Ids  first  question  is 
not,  '  Tell  me  till  the  different  water  supplies  you  have  used,  or  aU  the 
sources  of  milk  you  have  used.'  The  first  question  is,  '  When  did  you 
first  show  the  earliest  symptoms  of  the  disease?'  Why?  Because 
Tin-  date  once  fixed,  the  dale  at  which  infection  entered  the  patient's 
mouth  is  fixed  also,  i.e.,  a  dale  between  one  and  three  weeks  previous 
to  the  date  of  earliest  symptoms.*  Remember  that  at  this  stage  the 
detective  May  mil  have  even  an  inkling  as  to  which  of  the  u.-tial  factors, 
Water,  milk,  food.  Hies  or  fingers,  is  involved.  Still  [ess  can  he  guess 
which  particular  water  supply,  milk  supply,  etc.,  of  the  many  possible 
onus,  may  lie  the  guilty  one.  But  the  answer  to  this  question  reduces 
[tossihlc  routes  lo  those  uxcii  by  this  patient — not  at.  anytime— but  ilurimj 
a  specific  period,  i.e.,  from  one  to  three  weeks  preceding  his  date  of 
earliest  symptoms. 

"  Not  yet,  however,  arc  the  milk  and  water  questions  offered.  Tin? 
neond  question  is.  'Where  wen'  yon  during  that  period?'  Why? 
Because  if  the  patient  were  not  in  the  community  during  that  period, 
he  could  not  have  contracted  his  infection  within  it.,  and  does  not 
belong  tO  the  Outbreak  under  examination  at  all  but  to  some  other. 
He  is,  in  brief,  an  '  imported  case  '  and  while,  of  course,  he  is  to  be 
supervised  lest  he  spread  his  infection  to  others,  he  cannot  help  to 

beats  the  s vi*  of  the  main  outbreak — unless  perchance  he  be  himaelf 

thai  souret,  i  <..  the  introducer  to  the  community  of  the  original  infection. 
If  be  be  an  imported  case  he  is  noted  for  further  reference  and  the 
detective  goes  to  another  patient.  If  not,  the  questions  continue. 
But  not  yet  is  water  or  milk  or  flies  mentioned.  The  third  question  is 
'  Were  you  associated  during  your  period  of  infection  with  any  then 
known  typhoid  case?  '  Why?  Because  such  association,  especially  if 
Entimate,  makes  it  more  than  probable  that  the  ease  under  examination 
received  his  infection  from  the  preceding  case,  rather  than  from  any 
general  route  and  that  he  is.  therefore,  a  '  secondary '  case.  If  he  had 
such  associations,  this  is  noted  for  further  reference  and  the  invisti- 
gator  passes  on  to  another  bedside.  If  not,  the  questions  continue 
.mil  now,  at  last,  take  up  milk,  water,  food,  etc.,  but,  of  course,  only  so 
far  as   to  determine   those  used   by   the   patient  during  his  infection 


'  Then  the  investigator  passes  to  the  nexl  patient.     What  has  he 

cl  so  far?     Nothing  much  yet.     But.  he  has  narrowed  the  possible 

*  Tin'  ori';i-ion:il   (>M'f'pti<)ns   >to   mi!   :itTi:u1    I  hi'    validity   of   ilu.-   sl;ik-ui>.:iit    ;i-  :i 
J  working  rale. 
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routes  of  infection  to  certain  water  supplies,  certain  milk  supplies, 
certain  food,  supplies,  etc.,  i.e.,  those  used  by  the  first  patient  during  a 
certain  period,  and  he  has  done  this  in  thirty  minutes — in  scarcely  the 
time  it  takes  for  the  old-style  investigator  to  get  his  bottles  ready  to 
collect  his  first  water  sample. 

"  At  the  bedside  of  the  second  patient,  the  same  inquiries  in  the 
game  order  are  made.  If  this  second  patient  be  an  imported  case,  or  a 
secondary  case,  he  also  is  merely  noted  for  future  reference.  If  be  be 
B  primary,  however,  the  origins  of  his  drinking  water,  milk,  food,  etc., 
during  his  infection  period  are  also  ascertained.  Perhaps  he  coincides 
with  the  first  patient  in  every  detail  of  alimentary  supplies,  in  history 
and  associations.  If  so,  nothing  much  has  been  added  to  the  detective 's 
knowledge.  But  more  than  likely,  dissimilarities  have  developed. 
Since  the  responsible  water  supply,  milk  supply,  etc.,  must  be  one  of 
those  water  supplies,  milk  supplies,  elc,  used  in  amnion  by  primary  raws 
all  those  not  common  to  both  of  these  primary  eases  may  be  dropped 
from  consideration  (except  in  rare  instances  of  multiple  routes).  Thus, 
if  both  have  used  the  same  water,  water  from  that  origin  remains  as  a 
possibility.  But  if  the  water  supplies  have  been  different,  water  h 
eliminated  from  the  question  entirely.  If  the  milk  supplies  are  identical, 
milk  remains  as  a  possible  route  of  infection;  if  not,  mitt  is  eHmhin'.nl 
from  the  quention  entirely. 

"  In  brief,  provided  the  information  obtained  be  reliable,  and  it  b  a 
part  of  the  public  health  detective's  training  to  distinguish  at  a  glance 
truth  from  falsehood,  the  honestly  mistaken,  or  forgetful,  or  stupid 
replies  from  the  reliable  ones — and  above  all  never  to  believe  anything 
(to  the  extent  of  recording  it)  unless  it  is  cheeked,  confirmed  and  estab- 
lished as  a  fact,  the  modem  investigator  has  in  one  hour  narrowed  his 
investigation  to  a  point  which  the  old-style  investigator  often  would 
not  reach  for  weeks, 

"  And  so  from  patient  to  patient  the  inquiry  proceeds.  In  the  course 
of  the  day  the  investigator  has  seen  perhaps  thirty  patients.  The 
tabulation  (probably  already  made  in  his  own  mind)  shows,  say,  three 
imported  eases,  five  secondaries,  two  uncertain  or  indefinite.  The 
remaining  primary  cases  show  in  common,  say,  one  water  supply  only, 
the  milk,  etc.,  varying;  or  one  milk  supply  only,  the  water,  etc.,  vary- 
ing; or  no  connection  except  attendance  at  some  one  social  function. 

"  Going  straight  to  the  route  thus  indicated,  the  public  healtii 
detective  quickly  confirms  the  indications  of  his  results.  He  knov-t 
that  the  route  indicated  must  Ik*  the  guilty  one  for  only  that  ronU 
Mtn  account  for  all  the  cases.     He  concentrates  on  that  route  until 
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the  evidence  is  complete — when  and  how  that  route  became  infected, 
when  and  by  what  sub-routes  the  infection  was  distributed,  why  it 
infected  the  patients  found  and  not  others,  etc. 

"  In  this  illustration  I  have  assumed  complete  ignorance  on  the 
part  of  the  epidemiologist  as  to  everything  connected  with  the  com- 
munity he  is  investigating,  except  what  he  finds  by  cross-examining 
the  patients.  As  a  matter  of  fact,  every  epidemiologist,  however  much 
a  stranger  to  the  particular  community  he  enters,  begins  to  learn  about 
it  from  the  moment  he  enters  it. 

"  Thus  almost  unconsciously  he  notes  the  size  of  the  town  and  com- 
pared it  with  the  number  of  cases  reported  as  existing;  if  it  is  summer 
time  he  almost  automatically  notes  the  presence  or  absence  of  open 
toilets  in  the  back  yards,  of  manure  piles  and  of  garbage  cans — all 
bearing  upon  fly  infection.  If  it  is  winter  time  or  the  community  be 
well  sewered,  he  docs  not  even  consider  flies.  If  the  cases  are  grouped 
in  one  quarter  of  the  town,  while  the  public  water  supply  extends  all 
over  it,  he  tentatively  eliminates  the  water  supply,  before  he  asks  a 
question.  If  good  surface  drainage  and  a  sandy  soil  exist,  or  driven 
wells  are  chiefly  in  vogue,  he  tentatively  eliminates  well  water — even 
before  he  registers  at  the  hotel. 

"  This  is  not  and  cannot  be  a  complete  synopsis  of  all  the  combina- 
tions of  circumstances  which  the  epidemiologist  meets.  It  is  intended 
to  illustrate  his  methods  and  to  show  why  they  are  incredibly  rapid 
and  incredibly  accurate — how  they  eliminate  speculation  and  guarantee 
a  correct  solution — which  means  of  course  the  achievement  of  the 
great  end,  the  finding  of  proper  measures  for  suppression. 

"  As  soon  as  the  route  is  indicated,  he  must  go  to  that  route,  and 
establish  beyond  peradventure  that  it  was  in  truth  responsible.  A 
water  supply  cannot  convey  typhoid  if  typhoid  fever  discharges  have 
not  entered  it.  There  is  no  object  in  attributing  an  outbreak  to  fly 
infection  from  toilets  into  which  typhoid  feces  have  not  been  dis- 
charged at  such  a  time  as  to  account  for  the  cases.  A  milk  supply, 
not  handled  at  some  point  by  an  infected  person,  nor  adulterated  at 
some  time  with  infected  extraneous  matter  cannot  convey  typhoid. 
Whatever  his  results,  they  cannot  be  true  unless  they  are  consistent — 
they  should  not  be  accepted  unless  they  arc  provable* — and  proved. 

"  If  the  public  health  detective  is  familiar  with  the  community 
where  the  outbreak  occurs,  including  its  water  supplies,  its  milk  sup- 
plies, the  sociological  relationships  of  its  people,  etc.,  etc.,  he  can  often 
tentatively  determine  the  cause  of  the  outbreak  by  a  men*  inspection 
of  the  names  and  addresses  of  primary  cases,  especially  if  plotted  on 


548  EPIDEMIOLOGY 

a  map  of  the  community,  taking  into  account  also  the  time  of  year, 
and  other  general  points.  But  such  deductions,  while  often  wonderfully 
reliable,  can  never  be  as  conclusive  and  satisfactory  as  are  the  results 
of  an  investigation  by  even  a  total  stranger,  if  the  investigation  be  con- 
ducted as  above  described." 

The  data  received  from  each  patient  should  be  recorded  on  a  case 
card.  Many  different  cards  have  been  described  in  the  literature.  The 
one  given  below  has  been  used  by  the  Illinois  State  Water  Survey. 
Others  have  been  described  by  Hill  (1912),  Boudreau  (1914),  Ferguson 
(191  )  and  Hansen  (1914). 


t  Securing  Information  Relative  to  Typhoid  Fever  Cases  b^ 
the  Local  Health  Authorities. 


' 


TYPHOID   FEVER   RECORD 

1.  Name  of  Patient 

2.  Residence,  Street  ami  Number 

3.  Age 

4.  Sex 

5.  Give  Occupation  and  Place  of  Business 

6.  Name  of  Physician 

7.  Date  when  Patient  Took  to  Bed 

8.  Date  of  First  Symptoms - 

9.  Date  of  Physician's  First  Visit 

10.  Date  of  Leaving  Bed  on  Recovery 

11.  Date  of  Relapse 

12.  Date  of  Death _ 

13.  Was  Widnl  Test  Made? Date Positive  or  Negatr-^  "ve 

14.  Was  Spleen  Enlarged  and  Were  Rose  Spots  Present? - 

15.  Was  Patient  Absent  from  City    During  the  Two    Months   Previous  t  -^ 

Illness? If  so.  stale  where  he  visited  and  batVBBl   """ 

what  dates 

16.  If  Patient  Changed  Residence  During  Two  Months  Previous  to  Illness**^' 
Give  Former  Address  and  Date  of  Change ---— 

17.  Character  of  Residence  (private  house,  boarding  house,  apartment,  hole!, 
etc.) 

18.  State  Source  of  Drinking  Water.     At  Home,  at  Place  of  Business,  Else- 
where   
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19.  State  Source  of  Milk  Supply  and  Name  of  Dealer.    Was  Milk  Habitually 
Drunk?    Was  it  Occasionally  Used,  as  in  Tea  or  Coffee  or  in  Ice  Cream? 


*» 


20.  Were  Raw  Oysters,  Lettuce  or  Celery  Eaten  Raw  within  Three  Weeks  Wore 
Illness? 

21.  State  from  Whom  Bread  was  Obtained 

22.  Did  Patient  Fish  or  Bathe  in  Neighboring  Streams? 

If  so,  State  at  what  Point  or  Points 

23.  Did  Patient  use  any  Public  Baths  or  Swimming  Pools? 

If  so,  give  Dates 

24.  Give  Number  of  Persons  Living  in  Same  House  or  Apartment 

Also  Give  Number  in  Whole  Building  in  Case  of  Hotel,  Apartment  House, 
etc 

25.  Give  Names  of  Other  Cases  in  Same  Building  and  Dates  when  they  Went, 
to  Bed 

Give  Names  and  Approximate  Dates  for  Cases  among  Business  Associates 

Give  Names  and  Approximate  Dates  for  Cases  among  Friends  (Include 
Schoolmates) 


.  Did  Patient  Attend  any  Social  Gatherings  where  Food  was  Served  within 
Two  Months  before  Illness?     If  so,  Gives  Dates 

.  Describe    Sanitary    Condition    of    Premises.     Note    Especially    Outdoor 
Privies,  Cesspools,  Wells  and  Refuse  Piles 

.  Is  House  Well  Screened? 

1.  Had  Patient  a  Separate  Room? 

I.  Had  Patient  a  Trained  Nurse  or  was  Nursing  done  by  Member  of  the  Family 

or  Household? 

^3.  Where  Stools  and  Urine  Disinfected?    If  so,  Describe  How  this  was  Carried 
Out  and  Note  Length  of  Time  Continued 


Remarks.  To  Include  any  Facts,  Statements  or  Comments  not  Included 
in  the  Foregoing  that  May  Throw  Light  on  the  Source  and  Mode  of  Infec- 
tion  


Information  Given  by    

Information  Obtained  by 

Date  of  Obtaining  Information. 
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APPENDIX  I.    FORMS  FOR  TYPHOID  INVESTIGATIONS 
Suggested  Form  for  Physicians'  Report  on  Typhoid  Fever 

Typhoid  Fever 

Name 

Street  and  Number 

Sex 

Age 

Place  of  Business. 

Occupation 

Physician • 

Date  of  Taking  to  Bed 

Date  of  First  Symptons 

Date  of  Physician's  First  Visit 

Was  Widal  Test  Made? Positive  or  Negative 

Was  Patient  Out  of  Town  within  Thirty  Days? 

Between  what  Dates 

Are  There  Other  Cases  in  House? 

If  So,  How  Many 

State  Source  of  Drinking  Water 

Give  Name  of  Milk  Dealer 

Remarks 


The  preparation  of  a  spot  map  is  very  often  an  aid  in  studying  epi- 
demics. If  the  cases  are  about  evenly  distributed  over  a  city  it  is  a 
fair  indication  that  the  water  supply  is  to  blame.  If  the  cases  arc 
grouped  in  several  localities,  it  may  indicate  that  a  milk  supply  or  a 
carrier  is  to  blame.  Fig.  84  shows  such  a  map  which  was  prepared 
by  Bartow  (1912)  for  a  water-borne  epidemic. 
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Indicator  Solutions.  The  following  table  is  taken  from  Hawk's 
Physiological  Chemistry  and  will  be  found  useful  in  bacterial  work. 
The  amounts  of  the  indicator  solutions  and  their  strengths  to  be  used  in 
the  determination  of  hydrogen  ion  concentrations  in  10  c.c.  portions 
of  unknown  solution  are  indicated  below: 


INDICATOR  SOLUTIONS 


Preparation  of  Solution 


.  Alizarin  yellow  tt  (/J-nitro- 
benxine-azo-salicylic  acid) 

.  Azolitmiu  (litmus) 

.  Cochineal. 

:.  2..ri-dmitro-hydrocl)inoiic .  - 

i.  Mauvein , 

.  Methyl  orange. 

.  Methyl  rod. 

.  Methyl  notet 

.  Neutral  red 


10.  p-nitroplu'uol. . 

11.  Pheiiolphthfllein .  . 

12.  Roaolicacid 

13.  Thymnlphthalein    . 

14.  Troytaeolin  O. .  .  .  . 

15.  Trouaeolin  OO  .  .  . 


16.  Troiiaeolin  OOO  .  . 


0,1  gni.  in  1000  c.c.  water. 

Aqueous  solution. 

Alcoholic  solution. 

1  gm.  to  1000  c.c.  alcohol. 

0.5  Rin.  to  1000  c.c. 

0.1  recrystnllized  Bait  to  1000  c.c.  water. 

Saturated  solution  in  50  [wjr  cent  alcohol. 

0.5  gm.  in  1000  c.c.  water. 

0.1  gm.   in  500  c.c.  alcohol  and   500  c.c. 

0.4  gm.  to  00  c.c.  alcohol.  940  c.c.  water. 
0.5  gm.  to  500  c.c.  water,  500  c.c.  alcohol. 
0.4  gm.  in  400  c.c.  alcohol,  600  c.c.  water. 
0.4  gm.  to  500  c.c.  alcohol,  500  c.c.  water. 
0.1  gm.  to  1000  c.e.  water. 
Of  n  crj  -iiln.'i  .I  salt,  0.1  gm  to  1000  c.c. 

0.1  gm.  to  1000  c.c.  water. 


In  an  extensive  study  of  the  application  of  H-ion  determination  to 
bacteriological  work,  Clark  and  Lubs  (1917)  have  pointed  out  the 
error  in  determining  reaction  by  titration.  They  used  the  electro- 
metric  method  and  by  means  of  it  prepared  a  series  of  new  indicators 
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which  will  be  valuable  in  future  bacteriological  work.    They  are  given 
in  Table  LII. 


Table  LII 

LIST  OF  INDICATORS,  PREPARED  BY  CLARK  AND  LUBS,  1918 


Chemical  TjJame. 


Thymol  sulphon  phthalein  (acid  range) 

Tetra  biomo  phenol  sulphon  phthalein 

Ortho  carboxy  bemine  aio  di  methyl 
aniline 

Ortho  carboxy  bemine   aio  di  propyl 
aniline 

Di  bromo  ortho  cresol  sulphon  phtha- 
lein  

Di  bromo  thymol  sulphon  phthalein .  . 

Phenol  sulphon  phthalein 

Ortho  cresol  sulphon  phthalein 

Thymol  sulphon  phthalein  (see  above). 

Ortho  cresol  phthalein 


Concen- 

Common Name. 

tration, 

Color  Change. 

Ba&ft 
PH 

Per  Cent. 

Thymol  blue 

0.04 

Red-yellow 

1.2-2.8 

Brom  phenol  blue 

0.04 

Yellow-blue 

3.0-4.1 

0.02 

Red-yellow 

4  4-6  0 

0.02 

Red-yellow 

4  8-*  4 

Brom  cresol  purple 

0.04 

Yellow-purple 

6.2-68 

Brom  thymol  blue . 

0.04 

Yellow-blue 

6.0-78 

Phenol  red 

0.02 

Yellow-red 

6.8-8  4 

Cresol  red 

0.02 

Yellow-red 

7.2-8.8 

Thymol  blue 

0.04 

Yellow-blue 

•  8  0-0  6 

Cresol  phthalein . . . 

0.02 

Colorless-red 

8.2-0.8 

Preparation  of  Standard  Reagents 


A  standard  solution  contains  a  known  amount  of  reacting  substance 
and  is  to  be  distinguished  from  a  normal  solution.  A  normal  solution 
contains  the  hydrogen  equivalent  of  the  active  constituent  in  grams  per 
liter.  This  is  that  amount  which  brings  into  the  reaction  1.008  gms.  of 
hydrogen,  8  gms.  of  oxygen,  etc.,  or  the  equivalent.  This  definition  has 
so  many  distinct  advantages  that  it  is  now  generally  accepted. 

The  following  are  some  of  the  standard  solutions  used  in  bacteriology : 
N  Sodium  Hydroxide.  Weigh  out  40.06  or  better  about  45  gms.  of 
sodium  hydroxide  and  dissolve  in  1  liter  of  boiled  cooled  distilled  water. 
Standardize  against  normal  hydrochloric  acid.  It  is  best  to  allow  the 
two  solutions  to  stand  at  the  same  temperature  for  several  hours  or 
overnight.  The  titration  should  be  repeated  several  times.  Calcula- 
tion is  as  follows: 

If  50  c.c.NaOH  =  52.6  c.c.  NHC1 

the  NaOH  is  too  strong  by  2.6  c.c.  per  every  50  c.c. 


50:  2.6=1000  :  x 


2.6X1000     .„ 

x  = — =  50.ee. 
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This  amount  of  water  should  be  added,  after  which  the  solution  will 
be  exactly  normal.  It  should  be  checked,  however,  against  the  N  HCL 
From  this  the  N/20  NaOH  may  be  prepared  by  diluting  50  c.c.  of  the 
ft  NaOH  to  a  liter. 

N  Potassium  Hydroxide.  Dissolve  56  gms.  of  KOH  in  1000  c.c.  of 
distilled  water  and  standardize  against  N  HClas  was  done  with  N  NaOH. 

N  Sodium  Carbonate.  Ignite  the  bicarbonate  NaHCC>3  to  mines 
and  dissolve  53  gms.  in  a  liter  of  water.  Standardize  against  normal 
acid  and  dilute  accordingly  with  distilled  water. 

N  Sulphuric  Acid.  Follow  the  procedure  which  has  been  given  else- 
where for  N  HCL  This  may  be  standardized  against  N  NaOH  or  grav- 
imetrically  by  precipitating  with  BaOH. 

.  N  Hydrochloric  Acid.  This  should  contain  36.46  gms.  of  HC1  in 
a  liter  of  water.  The  pure  concentrated  HCl  may  be  diluted  to  a 
specific  gravity  of  1.020.  According  to  the  table  on  page  559,  it  will  be 
seen  that  this  solution  is  too  strong,  having  about  4.13  gms.  of  HCl  in  a 
liter.  To  be  made  exactly  normal,  it  should  be  titrated  against  pure 
Na2C03.  This  is  obtained  by  heating  the  NaHCOs  being  careful  not 
to  allow  it  to  fuse.  This  is  then  put  into  a  weighing  bottle  from  which 
it  is  weighed  into  Erlenmeyer  flasks  for  titrating.  Dissolve  in  boiled 
distilled  water  and  titrate  with  the  HCl  solution  using  methyl  orange  as 
the  indicator.  Calculations  are  made  as  follows,  assuming  for  example 
that  1.9864  gms.  of  Na2C03  neutralized  37.28  c.c.  of  the  HCl  solution. 

If  our  solution  had  been  exactly  normal  1  liter  would  have  neu- 
tralized 

Na2C03     106.00     _Q  .  XT    „ 

- — - —  =  -  - —  =  53  gms.  of  Na2C03 

53  :  1000=1.9864  :  x 
x  =  37.48. 

37.28  c.c.  of  the  HCl  solution  were  required  and  it  is  evident  that 
this  solution  is  too  strong  and  that  for  each  37.28  c.c.  of  the  solution, 
37.48 -37.28  =  .20  c.c.  of  water  must  be  added.  The  amount  of  water 
to  l>e  added  to  each  liter  of  the  HCl  solution  to  make  it  exactly  normal 
is  computed  as  follows: 

37.28  :  .20=1000  :  x 

x  =  amount  of  distilled  water  to  be  added. 

N  Nitric  Acid.    See  preparation  of  N  HCl. 

N  Oxalic  Acid.  Dissolve  47  gms.  of  pure  dry  oxalic  acid  in  1000  c.c. 
of  distilled  water.    Standardize  against  N  Na2COs. 
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N  10  Potassium  Permanganate.     Dissolve  3.163  gms  in  a  liter  of 
ter  and  standardize  against  ferrous  ammonium  sulphate,  oxalic  acid 
pure  iron. 
1  c.c.  =  .0056  gm.  Fe  1  c.c.  =  .  0008  gm.  O. 

.0072  gm.  FeO  .0063  gm.  HaCUO-t .  2H30. 

.008    gm.  Fea03. 
N  10  Iodine.     Dissolve  12.685  or  12.8  gms.  of  pure  iodine  and  18 
s.  of  potassium  iodide  in  a  liter  of  distilled  water.     Standardize 
linst  N/10  Na2S203. 

1  c.c.  =  .0158  gm.  Na3Ss03, 

-  .00495  gm.  Asa03, 

-  .  00575  gm.  As2Os. 

N  10  Sodium  Thiosulphate.     Dissolve  24.9  gm.  of  the  crystals  in 
10  c.c.  of  water  and  standardise  against  N/10  iodine. 
N  10  Sodium  Chloride.     Dissolve  5.9  of  the  salt  in  1000  c.c.  of  water, 
lulardize  gravinietrically  by  precipitating  as  AgCl. 
1  c.c.  =  .  0058  gm.NaCl, 
=  .0035gm.  CI, 
=  .0108gm.  Ag. 
N/10  Silver  Nitrate.     Dissolve  16  966  gms.  of  AgN03  in  a  liter  of 
ter  and  standardize  by  precipitating  as  AgCl.     The  preparation  of 
ndard  silver  nitrate  for  water  analysis  is  outlined  in  another  place. 
Preparation  of  Antiformin.     Dissolve  720  gms.  of  chloride  of  lime 
1 260  gins,  of  sodium  carbonate  in  2500  c.c.  of  water.     Allow  to  stand 
I  filter.     By   means  of  N   10  sodium  thiosulphate  determine  the 
ount  of  available  chlorine  and  adjust  so  that  it  will  contain  about 
per  cent.     Add  7.5  per  cent  of  sodium  hydroxide,  filter  and  store  for 
ure  use. 

Azolitmin  Solution.     Add   1   per  cent  of  Kahlbaum's  azolitmtn  to 
illcd  water   and    boil   for  five   minutes.     Adjust    the    reaction,  if 
essary,  with  NaOH.     It  should  give  a  distinct  blue  plate  when  it  is 
ited  in  the  Petri  dish  with  the  medium. 
Benedict's  Reagent  for  the  Quantitative  Estimation  of  Dextrose. 

Copper  sulphate  (crystallized) 18.00  gms. 

Sodium  carbonate  (anhydrous) 100.00  gms. 

Sodium  citrate 200.00  gms. 

Potassium  thiocyanate. 125.00  gms. 

Potassium  ferrocyanide  (5  per  cent  solution).       5.00  c.c. 

Distilled  water  to  make  1  liter. 
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Dissolve  the  carbonate,  citrate  and  thiocyanate  in  800  c.c.  of  water 
and  filter  if  necessary.  Dissolve  exactly  18  gins,  of  copper  sulphur  in 
100  c.c.  of  distilled  water.  Add  this  to  the  first  solution  with  constant 
stirring  after  which  add  the  5  c.c.  of  potassium  ferrocyanide  and  dilule 
to  a  liter. 

Diluting  Fluid  for  Leucocytes.  Prepare  a  0.5  per  cent  solution  of 
acetic  acid  and  tinge  slightly  with  gentian  violet. 

Hayem's  Diluting  Fluid  for  Erythrocytes. 

Sodium  sulphate  (NaaS04) 5  gms. 

Mercuric  chloride  (HgCla) 0.5  gm. 

Sodium  chloride  (NaCl). . 1.0  gms. 

Distilled  water 200  c.c. 

Litmus  or  Azolitmin  Solution.  The  standard  solution  of  litmus 
shall  be  a  2  per  cent  solution  of  reagent  litmus  in  water.  Crush  the 
litmus  in  a  mortar  with  a  little  water  and,  after  diluting  to  the  mark. 
boil  for  five  minutes.  Distribute  in  flasks  or  tubes  and  sterilize.  This 
solution  generally  needs  no  correction  but  may  be  adjusted  with  dilute 
NaOH  or  HC1  if  necessary. 

Millon's  Reagent.  Dissolve  30  c.c.  of  mercury  in  570  c.c.  of  con- 
centrated nitric  acid  and  dilute  with  two  parts  of  water. 

Molisch  Reagent.  Dissolve  15  gms.  of  a-naphtho!  in  95  per  cent 
alcohol. 

Nylander's  Reagent.  Boil  4  gms.  of  potassium  hydrogen  tartratr 
and  2  gms.  of  bismuth  subnitrate  in  100  c.c.  of  10  per  cent  KOH.  When 
cool  filter. 

Phenylhydrazine  Mixture.  Thoroughly  mix  two  parts  of  sodium 
acetate  and  one  part  of  phenylhydrazine  hydrochloride. 

Seliwanoff's  Reagent.  Dissolve  .05  gm.  resoreinol  in  100  c.c.  of 
dilute  HC1. 

Toisson's  Diluting  Fluid  for  Erythrocytes. 

Sodium  sulphate  (NaaSQt) 8  gms. 

Sodium  chloride  (NaCl). 1  gm. 

Glycerol 30  c.c. 

Distilled  water 160  c.c. 

Color  with  gentian  violet. 

Uffelmann's  Reagent.  Add  ferric  chloride  to  phenol  until  a  bluish" 
violet  color  results. 


SPECIFIC  GRAVITIES  OF  HYDROCHLORIC,  NITRIC,  AND  BULPHURIG 

AC1DW 

(After  O,   Lunge) 


1.035 
1.040 
1.045 
1.050 
1  055 
1  060 
1  065 
1.070 
1  075 


1  090 
1.095 
1.100 
1.105 

1.110 
I  115 
1   120 

1.125 
1.130 
1   135 


1  150 
J.  155 
1.180 
1.165 
1.170 
1.175 
1.180 
1.185 
1.190 
1  195 
1.200 
1.205 
1.210 
1  215 
1.230 


HCl. 

HNOi. 

0  16 

0.10 

1  15 

1  00 

2.14 

1.90 

3  12 

2.80 

4  13 

3  70 

5.15 

4  60 

6  15 

5.50 

7.15 

0  38 

8.16 

7  26 

9.16 

8  13 

10.17 

8  90 

11-18 

9.84 

12.19 

10.68 

13.19 

11.51 

14.17 

12  33 

1516 

13  15 

16.15 

13  95 

17  13 

14-74 

18  11 

15.43 

19  06 

16  32 

20  01 

17  11 

20  97 

17  89 

21  92 

18  67 

22  86 

19.45 

23  82 

20  23 

24  78 

21  00 

25  75 

21.77 

26.70 

22  54 

27.66 

23  31 

2S  i,l 

24.08 

29.57 

24.84 

30  55 

25.60 

31.52 

26  36 

32  49 

27.12 

33  46 

27.88 

34.42 

28  63 

35  39 

29.38 

89.31 

30  13 

37  23 

30  ss 

38.16 

31  62 

39.11 

32  38 

33  09 

83  S2 

34.55 

35  28 

3  78 
4.49 

5  23 
5.96 

6  67 
7.37 
8.07 
8.77 
9  47 

10.19 
10.90 
11.60 
12  30 
12  99 
13.67 

14  35 
15.03 

15  71 
10.36 
17.01 

17  66 

18  31 
18.96 
19.61 
20  20 

20  91 

21  55 

22  19 
22.83 

23  47 

24  12 
24  76 
25.40 

26  04 
2ft  08 

27  32 
27.95 
28,36 
20.21 
29.84 


1  290 

1  295 
1  300 


1 .320 
1-325 
I  330 


1  345 
1  350 
1.366 


37.53 

38  29 

39  05 

39  82 

40  58 

41  M 

42  10 
42  87 
43.04 

44  41 
4.",  I* 

45  95 

46  72 

47  49 

48  26 

49  07 

49  89 

50  71 

51  53 

52  37 

53  22 

54  07 
54  93 
55.79 
56.66 

57  57 

58  48 
50  39 
GO.  30 
61 .27 
62 .24 
63  23 

04  as 

65  30 

66  40 

67  50 
68.63 

69  80 

70  98 
72  17 


35  71 

36  29 
36.87 
37.45 
38.03 
38.61 

39  19 
88.77 

40  86 


42  08 

42  66 

43  20 

43  74 

44  28 

44  82 

45  35 

45  88 

46  41 
46  94 
47.47 
48.00 
48.53 
49  06 

49  59 
50.11 

50  63 

51  15 

51  66 

52  15 

52  63 

53  11 

53  59 

54  07 
54.55 


(Vwuo). 


t'.mvily 
»t — 
(Vmuo). 


HC1.  HNOi. 


1.450 
1 .455 

1.460 
1.465 
1.470 
1.475 
1.480 
1.485 
1.490 
1.495 
1.500 
1 .505 
1  510 
1  515 
1 .520 
1.525 
1  530 


1.565 

i  r.70 

1.575 


1  590 
1.595 

1,(100 


1.630 
1  635 

1.640 
1.645 


77  28 

78  60 

79  US 


55.50 
55.97 
56.43 
56 .00 

57  35 
57.83 

58  28 
58.74 
59.22 

59  70 
60.18 
60.65 
61   12 

61  59 
62.06 

62  53 


67  13 

67  50 
68.05 


70  32 
70.74 

71  16 
71.57 

71  99 

72  40 
72.82 

73  23 
73  64 
74.07 


74.51 
74.97 
75  42 

75  86 

76  30 
76.73 
77.17 

77  60 
78.04 
78.48 

78  92 

79  36 

79  80 

80  24 

80  68 
81.12 

81  56 
82.00 


S3  90 
84.50 
85  10 

85  70 

86  30 

86  90 

87  60 
88.30 

89  05 

90  05 

91  00 

92  10 

93  43 
95  60 
95  95 
97  00 

97  70 

98  20 

98  70 

99  20 
99  45 
99  70 
09  95 
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ALCOHOL  TABLE  MODIFIED  FROM  WINDISCH 


8peoifio 
Gravity  of 
Distillate. 

Per  Cent  of 

Alcohol  by 

Weight. 

1 
Per  Cent  of 
.    Alcohol  by 
Volume. 

Specific 
Gravity  of 
Distillate. 

Per  Cent  of 

Alcohol  by 

Weight. 

Per  Cent  of 

Alcohol  by 

Volume. 

1. 0000 

0.00 

0.00 

0.9908 

5.20 

6.55 

0.9998 

0.11 

0.13 

6 

5.32 

6.71 

6 

0.21 

0.27 

4 

5.45 

6.86 

4 

0.32 

0.40 

2 

5.57 

7.02 

2 

0.42 

0.53 

0 

5.70 

7.18 

0 

0  53 

0.67 

0.9898 

5.83 

7.33 

0.9988 

0.64 

0.80 

6 

5.95 

7.50 

6 

0.74 

0.93 

4 

6.08 

7.66 

4 

0.85 

1.07 

2 

6.21 

7.82 

2 

0.96 

1.20 

0 

6.34 

7.99 

0 

1.06 

1.34 

0.9888 

6.47 

8.15 

0.9978 

1.17 

1.48 

6 

6.59 

8.31 

6 

1.28 

N     1.61 

4 

6.73 

8.48 

4 

1.39 

1.75 

2 

6.88 

8.64 

2 

1.50 

1.88 

0 

6.99 

8.81 

0 

1.60 

2.02     ' 

0.9878 

7.12 

8.98 

0.9968 

1.71 

2.16 

6 

7.26 

9.15 

6 

1.82 

2.30 

4 

7.39 

9.32 

4 

1  93 

2.44 

2 

7.53 

9.48 

2 

2.04 

2.58 

0 

7.66 

9.66 

0 

2.16 

2.72 

0.9868 

7.80 

9.83 

0.9958 

2.27 

2.86 

6 

7.94 

10.00 

6 

2.38 

3.00 

4 

8.07 

10.17 

4 

2.49 

3.14 

2 

8.21 

10.35 

2 

2.60 

3.28 

0 

8.35 

10.52 

0 

2.72 

3.42 

0.9858 

8.49 

10.70 

0.9948 

2.82 

3.56 

6 

8.63 

10.88 

6 

2.94 

3.71 

4 

8.77 

11.05 

4 

3.06 

3.85 

2 

8.91 

11.23 

2 

3.17 

4.00 

0 

9.06 

11.41 

0 

3.29 

4.14  ' 

0.9848 

9.20 

11.59 

0.9938 

3.40 

4.29 

6 

9.34 

11.77 

6 

3.52 

4.43 

4 

9.49 

11.95 

4 

3.64 

4.58 

2 

9.63 

12.14 

2 

3.75 

4.73 

0 

9.79 

12.32 

0 

3.87 

4.88 

0.9838 

9.92 

12.50 

0.9928 

3.99 

5.03 

6 

10.07 

12.69 

6 

4.11 

5.18 

4 

10.22 

12.88 

4 

4.23 

5.33 

2 

10.36 

13.06 

2 

4  35 

5.48 

0 

10.52 

13.25 

0 

4.47 

5.53 

0.9828 

10.66 

13.44 

0.9918 

4.59 

5.78 

6 

10.81 

13.63 

6 

4.71 

5.93 

4 

10.96 

13.82 

4 

4.83 

6.09 

2 

11.12 

14.01 

2 

4.95 

6.24 

0 

11.27 

14.20 

0 

5.08 

6.40 
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ALCOHOL  TABLE  MODIFIED  FROM  WINDISCH-Oontinwd 

Specific 

Ph  Cent  of 

Per  Cent  of 

Specific 

Per  Cent  of 

Per  Cent  «=»f 

Alr-.tiul  hy 

A I  roll  .J  by 

Gravity  ,.f 

Almlml  by 

Alcohol  I.  y 

DhtlBMa. 

Wpiitht. 

Volume 

Distillste. 

Weigh  1. 

Volu»r. 

0.9818 

11.42 

14.39 

1      0.9718 

19.30 

24  32 

6 

11.57 

14.58 

6 

19.45 

24.51 

4 

11.72 

14.77 

4 

19  60 

24.70 

2 

11.88 

14.97 

2 

19.76 

24.89 

() 

12.03 

15.16 

0 

19.91 

25.08 

0.9808 

12.19 

15.36 

I     0.9708 

20.06 

25.27 

6 

12.34 

15.55 

6 

20  21 

25.47 

4 

12..r,0 

15.75 

4 

20.30 

25.66 

2 

12.65 

15.95 

2 

20.51 

25.84 

0 

12.81 

16.14 

0 

20.66 

26  03 

0.0708 

12.97 

16.34 

j     0.9698 

20.81 

26  22 

6 

13.13 

16.54 

6 

20.96 

26.41 

4 

13.28 

16.74 

4 

21.10 

26.59 

2 

13.44 

16.94 

2 

21.25 

26.78 

0 

13.60 

17.14 

0 

21.40 

26.96 

0.9788 

13.76 

17.34 

0.9388 

21.54 

27.14 

6 

13.92 

17.54 

6 

21.69 

27.33 

4 

14.08 

17.74 

4 

21.83 

27.51 

2 

14.23 

17.94 

2 

21.97 

27.69 

0 

14.29 

18.14 

0 

22.12 

27.87 

0.9778 

14.55 

18.34 

0.9678 

22,26 

28  OS 

6 

14.71 

18.54 

6 

22.40 

28.23 

4 

14,87 

18.74 

4 

22.54 

28.41 

2 

15.03 

18.94 

2 

22  68 

28  59 

0 

15.19 

19.14 

0 

22.82 

28.76 

0.9768 

15.35 

19.34 

0.9668 

22.96 

28.94 

0 

15.51 

19.55 

6 

23.10 

29.11 

4 

15.67 

19.75 

4 

23  24 

29  -" 

2 

15  S3 

19  95 

2 

23  38 

29  46 

0 

15.99 

20.15 

0 

23  52 

29  64 

09758 

16  15 

20  35 

0  9658 

23.65 

2(1  si 

B 

16.31 

20.56 

6 

23  79 

29  98 

4 

16.47 

20.75 

4 

23  93 

30  15 

2 

16  1(3 

20.96 

2 

24  06 

30  32 

0 

16.79 

21.16 

0 

24.19 

30.49 

0.9748 

16.95 

21.36 

0.0648 

24  33 

30  66 

6 

17.11 

21  56 

6 

24.46 

30  83 

4 

17.27 

21.76 

4 

24  59 

30  99 

2 

17.42 

21.96 

2 

24.73 

31   16 

0 

17.58 

22  16 

0 

24.85 

31.89 

0.9738 

17.74 

22.35 

0.9638 

24.99 

31.49 

6 

17.90 

22.55 

6 

25,12 

31.65 

4 

18.05 

22.76 

4. 

25  25 

81.81 

2 

18.21 

22.95 

2 

25.37 

31.98 

0 

18.37 

23.14 

0 

25,50 

32  14 

0.9728 

18.52 

23  34 

0.9628 

25.63 

32  30 

6 

18.68 

23.54 

6 

25.76 

32  46 

4 

18.84 

23.73 

4 

25.88 

32  62 

2 

18  99 

23.93 

2 

26  01 

32.78 

0 

19.14 

24    12 

0      |      26.13 

82.98 
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tNTERNATIONAL  ATOMIC  WEIGHTS* 

0  =  16 


Al 

Sb 

A 

As 

Ba 

Bi 

B 

Br 

Cd 

Cs 

Ca 

C 

Cc 

CI 

Cr 

Co 

Cb 

Cu 

Dy 

Er 

Eu 

F 

Gd 

Ga 

Ge 

Gl 

Au 

He 

Ho 

H 

In 

I 

Ir 

Fo 

Kr 

Li 

Pb 

Li 

Lu 

Mk 
Mn 

Hk 


27.1 

120.2 
39.88 
74.96 

137.37 

208.0 
11.0 
79.92 

112.40 

132.81 
40.07 
12.00 

140.25 
35.46 
52.0 
58.97 
93.5 
63.57 

162.5 

167.7 

152.0 
19.0 

157.3 

69.9 

72.5 

9.1 

197.2 
3  99 

163.5 
1.008 

114.8 

126.92 

193.1 
55.84 
82  92 

139  0 

207.10 
0 .  94 

174  0 
24  32 
r>4  93 

2(H)  9 


Molybdenum 
Neodymium . 

Neon 

i!  Nickel 


li 


H 


Niton 

Nitrogen 

Osmium 

Oxygen 

Palladium 

Phosphorus, 

Platinum 

Potassium 

Praseodymium . . . 

Radium 

Rhodium 

Rubidium 

Ruthenium 

Samarium 

Scandium 

Selenium 

Silicon 

Silver 

Sodium 

Strontium 

Sulphur 

Tantalum 

Tellurium 

Terbium 

Thallium 

Thorium 

Thulium 

Tin 

Titanium 

Tungsten 

Uranium 

Vanadium 

Xenon 

Ytterbium 

(Neoyt  terbium) 

Ytterium 

Zinc 

Zirconium 


Mo 

96.0 

Nd 

144  3 

Ne 

20.2 

Ni 

58.68 

Nt 

222.4 

N 

14.01 

Os 

190.9 

O 

16  00 

Pd 

106.7 

P 

31.04 

Pt 

195.2 

K 

39.10 

Pr 

140.6 

Ra 

226.4 

Rh 

102.9 

Rb 

85.45 

Ru 

101.7 

Sm 

150.4 

Sc 

44.1 

Se 

79.2 

Si 

28.3 

Ag 

107.88 

Na 

23.00 

Sr 

87.63 

S 

32.07 

Ta 

181.5 

Te 

127.5 

Tb 

159.2 

Tl 

204.0 

Th 

232.4 

Tm 

168.5 

Sn 

119.0 

Ti 

48.1 

W 

184.0 

u 

238.5 

V 

51.0 

Xe 

130.2 

Yb 

172.0 

Yt 

89  0 

Zn 

65.37 

Zr 

i 

90.6 
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SOLUBILITY  OF  OXYGEN  IN  WATER 
(Winkler,  Berichte,  22,  1772.)     (1889) 


Tempera- 
ture. 

Oxygen. 

Temperature. 

Oxygen. 

Temperature. 

Oxygen. 

• 

0 

14.70 

9 

11.58 

18 

9.56 

1 

14.28 

10 

11.31 

19 

9.37 

2 

13.88 

11 

11.05 

20 

9.19 

3 

13.50 

12 

10.80 

21 

9  01 

4 

13.14 

13 

10.57 

22 

8.84 

5 

12.80 

14 

10.35 

23 

8.67 

6 

12.47 

15 

10.14 

24 

8.51 

7 

12.16 

16 

9.94 

25 

8.35 

8 

11.86 

17 

9.75 

CIRCUMFERENCES   AND  AREAS  OF  CIRCLES 
Formula  for  Area 


Formula  for  Diameter 


A  =~  =  . 785398  /)» 

4 


Z>  =  2y~  =  l.  128379  y/A 


Diameter. 

Circumference. 

Area. 

Diameter. 

Circumference. 

Are*. 

t 

.39270 

.012 

7 

21.991 

38.485 

i 

.78540 

.049 

8 

25.133 

50.265 

l 

1 . 1781 

.110 

9 

28.274 

63.617 

i 

1.5708 

.196 

10 

31.416 

78.54 

t 

1.9635 

.307 

20 

62.832 

314.16 

l 

2.3562 

.442 

30 

94.248 

706.86 

i 

2 . 7489 

.601 

40 

125.664 

1256.6 

i 

3.1416 

.785 

50 

157.080 

1963.5 

2 

6.2832 

3.142 

60 

188.496 

2827.4 

3 

9.4248 

7.069 

70 

219.911 

3848.5 

4 

12.566 

12.566 

80 

251.328 

5026.5 

5 

15.708 

19.635 

90 

282.744 

6361.7 

6 

18.805 

28.274 

100 

.314.160 

7854.0 
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TABLE  SHOWING  EQUIVALENTS  OF  PRESSURE  AND  HEAD  OF  WATER 
Head  in  Feet  and  Equivalent  Pressrue  in  Pounds 


5  to  60  Fkkt. 

70  to  180  Fkbt. 

200  to  1000  Fbbt. 

Feet  Head. 

Pounds  Press. 

Feet  Head. 

Pounds  Press. 

Feet  Head. 

Pounds  Press. 

5 
10 
15 
20 
25 
30 
35 
40 
45 
50 
60 

2.17 

4.33 

6.50 

8.66 

10.83 

12.99 

15.16 

17.32 

19.49 

21.65 

26.09 

70 

80 

90 

100 

110 
120 
130 
140 
150 
160 
180 

30.3 
34.6 
39.0 
43.3 
47.6 
52.0 
56.3 
60.6 
65.0 
69.2 
78.0 

200 
250 
300 
350 
400 
500 
600 
700 
700 
900 
1000 

86.6 
108.2 
129.9 
151.5 
173.2 
216.5 
259.8 
303.1 
346.4 
389.7 
433.0 

Pressure  in  Pounds  and  Equivalent  Head  in  Feet 


5  to  60  Pounds. 

70  to  170  Pounds. 

180  to  600  Pounds. 

Pounds  Press. 

Feet  Head. 

Pounds  Press. 

Feet  Head. 

Pounds  Press. 

Feet  Head. 

5 

11.5 

70 

161.6 

180 

415.6 

10 

23  0 

80 

184.7 

190 

438.9 

15 

34.6 

90 

207.8 

200 

461.7 

20 

46.2 

100 

230.9 

225 

519.5 

25 

57.7 

110 

253.9 

250 

577.2 

30 

69.3 

120 

277.0 

275 

643.0 

35 

80.8 

130 

300.1 

300 

692.7 

40 

92.3 

140 

323.2 

325 

750.4 

45 

103.9 

150 

346.3 

350 

806.1 

50 

115.4 

160 

369.4 

400 

922.6 

60 

138.5 

170 

392.5 

500 

1154.5 

666 
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U.  S.  GALLONS  TO  LITERS 

CUBIC  FEET  TO  LITERS 

(Mei 

■ric) 

(Metric) 

(Mom 

Lite™. 

Chll*. 

LLtera. 

Cu.lt. 

Litem. 

|  Cu.  ft 

Lit™-- 

I 

3.78544 

SI 

193.05744 

] 

28.3166 

51 

1444 .«.-«« 

2 

7.57088 

52 

196.84288 

2 

56.6332 

52 

1472.  A  «33 

3 

11.35632 

53 

200  62832 

3 

84.9498 

63 

1500  7-  ~B 

4 

15.14176 

54 

204  41376 

4 

113  2664 

54 

1529.  W*M 

5 

18.92720 

55 

208.19920 

5 

141.5830 

55 

1557.*  330 

G 

22.71264 

56 

211  98464 

6 

169.8996 

56 

1585.  r  =296 

7 

26.49808 

57 

215.77008 

7 

198.2162 

57 

1614  <»-!<■: 

8 

30  28352 

58 

219.55552 

8 

226.5328 

58 

1642  1  *  ■-' 

9 

34  06896 

59 

223  34096 

9 

254.8494 

59 

1670  fr~M 

11) 

37.85440 

60 

227.12640 

10 

283.1660 

60 

1698.9-SW 

11 

41  63984 

61 

230.91184 

11 

311  4826 

61 

1727  3    I»20 

12 

45  42528 

62 

234.69728 

12 

339.7992 

62 

it:.:,  hz—v! 

13 

49.21072 

63 

238.48272 

13 

368.1158 

63 

1783.9-^358 

14 

52  99610 

64 

242.26810 

14 

396  4324 

64 

1MJ  .'•     & 

15 

58.78MB 

65 

246.05360 

15 

424  7490 

65 

J  840. 5-3M 

16 

60  .56704 

66 

249.83904 

16 

453  0656 

66 

1868  8^3^ 

17 

64  35248 

67 

253  62448 

17 

481.3822 

67 

1897.2  Z»£ 

18 

68.13792 

68 

257.40992 

IS 

50!)  6988 

68 

I925.5S3H* 

19 

71 .92336 

69 

261 . 19536 

19 

538  0154 

69 

1953  S-=^5» 

20 

75.70880 

70 

264  98080 

20 

666.3320 

70 

IB63.UBH 

21 

79  49424 

71 

268  76624 

21 

594.6486 

71 

2010  4"3/*> 

22 

83.27968 

72 

272.55168 

22 

622  9652 

72 

2038.7^Bi4 

23 

87  06512 

73 

276.33712 

23 

651.2818 

73 

2067. 1:^1" 

24 

wo  m>r$ 

74 

280.12256 

24 

679  5984 

74 

2095  1 -'•! 

25 

94.63600 

75 

283  90800 

25 

707  9150 

7fi 

3133  7     ■-"'" 

215 

98.42144 

76 

286  69344 

26 

736  2316 

76 

2152  (H          '1" 

27 

[02.20088 

77 

291  47888 

27 

764  .5482 

77 

2180.3^08 

28 

105  99232 

78 

295.26432 

28 

792.8648 

78 

2308    £ 

29 

109  77776 

79 

299  04976 

29 

821   1814 

79 

22S7.0B«*U 

3D 

113.50320 

SO 

302.83520 

30 

M'.i  Hisn 

80 

2205  ;i_— — '-" 

31 

117.348(14 

81 

306  62064 

31 

877  8140 

81 

2293.  ft^*48 

32 

121 . 13408 

82 

310  40608 

32 

906  1312 

82 

2321  !N          ll- 

33 

124.91952 

83 

314.19152 

33 

934.4478 

S3 

2350  iT""  " 

34 

128  70496 

84 

317  97696 

34 

902.7644 

84 

2;>7s  .v        :'-' 

35 

132  49040 

85 

321   76240 

35 

991.0810 

85 

2406. 9L— l0 

36 

136.27584 

86 

325.-54784 

36 

1019.3976 

86 

3435.33^*™ 

37 

140  06128 

87 

329  33328 

37 

1047  7142 

87 

2463  54— — '- 

38 

143.84672 

s* 

333  11872 

38 

1076.0308 

88 

249  l.S**-* 

147  63216 

336  90416 

39 

1104.3474 

89 

2530  17""    ,4 

40 

151.41760 

90 

340.68960 

40 

1132.6640 

90 

2548  49——*° 

41 

155.20304 

91 

314  47504 

41 

160.9806 

91 

2576  81     •» 

42 

168.88848 

92 

348  26048 

42 

1189.2972 

92 

•2mr,  12     -'-' 

43 

162.77392 

93 

152.04692 

43 

217.6138 

93 

2633  44  ^g 

44 

166  555136 

94 

355  83136 

44 

245.9304 

94 

2661  78-** 

45 

170.34480 

95 

359.61680 

45 

274.2470 

95 

2690  07TO 

46 

174  13024 

96 

363.40224 

46 

302  5636 

96 

271S.3W 

47 

177  91568 

97 

367   18768 

47 

330  8802 

97 

2746.71*' 

48 

181   70112 

IIS 

170  97312 

48 

359.1968 

98 

2775.03* 

49 

186.48666 

99 

874.76866 

49 

387.5134 

99 

2803  34 M 

GO 

189.27200 

100 

J78  54400 

50 

115  S300 

100 

2831.6000         j 

/ 

USEFUL  FACTORS  FOR 

Baaed  on  Weights  at  62°  F.   (Standard 

U.  S.  gallonsX  8.3356  -poundi 

"      "       X  .13308  -cubic 

"      "       X231.  =cubic  inches 

"       "       X  .83356  =  English  gallons 

"      "       X  3.78544  -Liters 

'       X  .020985-Kokus  (Japan) 

X  .30815  -Bedeps  (Russia) 


English  gallonaX  10.             -pounds 

X  .160372-cubi«feet 
"         "        X277.12          =  cubic  inches 

"        X  11997      =U.  S.  gallons 

X  4.5413     "Liters 

X  .025175=Kokus  (Japan) 

X  .315969   -Bedeps  (Russia) 

LitersX  2  202  =pounda 

*'  X      .035302  -cubic  feet 

"  X61.023  -cubic-inches 

"  X     .26417  -U.S.  gallons 

"  X      .2202  -English  gallons 

"  X      .0055435  =  Kokua  (Japan) 

"  X      .081405  =Bedcps  (Russia) 


sx  397.22028  -pounds 

X  6.3703  -cubic  feet 

X  11008.00  -cubic  inches 

X  47.6535  =U.  S.  gallons 

X  39. 722028  =  English  gallons 

X  180  30  -Liters 

X  14.6847  -Bedeps  (Russia) 


BetlepsX   27.05  —pounds 

"      X        .43381  -cubic  feet 

"      X749.618  -cubit  inches 

"      X     3.24512  =U.  S.  gallons 

"     X     2 .  705  =  English  gallons 

"      X   12  2S43  -Liters 
"X       .  0680983  =  Kokus  (Japan) 


■ 

I  WATER 

dnrd  Temperature) 

mds 
ic  feet 
ic  inches 
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Cubic  feet  of  water  X  62 .  355     =  pounds 

11  "  X1728.00       =cubic  inches 

"  "  X  7.4805  "U.S.  gallons 

"  "  X  6.2355  =  English  gallons 

lf  "  X  28.317     "liters 

11  ' '  X  .  15698  "Kokus  (Japan) 

"  "  X  2.3052 "Bedeps  (Russia) 


Pounds  of  water  X     .  016037 

X27.712 
"      ."         X     .11997 
"        "         X 
"        "        X 
"        "        X 
"        "        X 


=  cubic  feet 
»cubic  inches 
=U.  S.  gallons 
= English  gallons 
=  Liters 
.  0025175  "Kokus  (Japan) 
.036969  "Bedeps  (Russia) 


.1 
.45413 


SURVEYOR'S  MEASURE 


7.92  inches 

25  links 

4  rods  .  =  1  chain 

10  square  chains  or  160  square  rods  =  1  acre 

640  acres  =  1  square  mile 


llink 

lrod 

=  1  chain 


640  acres 

36  square  miles  (6  miles  sq.) 


square 
1  township 


CUBIC  MEASURE 

1728  cubic  inches  =  1  cubic  foot 

128  cubic  feet  =  1  cord  (wood) 

27  cubic  feet  =  1  cubic  yard 

40  cubic  feet  =  1  ton  (shipping) 

2150.42  cubic  inches  =  1  standard  bushel 

268.8  cubic  inches  =  1  standard  gallon 

1  cubic  foot  =about  four-fifths  of  a  bushel 
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METRIC  EQUIVALENTS 

Linbab  Measure 

*  centimeter* 0.3937  inch  1  inch  -2.54  centimeters 

1  decimeter  =3.937  inches  -  0.328  feet       1  foot  =3.048  decimeters 
1  meter         =39.37  inches  =  1.0936  yards  1  yard =0.9144  meter. 
1  dekameter  =  1.9884  rods  1  rod  =0.5029  dekameter 

I  kilometer  =0.62137  mile  1  mile  =1.6093  kilometers 


1  square  centimeter =0.1550  square  inch 
1  square  decimeter  =0.1076  square  foot 
1  square  meter         =  1.96  square  yards 
1  are  =3.954  square  rods 

1  hektar  =2.47  acres 

1  square  kilometer  =0.386  square  mile 


Square  Measure 


1  square  inch 
1  square  foot 
1  square  yard 
1  square  rod 
1  acre 
1  square  mile 


=6.452  sq.  centimeters 
=9.2903  sq.  decimeters 
=0.8361  sq.  meter 
=0.2529  are 
=0.4047  hektar 
=2.59  square  kilometers 


Measure  of  Volume 


1  cubic  centimeter =0.061  cubic  inch 
1  cubic  decimeter  =0.0353  cubic  feet 
1  cubic  meter     \  _  f  l^OS  cubic  yards 

J       10.2759  cord 

0.908  quart  dry 
0567  quart  liquid 


1  stere 
1  liter 

1  dekaliter 
1  hektoliter 


-r 

\i. 


_  ( 2.6417  gallons 

1 .135  pecks 
=2.8375  bushels 


1  cubic  inch   • 
1  cubic  foot   » 
1  cubic  yard 
1  cord 
1  quart  dry 
1  quart  liquid 
1  gallon 
1  peck 
1  bushel 


■ 16.39  cubic  centimeters 
28.317  cubic  decimeters 
^0.7646  cubic  meter 
>3.624  steres 
•  1.101  liters 
:  0.9463  liter 
0.3785  dekaliter 
=0.881  dekaliter 
0.3524  hektoliter 


1  gram =0.0527  ounce 

1  kilogram =2.2046  lbs. 

1  metric  ton  =  1.1023  English  ton 


Weights 


1  ounce =28.85  grams 
1  lb.  =  0.4536  kilogram 
1  English  ton =0.9072  metric  ton. 


Approximate   Metric  Equivalents 


1  decimeter 
1  meter 
1  kilometer 
1  hektar 


=4  inches 
=  1.1  yards 
=  |  of  mile 
=  2  J  acres 


1  stere,  or  cubic  meter  =  i  of  a  cord 


1  liter 


\0.< 


1.06  quart  liquid 
.9  quart  dry 
1  hektoliter  =2f  bushels 
1  kilogram    =  2i  pounds 
1  metric  ton  =  2200  pounds 
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Equivalents  of  grams  or  c.c.  in  apothecary's  weight.   (From  Merck's 


0.001  gm 

IfAvvUvWI    •             J*»  liw      »^^»*^^  if  mmm 

or  c.c.  =  A  grn.  or  min. 

0.3  gm.  of  < 

c.c.  =  5  grn.  or  min. 

0.003     ' ' 

'     =A    " 

0.5     ' 

[<      t 

1     -  8  ■    " 

0.004     " 

'     -A    " 

o.e 

\     ' 

I         n 

'     =  10      "       " 

0.008     ' - 

*          z= 

1        a 

0.8 

11        I 

•      =  12      '<       " 

0.01       ' ' 

1             SSI. 

1         11 

1 

H           I 

'     =15      "       " 

0.015     " 

1    - 

1        il 

4 

li        I 

1     =  1  dr.  or  fl-dr. 

0.03       " 

1    = 

1        11 

15 

if        < 

1         as     4          "           " 

0.05       li 

1        = 

a       << 

30 

(<        < 

'     *  1  oz.  or  fl-oz. 

0.6 

1    =] 

L 

120 

il        I 

1         a     4         "          «' 

0.1 

1    =1 

IJ      " 

237 

li        I 

1     =  8      "       '* 

0.2         " 

I                        € 

J        " 

475 

I        t 

1      =  1  lb.  or  pint 

0.25       " 

1      =4 

[ 

. 

950 

it      i 

«      =  2      "       " 

• 

COMPARISON  OF  THERMOMETER  SCALES 

Centi- 
grade. 

Reaumur. 

Fahren- 
heit. 

Centi- 
grade. 

Reaumur. 

Fahren- 
heit. 

Centi- 
grade. 

Reaumur. 

Fahren- 
heit. 

-30 

-24.0 

-22.0 

14 

11.2. 

57.2 

58 

46.4 

136.4 

-28 

-22.4 

-18.4 

16 

12.8 

60.8 

60 

48.0 

140  0 

-26 

-20.8 

-14.8 

18 

14.4 

64.4 

62 

49.6 

143  6 

-24 

-19.2 

-11.2 

20 

16.0 

68.0 

64 

51.2 

147.2 

-22 

-17.6 

-  7.6 

22 

17.6 

71.6 

66 

52.8 

150  8 

-20 

-16.0 

-  4.0   ! 

24 

19.2 

75.2 

68 

54.4 

154.4 

-18     1    -14.4 

-  0.4  !' 

26 

20.8 

78.8 

70 

56.0 

158.0 

-16     ,    -12.8 

3.2  |l 

28 

22.4 

82.4 

72 

57.6 

161.6 

-14 

-11.2 

6.8  li 

30 

24.0 

86.0 

74 

59.2 

105.2 

-12 

-  9.6 

10.4  | 

32 

25.6 

89.6 

76 

60.8 

168. S 

-10 

-  8.0 

14.0  i 

34 

27  2 

93.2 

78. 

62.4 

172.4 

-  8     !    -  6.4 

17.6  , 

36 

28.8 

96.8 

80 

64.0 

176.0 

-  6 

-  4.8 

21.2  1 

38 

30.4 

100.4 

82 

65.6 

179.6 

-  4 

-  3.2 

24.8  | 

40 

32.0 

104.0 

84 

67.2 

183.2 

-  2 

-   1.6 

28.4 

42 

33.6 

107.6 

86 

68.8 

186.8 

0 

0.0 

32.0 

44 

35.2 

111.2 

88 

70.4 

190.4 

2 

1.6 

35.6 

46 

36.8 

114.8 

90 

72.0 

194.0 

4 

3.2 

39.2 

48 

38.4 

118.4 

92 

73.6 

197.6 

6 

4.8 

42.8 

50 

40.0 

122.0 

94 

75.2 

201.2 

8 

6.4 

46.4  ; 

52 

41.6 

125.6 

96 

76.8 

204.8 

10 

8.0 

50.0  | 

54 

43.2 

129.2 

98 

78.4 

208.4 

12 

9.6 

53.6  ' 

1 

56 

44.8 

132.8 

100 

80.0 

:  212.0 
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CONVERSION  OF  PARTS  PER  MILLION  TO  GRAINS  PER  UNITED  STATES 

AND  IMPERIAL  GALLONS 


Parts  per 

Grains  per 
Imperial 
Gallon. 

Grains  per 

United  8tates 

Gallon. 

Parts  per 
Million. 

Grains  per 

Imperial 

Gallon. 

Grains  per 

United  States 

Gallon. 

1 

.0700 

.0583 

40 

2.8000 

2.3327 

2 

.1400 

.1166 

50 

3.5000 

2.9129 

3 

.2100 

.1749 

60 

4.2000* 

3.4990 

4 

.2800 

.2332 

70 

4.9000 

4.0822 

5 

.3500 

.2915 

80 

5.6000 

4.6654 

6 

.4200 

.3499 

90 

6.3000 

5.2486 

7 

.4900 

.4082 

100 

7.0000 

5.8318 

8 

.5600 

.4665 

200 

14.0000 

11.6630 

9 

.6300 

.5248 

300 

21.0000 

17.4950 

10 

.7000 

.5831 

400 

28.0000 

23.3270 

20 

1.4000 

1.1663 

500 

35.0000 

29.1290 

30 

2.1000 

1.7495 

*  Other  values  may  be  computed  from  the  above  table. 


Sp.  Gr.  = 


140 


£°+130 


for  Baum6  lighter  than  water. 


B°= 


140 


Sp.  Gr. 


—  for  Baum6  lighter  than  water. 


Sp.  Gr.  =  T 


145 


154  -& 


for  Baum6  heavier  than  water. 


B°=145 


145 
Sp.  Gr. 


for  Baum6  heavier  than  water. 
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SPECIFIC  GRAVITIES  IN  DEGREES  BAUMfe 
Liquids  Lighter  than  Water 


Degrees 
Baume. 

Specific 
Gravity. 

Degrees 
Baume. 

Specific 
Gravity. 

Degrees 
Baum6. 

Specific 
Gravity. 

10 

1.000 

15 

0.966 

20 

0.933 

11 

0.993 

16 

0.959 

21 

0.927 

12 

0.986 

17 

0.952 

22 

0.921 

13 

0.979 

18 

0.946 

23 

0.915 

14 

0.972 

19 

0.940 

24 

0.909 

25 

0.903 

30 

0.875 

35 

0.849 

26 

0.897 

31 

0.870 

36 

0.843 

27 

0.892 

32 

0.864 

37 

0.838 

28 

0.886 

33 

0.859 

38 

0.833 

29 

0.881 

34 

0.854 

39 

0.828 

40 

0.824 

48 

0.787 

58 

0.745 

41 

0.819 

50 

0.778 

60 

0.737 

42 

0.814 

52 

0.769 

65 

0.718 

43 

0.805 

54 

0.761 

70 

0.700 

46 

0.796 

56 

0.753 

75 

0.683 
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SPECIFIC  GRAVITIES  IN  DEGREES  BAUME  AND  TWADDLE 

Liquids  Hsavixb  than  Water 


Htdbombtbr 

Hydrometer 

Reading  Degrbbr. 

Specific 
Gravity. 

Reading  Dromes 

Specific 

Gravity. 

Twaddle. 

Baiim*. 

Twaddle. 

Baiim*. 

0 

.0 

1.000 

43 

25.5* 

1.215 

1 

.7 

1.005 

44 

26.0 

1.220      . 

2 

1.4 

1.010 

45 

26.4 

1.225 

3 

2.1 

1.015 

46 

26.9 

1.230 

4 

2.7 

1.020 

47 

27.4 

1.235 

5 

3.4 

1.025 

48 

27.9 

1.240 

6 

4.1 

1.030 

49 

28.4 

1.245 

7 

4.7 

1.035 

50 

28.8 

1.250 

8 

5.4 

1.040 

51 

29.3 

1.255 

9 

6.0 

1.045 

52 

29.7 

1.260 

10        1          6.7 

1.050 

53 

30.2 

1.265 

11                  7.4 

1.055 

54 

30.6 

1.270 

12 

8.0 

1.060 

55 

31.1 

1.275 

13 

8.7 

1.065 

56 

31.5 

1.280 

14 

9.4 

1.070 

57 

32.0 

1.285 

15 
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Chlorine  Data 

Chlorine  [*A«>p«>«= green  |  )l  greenish  yellow  gas,  easily  compressed 
to  a  liquid,  was  discovered  in  1774  by  Scheele,  a  Swedish  Chemist. 
Atomic  weight  35.45,  molecular  weight  70.9,  vapor  density  35.8. 
Liquefies  at- 33.6°  C.  (-28.5°F.),  solidifies  at  -102°  C.  (- 151.36°  F.). 
Under  pressure  of  6  atmospheres  liquefies  at  0°  C.  (32°  F.). 
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SOLUBILITY  OF  CHLORINE 
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Fig   80.— Chlorine  Data  for  the  Treatment  of  Water  Supplies.     (Waltoee-Tieroin 
Co.)    See  also  data  on  another  page. 


APPENDIX 

Transportation  of  Bacteriological  Specimens.  The  preparation  and 
shipment  of  specimens  for  bacteriological  exami  nation  is  a  very  impor- 
tant procedure.  Unfortunately  the  bacteriologist  and  chemist  may  not 
have  much  to  do  with  this  step  in  the  examination  of  any  substance; 
usually,  he  is  expected  to  handle  the  specimen  after  it  has  been  delivered 
to  his  laboratory.  At  times,  he  may  l>e  quite  justified  in  refusing  to 
handle  certain  specimens  which  are  sent  because  it  would  be  dangerous 
to  himself  or  to  those  with  whom  he  comes  in  contact.  Since  much  of 
the  material  for  bacteriological  examination  is  sent  through  the  United 
States  mails  it  is  important  that  he  have  a  knowledge  of  the  postal 
rules  and  regulations  which  concern  these  shipments.  H  asset  tine 
(1918)*  has  given  a  good  resume"  of  the  subject.  The  following  quota- 
tion is  cited  by  this  author  from  the  Postal  Regulations  issued  by  the 
Post  Office  Department.     Sections  472  and  473  read  as  follows: 

Sec.  472.  All  kinds  of  poison,  and  all  articles  and  compositions 
containing  poison,  and  all  poisonous  animals,  insects  and  reptiles,  and 
explosives  of  all  kinds,  and  inflammable  materials  and  infernal  machines, 
and  mechanical,  chemical,  or  other  devices  or  compositions,  which  may 
ignite  or  explode,  and  all  disease  germs  or  scabs,  and  all  other  natural  or 
artificial  articles,  compositions  or  materials  of  wliatsoever  kind  which 
may  kill,  or  in  any  wise  hurt,  harm  or  injure  another,  or  damage,  deface, 
or  otherwise  injure  the  mails  or  other  property,  whether  sealed  as  first- 
class  matter  or  not,  are  hereby  declared  to  be  non-mailable  matter,  and 
shall  not  be  conveyed  in  the  mails  or  delivered  from  any  post  office  or 
station  thereof,  nor  by  any  letter  carrier;  but  the  Postmaster  General 
may  permit  the  transmission  in  the  mails,  under  such  rules  and  regula- 
tions as  he  shall  prescribe  as  to  preparation  and  packing,  of  any  articles 
hereinbefore  described  which  are  not  outwardly  or  of  their  own  force 
dangerous  or  injurious  to  life,  health  or  property.  (The  rest  of  this 
section  is  not  concerned  with  shipment  of  bacteriological  materials.) 

Sec.  473.  1.  Specimens  of  diseased  tissues  may  be  admitted  to  the 
mail  for  transmission  to  United  States,  State,  municipal,  or  other  labora- 
tories in  possession  of  permits  referred  to  in  paragraph  3  of  this  section 
only  when  inclosed  in  mailing  cases  constructed  in  accordance  with  this 
regulation:  Provided,  That  bacteriologic  or  pathologic  specimens  of 
plague  and  cholera  shall  under  no  circumstances  be  admitted  to  the 
mails. 

2.  Liquid  cultures,  or  cultures  of  microorganisms  in  media  that  are 

'Hasse.ltine,  H.  E.  1918.  Public  Laboratory  Specimens,  Their  Preparatio: 
ami  Shipment.  Public  Health  RejinrtK  M,  _'(llti-2U32.  Hcprint  from  the  same  No. 
438-1919. 
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fluid  at  the  ordinary  temperature  (below  45°  C.  or  113°  F.),  are  unmail- 
able.  Such  specimens  may  be  Bent  in  media  that  remain  solid  at  ordi- 
nary temperature. 

3.  No  package  containing  diseased  tissue  shall  1k«  delivered  to  any 
representative  of  any  of  said  lal>or  atones  until  a  pennit  shall  have  first 
been  issued  by  the  l'ostmaster  General,  certifying  that,  said  institution 
has  been  found  to  be  entitled,  in  accordance  with  the  reqiurements  of 
this  regulation,  to  receive  such  specimens. 

4.  (a)  Specimens  of  tubercular  sputum  (whether  disinfected  with 
carbolic  acid  or  not  disinfected)  shall  be  transmitted  in  a  solid  glass  vial 
with  a  mouth  not  less  than  1  in.  in  diameter  and  capacity  of  not  more 
than  2  oz.,  closed  by  a  cork  stopper  or  by  metallic  screw  top  protected 
by  a  rubber  or  felt  washer.  Specimens  of  diphtheria,  typhoid,  or  other 
infectious  or  communicable  diseases  or  diseased  tissue  shall  be  placed  in 
a  test  tube  made  of  tough  glass,  not  over  J  in.  in  diameter  and 
not  over  7j  ins.  in  length,  closed  with  a  stopper  of  rubber  or  cotton  and 
sealed  with  paraffinc  or  covered  with  a  tightly  fitting  rubber  cap. 

(6)  The  glass  vial  or  test  tube  shall  then  lie  placed  in  a  cylindrical 
tin  box,  with  soldered  joints,  closed  by  a  metal  screw  cover  with  a  rubber 
or  felt  washer.  The  vial  or  test  tube  in  this  tin  box  shall  be  completely 
and  evenly  surrounded  by  absorbent  cotton,  closely  packed. 

(c)  The  tin  box,  with  its  contents,  must,  then  be  inclosed  in  a  closely 
fitting  metal,  wooden,  of  papier-mache  block  or  tul>e,  at  least  ^  in. 
thick  in  its  thinnest  part,  of  sufficient  strength  to  resist  rough  handling 
and  support  the  weight  of  the  mails  piled  in  hags.  This  last  tube  shall 
be  tightly  closed  with  a  screw-top  cover  with  sufficient  screw  threads  In 
require  at  least  one  and  one-half  full  turns  before  it  will  come  off,  and 
fitted  with  a  felt  or  rubber  washer.     (See  Fig.  8.) 

5.  Specimens  of  blood  dried  on  glass  microscopic  slides  for  the  diag- 
nosis of  malaria  or  typhoid  fever  by  the  Widal  test  may  be  sent  in  any 
strong  mailing  case  which  is  not.  liable  to  breakage  or  loss  of  the  specimen 
in  transit. 

6.  Upon  the  outside  of  every  package  of  diseaseii  tissues  admitted 
to  the  mails  shall  be  written  or  printed  the  words  "  Specimen  for  bac- 
teriological  examination.     This   package   to   be   pouched   with   letter 


Frost's  Plate  Counter. 


Thi.  Bjpim  00  mid  *• 


Each  n(  On  !ar 


Frost's  Plate  Counter. 


Deparluicut  uf  Baotrriul.iui,   L'ni 


INDEX 


Acetaldehyde  reaction  for  ethyl  alcohol, 

194 
Acid  fast  staining,  theory  of,  87 

,  Ziehl-Niehlaen  method,  86 

Acidity,  degrees  recognised  in  milk,  114 
—  degrees  recognized  in  clear  media,  115 
Ackfamc  bacteria,  236 
Action   of  bacteria  on   carbohydrates, 
193 

glucosamine,  191 

polypeptides,  190 

proteins,  189 

bile  on  bacteria,  234 

certain  bacteria  on  proteins,  367 

Adjusted  milks,  defined,  374 
Adulteration  of  compressed  yeast  with 

brewer's  yeast,  220 
Advantages  of  "bleach"  in  water  treat- 
ment, 325 

pasteurization  of  milk,  416 

Aerobic  respiration,  241 
Aeroscope,  264 
Agar,  43 

—  colonies,  study  of,  110 

—  for  Pa.  radicicola,  50 

—  gelatin  medium  (North),  51 

—  medium,  plain,  48 

—  stroke,  study  of,  110 
Age  of  milk,  377 
Agglutination  of  bacteria,  320 
A  Ian  in,  184 

Albuminoid  ammonia,  determination  in 

water,  282 
Alcohol  as  a  disinfectant,  140 

—  table,  561 

Alcoholic  fermentation,  194 
Alkaline  blood  agar,  70 

—  hemoglobin  agar,  70 

—  methylene  blue,  90 
Alkalinity,  determination  in  water,  285 


Allen's    microscopic    method    of    milk 

analysis,  404 
Alwood  fermentation  valve,  220,  221 
Analysis  of  mud  deposits,  352 

sewage  sludge,  352 

Anderson '8  method  for  tubercle  bacilli 

•    in  milk,  413 
Amino  acids  in  gelatin,  41 
proteins,  184 

Ammonia  production  by  pure  cultures, 
116 

Ammonium  chloride  in  bread,  218 
Anaerobic  methods,  17 

—  respiration,  242 

Analysis  of  Liebig's  meat  extract,  41 
Aniline  gentian  violet,  90 
Anti-protein  sera,  491 
Antiseptic  values,  143 
Albargin,  disinfectant,  135 
Aperture,  numerical,  28 
Aqueous  alcoholic  stains,  81 

—  stains,  preparation,  81 
Argentamin,  disinfectant,  135 
Argentose,  135 

Arginine,  bacterial  decomposition,  244 

— ,  chemical  structure,  244 

Arnold  steam  steriliser,  126 

Arnold's  test  for  heated  milk,  372 

Ascomycetes,  202 

Asepsis  in  food  preservation,  495 

Ash  in  milk,  368 

Aspartic  acid,  186 

Atomic  weights,  563 

Autoclave,  125 

Available  chlorine,  13<i 

—  oxygen  in  water,  344 

Ayer's  milk  tube  method,  40S 


B 

Rasidiomycetes,  202 

Babcock  test  for  fat  in  milk,  309 


582                                                      INDEX 

Bacillus  [inthrucis.  isolation  from  water, 

Bacteriological    specimens,     transporta- 

ass 

tion,  577 

—  coKiti  index,  :)I4 

BaotericJogy  of  butter,  423 

—  liwl  iii  \i  ;il  11  mm  lysis,  299 

—  —  eheddar  cheese,  429 

—  diphtheria?  in  milk,  414 

iee,  336 

—  dysenleriic,  isolation  fnim  water,  320 

lialaz's  test  for  boiled  milk,  373 

—  enteritidis  in  water,  397 

Ham  conditions  in  milk  production,  377" 

—  Iul>erculnsis  in  feces,  258 

Harsickow's  medium,  50 

milk.  412 

Baskets,  various  types  of,  7,  8 

water,  323 

Bean  agar,  50 

—  typhosus  in  butler,  426 

Beattic's  method  for  amiernbic  bacteria, 

cram,  437 

22 

feces,  254 

Beer  wort,  57 

isolation  from  water,  317 

Beijerinck's   medium   for   nitrate  reduc- 

 ,  Camot  and  Halle's  method,  256 

tion.  07 

,  Holt-Harris-'IVague    method. 

Benedict's    metluHl    for    estimation    of 

255 

dextrose,  197 

— ■  —  — ,  Kendall  and  Day's  methiid,  255 

reducing  sugars,  196 

—  —  — ,  Lumsden  and  Stimson's  meth- 

Benzoic acid,  detect  ion  in  milk,  371 

od,  254 

Bergey's  method  for  typhoid  bacilli   in 

,  Morishama     and     Teaguc's* 

butter.  42(1 

method,  257 

Besson's  method  for  tubercle  bacilli   in 

—  —  — ,  Teague  and  Clurman's  methiid, 

milk,  413 

257 

Bile,  germicidal  action,  234 

,  longevity  in  water,  343 

—  salt  broth,  46 

Bacteria  and  life,  233 

Biochemical  nygcTi  demand  ot   *ew;iKe, 

— ,  Eberle-Klein  method,  24S 

350 

—  in  baked  bread,  224 

Bismuth  comjJounds  in  disinfection,  135 

(ream  mid  ercim  ripening,  423 

Blanching,  601 

egg  white,  459 

Blood  agar,  69 

yolk,  469 

—  — ,  alkaline,  70 

foci*,  238 

for  streptococci,  69 

—  —  f  reah  eggs,  400 

—  films,  staining,  87 

—  —  self-rising  bread,  223 

—  serum,  (19 

the  stomach,  230 

Boiling  in  sterilization,  126 

— ,  MucNcal's  procedure  fur  Wintcrberg 

Boric  acid  in  disinfection,  139 

method,  247 

-  —  milk,  determination,  371 

— ,  MatiH  and  Hawk's  procedure,  252 

Bottoher'a  counting  chamber,  10 

— ,  Steel's   modification    of   the   Ntrass- 

—  moist  chamber,  7(1 

hurgcr  method,  250 

Botulism,  533 

Bacterial  count  in  milk,  significance,  3K5 

Bread  making,  222 

water  analysis,  290 

—  medium,  59 

—  examination  of  butter,  423 

Breed's  capillary  pipettes,  397 

— eggs,  4113 

Breed  smeurs  in  milk  analysis.  397 

ice,  :tl{7 

Bromine  as  a  disinfectant,  134 

milk,  375 

—  reaction  for  tryptophane,  Hr_' 

—  groii|is  in  ice  cream,  435 

—  water  test  for  skatol,  247 

raw  and  pasteurized  milk,  417 

Brown's  fermentation  tul>e,  1 

—  m.  chemical  examination  of  water,  271 

1 1 uch ner's  anaerobic  methods,  17 

^ 

INDEX 


583 


Bushnell  and  Maucr's  method  for  egg 

analysis,  465 
Butter  flavor,  423 


Cadavcrine,  529 

Calcium  compounds  in  disinfection,  135 

—  oxide,  138 

Calibration  of  micrometer  oculars,  36 
Campbell's  method  for  tubercle  bacilli 

in  milk,  413 
Candling  eggs,  461,  463 
Canned  meats,  481 
Canning,  506 

Cannon's  hydrolized  casein  medium,  63 
Capaldi's  egg  medium,  58 
Capsules,  determination  on  bacteria,  109 
Capsule  stain,  Huntoon's  method,  84 

,  Muir's  method,  83 

,  Welch's  method,  84 

Carbohydrate  agar,  48 

—  broths,  44 

Carbohydrates,  action  of  bacteria  on,  193 

— ,  classification,  193 

Carbol  fuchsin,  90 

Carbonated  broth,  47 

Carbon  in  disinfection,  140 

Carnot  and  Halle's  method  for  typhoid 

bacilli  in  feces,  256 
Carriers  and  food  infection,  530 
Carrot  infusion  medium,  60 
Case  history  of  botulism,  535 
Casein  agar  after  Ayers,  70 

—  medium,  63 

Causes  of  food  poisoning,  533 

Cellulose  agar,  61 

Certificates  for  chemical  examination  of 

water,  276,  277 
Characteristics  of  a  good   indicator  of 
pollution,  294 

anaerobic  water  bacteria,  298 

fermentation,  240 

milk-borne  epidemics,  541 

water-borne  epidemics,  541 

Cheddar  cheese,  bacteriology,  429 
Cheese  bacteriology,  428 

—  poisoning,  431 

—  ripening,  428 


Chemical  analyses  of  ice,  337 

—  and  bacterial  examination  of  water, 

271 

—  -  changes  in  milk  from  souring,  366 

—  constituents  of  milk,  363 

—  examination  of  milk,  367 

—  standards  for  milk,  373 

Chicago    drainage    canal    and    Illinois 

River,  341 
Chicken  broth  medium,  46 
Chinese  ink  preparations,  78 
Cholera  red  reaction  for  M.  choleras  in 

water,  322 
Chlorine  data,  575 
Chloramine,  139 

—  in  water  treatment,  326 
Chloride  of  lime  in  disinfection,  135 
Chlorine  as  a  disinfectant,  132 

— ,  determination  in  water,  280 
Cholera,  M.  microspira  in  feces,  257 
Chopped  meats,  480 
Chromatic  aberration,  29 
Classification  of  water  bacteria,  193,  286 

proteins,  182 

yeasts,  213 

Cleaning  apparatus,  6 

—  hemocytometers,  16 

—  solution,  6 

Coagulation  coefficient  of  disinfectants, 
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—  of  milk  by  rennin,  365 

Coarse  adjustment  on  microscope,  25 
Cohn's  classification  of  bacteria,  94 

—  solution,  preparation,  63 

,  characteristics  of  bacteria  in,  112 

Cold  storage,  505 

Cole's  method  for  microscopic  agglutina- 
tion, 321 
Collection  of  milk  samples,  393 

water  samples,  273 

Colloidal  silver  in  disinfection,  135 
Color,  determination  in  water,  278 

—  reactions  of  proteins,  191 
Coloring  matter  in  milk,  371 
Combined  acidity  of  the  stomach,  233 
Comparison  of  thermometer  scales,  570 
Composition  of  hens'  eggs,  453 

milk  serum,  365 

tomato  pulp,  514 
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Disadvantages    of    "bleach1'     in    water 

■,  microscopic  examination,  220 
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Disinfection,  131 

Concentrated  solutions  in  food  prepara- 
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tion,  498 

Dissolved  oxygen  in  water,  344 
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Dried  eggs,  46 
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Endoepore,  observation  of,  109 
Enzymes,  118 
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methylene  blue  agar  medium,  54 

Epidemics  of  paratyphoid  fever,  532 
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molds  in  tomato  products,  515 
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Evaluation  of  bleaching  powder,  328 
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canned  foods,  511 

clams,  489 

Hamburger  steak,  483 

meat,  482 

molds,  212 

oysters,  485 

sausage,  483 

shell  fish,  483 

tin  cans  for  leaks,  513 

water  for  available  chlorine,  329 
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eggs,  458 

disinfection,  133 

Fasting  and  intestinal  bacteria,  236 
Fats,  197 

—  in  milk,  368 

Fecal  and  non-fecal  B.  coli,  308 
Fehling's  solution,  preparation,  195 
-—  test  for  reducing  sugars,  195 
Fermentation  in  food  preservation,  497 
the  intestinal  tract,  240 

—  of  sugars  by  streptococci,  295 

—  reactions  of  pure  cultures,  117 

—  tubes,  types,  1 
Fermented  milks.  433 

Fermenting  powers  of  yeasts,  determina- 
tion of,  220 
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Ferrous  sulphate  in  disinfection,  139 
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—  sterilization,  127 

Fine  adjustment  of  the  microscope,  26 
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Flavor  of  butter,  423 
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Food-borne  epidemics  of  disease,  542 
Food  poisoning,  528 

—  preservation,  494 
Formaldehyde  in  disinfection,  142 
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Frankel  and  Voges'  solution,  68 
Frankel's  solution,  64 
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analysis,  401 
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water  bacteria,  289 
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—  imperfecti,  202 
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Hazen  theorem,  269 
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Iodoformogen,  134 
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Iodo-hemol,  134 
Iodol,  134 
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Isolation  of  B.  enteritidis  sporogenes  from 
water,  299 

B.  typhosus  from  water,  317 

pure  cultures,  10 
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Jones'  anaerobic  method,  23 

Jordan's  classification  of  water  bacteria, 
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Kendall  and   Day's  procedure  for  B. 

typhosus  in  feces,  255 
Ketchup,  514 
Key  to  Aspergillus  molds,  210 

genera  of  budding  fungi,  215 

true  yeasts,  214 

penicillia,  207 
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—  culture  flask,  5 
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Kolle  culture  flask,  5 

Kusserow's    method    for    determining 

fermenting  power  of  yeasts,  221 
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Lactic  acid  fermentation,  193 

in  the  stomach,  233 

Lactose  bile  in  water  analysis,  311 
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Leavening  agent  in  self-rising  bread,  223 
Leeuwenhoeck's  work  on  bacteria,  94 
Leff  man- Beam  test  for  milk  fat,  369 


Lehmann    and    Neumann's    work    on 

classification,  97 
Lellendahl's  staining  dish,  80 
Lents's  anaerobic  apparatus,  18 
Leucine,  structure,  185 
— ,  enumeration,  15 
Leucocytes  in  milk,  408 
Levine's  eosin-methylene  blue  agar,  54 
Liebermann's  reaction,  192 
Liebig's  meat  extract,  41 
Life  cycles  of  bacteria,  99 
Light,  sterilisation,  128 
Lime  in  disinfection,  136 
Lipman-Brown  medium,  66 
Liquid  chlorine,  addition  to  water,  331 
Lister  culture  flask,  5 
Lister's  work  on  milk,  95 
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—  lactose  agar,  48 

—  milk,  preparation,  71 

,  cultural  characteristics  in,  115 

—  whey,  71 

Ldhnis'  method  for  bacteria  in  butter, 
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cheese,  432 
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Low  temperature,  effect  on  bacteria,  504 
Lugol's  iodine  solution,  90 
Lumsden    and    Stimson's    method    for 

B.  typhosus  in  feces,  254 
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Lysine,  decomposition,  245 
— ,  structure,  186 
Lysol  in  disinfection,  141 
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Malachite  green  medium,  52 
Malt  extract  medium,  58 
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—  infusion,  preparation,  40 
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Methods  of  adding  "bleach"'  to  water, 

327 
water  treatment,  324 

—  for  itudy  of  yeasts,  218 
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Microanalysis  of  Iniiuilo  products,  515 
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,  preparation  of,  71 
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—  standards,  392 
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—  heat  sterilization,  122 
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— ,  structure,  203 
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Naples  jar  fur  staining,  80 
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bile  salt  agar,  49 

broth,  46 

Nicoll's  modification  of  Cram's  stain,  S3 
Nitrate  broth,  45 
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Nitrite  formation,  116 
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—  — ,  characteristics  of  bacteria  in,  1 10 

—  gelatin,  55 
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Organic  acids  in  the  stomach,  233 
Organic  halogens,  test  for,  189 

—  nitrogen,  test  for,  187 

—  sulphur,  test  for,  188 
Origin  of  bacteria  in  meat,  479 

epidemics,  544 

Ox-bile  medium,  59 

Oxygen  consumed,  determination 

water,  284 

—  relations,  study  of,  110 

—  solution  in  water,  345 
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Paratyphoid  fever,  531 

Parietti's  solution,  62 

Partially  confirmed  test  for  B.  coli  in 

water,  301 
Pasteur's  medium,  66 
Pasteurization  of  milk,  414 
Pathogenic  bacteria  in  river  water,  343 
and  pasteurization  of  milk,  419 

—  streptococci  in  milk,  422 
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,  to  plants,  118 

Pea-flour  extract,  57 
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Peptone,  40 
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Petri  dishes,  types  of,  2,  3 
Pettenkofer's  experiment  on  cholera,  230 
Phenol  in  disinfection,  141 

.  —  from  tyrosine,  243 
Phenylamin,  185 
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Phycomycetes,  202 
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Pickling  in  food  preservation,  503 
Piorowski's  culture  flask,  5 
Plain  milk  medium,  71 
Plan  of  modern  corn  packing  plant,  508 
Plate  vs.  microscopic  count  on  milk,  396 
Platinum  wires,  7 

Polynuclear  neutrophilic  leucocytes,  89 
Polypeptids,  bacterial  action  on,  190 
Potato  agar,  61 

—  gelatin,  60 

—  infusion,  60 

—  mash,  60 

—  slant,  study  of,  111 

—  starch  jelly.  111 
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Preparation  of  common  stains,  90 

standard  reagents,  554 
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by  concentrated  solutions,  498 
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Process  of  canning,  507 
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— ,  color  reactions  of,  191 
— ,  In  milk,  371 

— ,  precipitation  reactions,  192 
— ,  structure  of,  184 
Prune  decoction,  57 
Pseudo  yeasts,  213 
Ptomaines,  529 
Pure  cultures,  invigoration  of,  108 

,  isolation  of,  10 

,  methods  of  study,  108 

,  transferring,  10 

—  water,  271 

Putrefaction  in  the  intestines,  243 
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Rack  for  fermentation  tubes,  1 
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Reddening  of  cod,  503 

Redfield's  medium,  59 
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Revised   method   for   tomato   products, 
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